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OFFICERS AND MEMBERS 
OF THE MONTANA SENATE 


2023 
50 Members 
34 Republicans 16 Democrats 
OFFICERS 
PYEGI ACI. 22:22 00scsisscpsss sass eseseagdehecteacess obi conde Sosdegaaaiave died suave Uae doec ccs edenccodoees Suesdsaaats saesesnteeeTes Jason Ellsworth 
President Pro: Tem DOr scares fisvcsastex cadens savdecbeasesnis cuss saatieuces sess caviadivassstascensieiuasscdvewssew elt Kenneth Bogner 
Majority leader ss iecceccic.cctesfercasitcanercsuscesseces songuce cenesasaee nactavasceneu ces gousecacevosseacesa coseeeieaenceys Steve Fitzpatrick 
Majority WhipS............cccccsessssscsteceeeeeeeees Steve Hinebauch, Dennis Lenz, Tom McGillvray, Barry Usher 
MnO Ye aOR ssa Nee tes nee cree tenicatsceasoncay tn cegeacciiea «tees scnicae eneasnucan oh capnaceni eat eensteeen teaegeneet cause teetee Pat Flowers 
Miamiority W Bip sissies iccstevesiaccciesavbes ienastueassadesaueatberconasnvbetberasaueasiancenwesubet Shannon O’Brien, Susan Webber 
Sécrétary of thé Senate sss. i:csc.cesdecdsesavicaseiccadecshiediasten ar ase nadideateadiseesdcstaesta cas esi caceias Marilyn Miller 
SePSGAaNt At AVIS io sisececsescscseccceienesctalsctanssbevsussdeseadonds denissisduct hbase doscetesusceneesaneestncecuadeonsswade sess Gordon Vance 
MEMBERS 
Name Party District Preferred Mailing Address 
Bartel, Dan R 15 PO Box 1181, Lewistown MT 59457-1181 
Beard, Becky R 40 PO Box 85, Elliston MT 59728-0085 
Bogner, Kenneth R 19 1017 Pleasant St, Miles City MT 59301-3414 
Boldman, Ellie D 45 1125 Helen Ave, Missoula MT 59801-4423 
Brown, Bob R 7 309 Little Beaver Creek Rd, Trout Creek MT 59874-9604 
Cuffe, Mike R 1 PO Box 1685, Eureka MT 59917-1685 
Curdy, Willis D 49 11280 Kona Ranch Rd, Missoula MT 59804-9790 
Dunwell, Mary Ann D 42 2811 Alexis Ave, Helena MT 59601-8655 
Ellis, Janet D 41 PO Box 385, Helena MT 59624-0385 
Ellsworth, Jason R 43 1073 Golf Course Rd, Hamilton MT 59840-9230 
Emrich, Daniel R 11 2112 6th Ave N, Great Falls MT 59401-1802 
Esp, John R 30 PO Box 1024, Big Timber MT 59011-1024 
Fitzpatrick, Steve R 10 3203 15th Ave S, Great Falls MT 59405-5416 
Flowers, Pat D 32 11832 Gee Norman Rd, Belgrade MT 59714-8416 
Fox, Mike D 16 PO Box 442, Hays MT 59527-0442 
Friedel, Chris R 26 3302 2nd Ave N, Billings MT 59101-2005 
Fuller, John R 4 PO Box 7002, Kalispell MT 59904-7002 
Gillespie, Bruce R 9 PO Box 275, Ethridge MT 59435-0275 
Glimm, Carl R 2 5107 Ashley Lake Rd, Kila MT 59920-9787 
Gross, Jen D 25 Billings MT 59105-4454 
Hayman, Denise D 33 PO Box 6115, Bozeman MT 59771-6115 
Hertz, Greg R 6 PO Box 1747, Polson MT 59860-1747 
Hinebauch, Steve R 18 610 Rd 118, Wibaux MT 59358-9058 
Kelker, Kathy D 24 2438 Rimrock Rd, Billings MT 59102-0556 
Lang, Mike R 17 PO Box 104, Malta MT 59538-0104 
Lenz, Dennis R 27 PO Box 20752, Billings MT 59104-0752 
Lynch, Ryan D 37 PO Box 934, Butte MT 59703-0934 
Mandeville, Forrest R 29 PO Box 337, Columbus MT 59019-0337 
Manzella, Theresa R 44 640 Gold Creek Loop, Hamilton MT 59840-9742 
McClafferty, Edie D 38 1311 Stuart, Butte MT 59701-5014 
McGillvray, Tom R 23 Billings MT 59102-1119 
McKamey, Wendy R 12 33 Upper Millegan Rd, Great Falls MT 59405-8427 
Molnar, Brad R 28 PO Box 517, Laurel MT 59044-0517 
Morigeau, Shane D 48 10643 Upland Trl, Missoula MT 59804-9208 
Noland, Mark R 5 PO Box 1852, Bigfork MT 59911-1852 
O’Brien, Shannon D 46 Missoula MT 59802-3327 
Olsen, Andrea D 50 622 Rollins St, Missoula MT 59801-3719 


Pope, Christopher 
Regier, Keith 
Sales, Walt 
Salomon, Daniel 
Small, Jason 
Tempel, Russ 
Trebas, Jeremy 
Usher, Barry 
Vance, Shelley 
Vermeire, Terry 
Webber, Susan 
Welborn, Jeff 
Zolnikov, Daniel 
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PO Box 6546, Bozeman MT 59771-6546 

1078 Stillwater Rd, Kalispell MT 59901-6902 
3900 Stagecoach Trl, Manhattan MT 59741-8223 
42164 Salomon Rd, Ronan MT 59864-9272 
HC 42 Box 674, Busby MT 59016-9703 

PO Box 131, Chester MT 59522-0131 

PO Box 2364, Great Falls MT 59403-2364 
6900 S Frontage Rd, Billings MT 59101-6220 
PO Box 1, Belgrade MT 59714-0001 

1217 W 4th St, Anaconda MT 59711-1807 
PO Box 1011, Browning MT 59417-1011 

PO Box 790, Dillon MT 59725-0790 

PO Box 50408, Billings MT 59105-0403 


OFFICERS AND MEMBERS 
OF THE MONTANA HOUSE OF REPRESENTATIVES 


2023 
100 Members 
68 Republicans 32 Democrats 
OFFICERS 

fe) O55 2 2) ee ee ee ee eee ee eee eee Matt Regier 
Speaker Pro: Tempore i s.:c62. 45 fchai es sesdetaadcesstecei ices cs be Neds cvccdeadieatis sheds cave ash neseea dienes Rhonda Knudsen 
May ority Lead O86 8 2ties ncsset eats ocsaves her centestade ced vcbustieneeecuasuateuneds uel vond ues va eunetocueanstucetecen us’ tose estestanezoes Sue Vinton 
Maj OVIEY W Dip SiccsercesceseScsanicesnceteacazes cee sotastseste Brandon Ler, Terry Moore, Jennifer Carlson, Neil Duram, 

Steve Gist, Denley Loge 
Mamority ead er oy eiice ces scag ca ab saited bewesaiana tevces ss tance desaeneace age cous sana cace seuaneacevcanea ve neeeevsstaneadersouaeuane< Kim Abbott 
Minority: Catictis: CHa mt xi sc ics cece act adesedegiesesdaieedeesieck esadeseuansebeseussseshedsedesaesiasta teusehesseseeeecces Alice Buckley 
Mam Orit y’ Wi Si. dacs.cessecasicssseea enced eeasercinccdsgeucecats Derek Harvey, Tyson Running Wolf, Katie Sullivan 
Chief Clerk:of the THOUS is. 5eccseus ovnciicacasngeseeeccdavevveresgassieeipeeesaagestes cueveuserespasevectsenaneeeuens Carolyn Tschida 
Sereeaiit at Anis’: ss2.c2esches jess caves des Sosendstashlcde telesisc cava leeds dasdeheadindsselev tacts ave atdedeads eiedeaee ieee Brad Murfitt 

MEMBERS 

Name Party District Preferred Mailing Address 
Abbott, Kim D 83 523 E 6th Ave, Helena MT 59601-4369 
Anderson, Fred R 20 Great Falls MT 59406-6921 
Barker, Brad R 58 Red Lodge MT 59068 
Baum, Denise D 47 PO Box 81112, Billings MT 59108-1112 
Bedey, David R 86 PO Box 692, Hamilton MT 59840-0692 
Bergstrom, James R 30 PO Box 110, Buffalo MT 59418-0110 
Bertoglio, Marta R 75 PO Box 294, Clancy MT 59634-0294 
Binkley, Michele R 85 PO Box 1601, Hamilton MT 59840-1601 
Bishop, Laurie D 60 211 S Yellowstone St, Livingston MT 59047-3018 
Brewster, Larry R 44 Billings MT 59105-2220 
Brockman, Tony R 9 PO Box 10016, Kalispell MT 59904-3016 
Buckley, Alice D 63 107 S 10th Ave, Bozeman MT 59715-4318 
**Butcher, Ed R 29 PO Box 89, Winifred MT 59489-0089 
Buttrey, Ed R 21 Great Falls MT 59401-3731 
Caferro, Mary D 82 PO Box 668, Helena MT 59624-0668 
Carlson, Jennifer R 69 Manhattan MT 59741-8488 
Carter, Bob D 98 4299 Spurgin Rd, Missoula MT 59804-4521 
Cohenour, Jill D 84 2610 Colt Dr, East Helena MT 59635-3442 
Deming, Lee R 55 Laurel MT 59044-9718 
Dooling, Julie R 70 PO Box 398, Townsend MT 59644-0398 
Duram, Neil R 2 PO Box 1226, Eureka MT 59917-1226 
Essmann, Sherry R 52 PO Box 80945, Billings MT 59108-0945 
Etchart, Jodee R 48 PO Box 22014, Billings MT 59104-2014 
Falk, Terry R 8 PO Box 9484, Kalispell MT 59904-2484 
Fern, Dave D 5 211 Dakota Ave, Whitefish MT 59937-2205 
Fielder, Paul R 13 PO Box 2558, Thompson Falls MT 59873-2558 
Fitzgerald, Ross R 17 PO Box 207, Power MT 59468-0207 
Fitzpatrick, John R 77 PO Box 994, Anaconda MT 59711-0994 
*Flament, Douglas R 29 PO Box 1082, Lewistown MT 59457-1082 
France, Tom D 94 5900 Thornbird Ln, Missoula MT 59808-9010 
Frazer, Gregory R 78 Deer Lodge MT 59722-1018 
Galloway, Steven R 24 Great Falls MT 59404-6235 
Gillette, Jane R 64 PO Box 1751, Bozeman MT 59771-1751 
Gist, Steve R 25 Cascade MT 59421-8369 
Green, Paul R 41 Hardin MT 59034-1315 
Gunderson, Steve R 1 Libby MT 59923-8965 
Hamilton, Jim D 61 PO Box 1768, Bozeman MT 59771-1768 
Harvey, Derek D 74 PO Box 3111, Butte MT 59701-3111 
**** Hastings, Naarah R 50 Billings MT 59102 
Hawk, Donavon D 76 PO Box 3791, Butte MT 59702-3791 
Hellegaard, Lyn R 97 Missoula MT 59801-8910 
Hinkle, Caleb R 68 PO Box 468, Belgrade MT 59714-0468 
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Hinkle, Jedediah 
Hopkins, Mike 
Howell, SJ 
Jones, Llew 
Karlen, Jonathan 
Kassmier, Josh 
Keenan, Bob 


67 Belgrade MT 59714-3564 

92 PO Box 848, Missoula MT 59806-0848 

95 PO Box 8623, Missoula MT 59807-8623 
18 Conrad MT 59425-1919 

96 PO Box 2960, Missoula MT 59806-2960 
27 PO Box 876, Fort Benton MT 59442-0876 
10 PO Box 697, Bigfork MT 59911-0697 


Keogh, Connie 91 PO Box 7542, Missoula MT 59807-7542 
Kerns, Scot 23 Great Falls MT 59401-2273 
Kerr-Carpenter, Emma 49 PO Box 22062, Billings MT 59104-2062 
Kmetz, Greg 38 Miles City MT 59301-5527 


33 PO Box 18, Malta MT 59538-0018 

34 PO Box 734, Culbertson MT 59218-0734 
65 PO Box 942, Bozeman MT 59771-0942 

35 Savage MT 59262-9460 

14 St. Regis MT 59866-9610 

73 1312 Hobson Ave, Butte MT 59701-3430 
59 PO Box 152, Pray MT 59065-0152 

90 1750 S 8th St W, Missoula MT 59801-3445 
87 Hamilton MT 59840-3016 

66 Bozeman MT 59715-4448 

46 PO Box 2118, Billings MT 59103-2118 

19 Great Falls MT 59405-8268 

3 PO Box 1765, Columbia Falls MT 59912-1765 
54 Billings MT 59106-3313 

57 Columbus MT 59019-7357 

53 PO Box 20692, Billings MT 59104-0692 

26 Great Falls MT 59405-1338 

40 Billings MT 59102-6546 


Knudsen, Casey 
Knudsen, Rhonda 
Kortum, Kelly 
Ler, Brandon 
Loge, Denley 
Lynch, Jennifer 
Malone, Marty 
Marler, Marilyn 
Marshall, Ron 
Matthews, Eric 
Mercer, Bill 
Miner, Russ 
Mitchell, Braxton 
Moore, Terry 
Nave, Fiona 
Nicol, Nelly 
Nikolakakos, George 
Oblander, Greg 
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Parry, Gary 39 PO Box 455, Colstrip MT 59323-0455 
Phalen, Bob Lindsay MT 59339-9505 

Read, Joe 93 Ronan MT 59864-2435 

Regier, Amy 6 PO Box 10466, Kalispell MT 59904-3466 
Regier, Matt 4 Kalispell MT 59904-2768 

Reksten, Linda 12 Polson MT 59860-6960 

Romano, Melissa 81 PO Box 6393, Helena MT 59604-6393 
Running Wolf, Tyson 16 PO Box 377, Browning MT 59417-0377 
Rusk, Wayne 88 PO Box 531, Corvallis MT 59828-0531 
Schillinger, Jerry 37 PO Box 147, Circle MT 59215-0147 
Seekins-Crowe, Kerri 43 Billings MT 59105-2742 
Sheldon-Galloway, Lola 22 Great Falls MT 59404-6235 

Smith, Frank 31 PO Box 729, Poplar MT 59255-0249 
Smith, Laura 79 PO Box 1402, Helena MT 59624-1402 
Smith, Tanner 11 PO Box 921, Lakeside MT 59922-0921 
Sprunger, Courtenay 7 PO Box 8315, Kalispell MT 59904-8315 
Stafman, Ed 62 PO Box 305, Bozeman MT 59771-0305 
Stewart Peregoy, Sharon 42 PO Box 211, Crow Agency MT 59022-0211 
*** Stromswold, Mallerie 50 Billings MT 59106-1332 

Sullivan, Katie 89 PO Box 78538, Missoula MT 59807-7853 
Thane, Mark 99 PO Box 692, Missoula MT 59806-0692 
Tuss, Paul 28 13 Spruce Dr, Havre MT 59501-5439 
Vinton, Sue 56 PO Box 236, Billings MT 59103-0236 
Walsh, Ken 71 PO Box 483, Twin Bridges MT 59754-04838 
Weatherwax Jr, Marvin 15 PO Box 2828, Browning MT 59417-2828 
Welch, Tom 42 Dillon MT 59725-2977 

Windy Boy, Jonathan 82 PO Box 250, Box Elder MT 59521-0250 
Wirth, Zack 80 Wolf Creek MT 59648-8747 

Yakawich, Mike 51 PO Box 32004, Billings MT 59107-2004 
Zephyr, Zooey 100 PO Box 5213, Missoula MT 59806-5213 
Zolnikov, Katie 45 PO Box 51348, Billings MT 59105-13438 
*Resigned January 10, 2023 ***Resioned January 14, 2023 


** Appointed to fill vacated HD 29 seat **** Anpointed to fill vacated HD 50 seat 


TOTALS AND TALLIES OF 2023 BILLS AND RESOLUTIONS 


INTRODUCED 

STAGE. LAU S oxic cchssescastnstcndaactasedeaee tebe ccedsaceaacsioatchda test daleaaesaaecect en doee cataeae 0 ebadalcads yaaa a save b daueusiealea ones besteneeneads 566 
Senate:J Ginit ReEsolutionsssecs sscsecsceee2seccieseucsndncvennss casas aezssnvesdevedsaecesevacuesisnasveuseaugvausve oaseenese eeeenee es 39 
Henabe RESOlLUTIO US. .3esdsceesiecGovadedeckedds ble Hak caehcbegeve ks de shudeacs eae cea sie eek cdaces do casi edavs bongevai evans sede ceseecuatuuatee 74 
FLOUSE: Bill Sie. iis hcastochistuadeidessdebiavsecatanitesancncaiantsntadssee?esdcsaveiadecstastantendacaianas oenocbaituspmadestandseterantatensnecte 968 
House J ONE RESOLUTIONS sicciccsscatecdhccesencscesgedecsncs sidteavacsdecseasventenagedscansetancadestignondeceessteassavesb ea pinieeeacoeees 41 
FR OUSE RESO HUETON S ssi Bacvciests tats ecrnseyeies eawostaicec dates vates anes vosdsncvestete esd sasuecsoscoscbesveaddens saviectueseterevandeuhseviey 10 

"Totals ssissisescdscxcenecaad ca seecehcecaiecceusssaiusdavessuoueneeeosbece ne secede cabcadevcsndveaaeueesiesgnsaaeazecse ceceeeaneecdeeeesbeesieees 1,698 


DIED IN FIRST HOUSE (includes tabled bills, bills that failed to meet transmittal deadlines, bills 
voted down on 2nd or 38rd reading, and bills that died in the conference committee process) 


SIA LS Balls ise desis che co secbes te cat csksscececa cewbevGecs aie peace cage Gauge sents ace ca Secs eucsa bela bu bu Digna os lasted ceed eas 199 
Senate Joint Resolutions............cccccccesesesesesesessecsscecsnccecacececcesesesesessuecesssesseeeessecscauauscacauacseeceeseeeeeeess 11 
Sei a te RESOMIPIONS ixcrscnZcssscecccssasecetacsasdsvedssdiasoase ces dngndees ete caedee oebgs ded saee sd dezaaesvabecoaaaed eteeten caeetysdveseneesentoaes 4 
FO USE; aU Se Soctesteccdtate vests uvedveutcabescesceatsccvecsvuncevesdevabesteneacestacsaceu Suuteduchdteuhecsutcetysasnssucieseencctulseaueenesoeees 354 
HOUSE JOM RESOMITIOINS: 5 i555 0i055cicsbencsoacsa caeeeas savcangecsaessssounyensdeacage<a soveanaeeens seed genuyessdeessaveand case eseseecesevass 9 
HOUSE: RESOLUMIONS iis iciccctacscisssesssevecsesdsseodsaovestvassvades bon sevnasdaassanasesesdevsssteatsacesbebssusissandseensccusarvassnesssane 2 

PL OGallls. 45 ce desaidcnalea fasts aaecauncstacvedende ies dea'cabedctavsenonataabcees an dauh caus éaiancsaaccameatinoadsess cates dustaboautencdstansentenveeeceas 579 


DIED IN SECOND HOUSE (includes tabled bills, bills with adopted adverse committee reports, 
bills that failed to meet return transmittal deadlines, and bills voted down on 2nd or 3rd reading) 


DSA LS Bill Si secss.a:c3.zscscacests <tdecceaneestacsasesavneetanssassnescsneder sans teetepesteeg Govsassessued anus ian sseadzoscuettecesta nace deaasereenets 74 
HEA tei ONE: RESO MUG ONS 2a cect ceeded ca uvcasc dove sebsess esc devbeebiceecbees tec uneSscuceveidgececebaed masses add beistevah Geekery 11 
HOUSE: Bill Se scs sacs ciscecagcvesneoessea sea secencodegea son scesjesaneeastieosaseceveosavaananecsaeragssacesoucnesdereedGeesnepesagaceaceasosoanseieey’ 103 
House Joint Resolutions...........cccccccccscsceseeceecececeececceuseeceecececeeeeceeaueeseeeeceeeseeseaueeseneeeceeeeeeseaueeseeeseeeeees 24 

OGL, eds datasicisicada tities acaiisuassaaenalstasaszaeseatsaescsacodsnatancduaesassiadabealenensacenstelaneacnacessichacneaRedaanaues sa deseacmmene ts 212 


PASSED BY LEGISLATURE 


fot 2 01 12 7 |< ea Ree wT NR TS Oa ECO 297 
Hen ates Ont RESOMMP ONS sec cccsersvecdctocsgsasnesssaesasssisosscdescedeceed dpeesceeeesensebegdedede sack besed seauten ddvemeeveedues beeeesecs 17 
DENA LSIRESONUHIOMS sscscasescecccataes ceeds cease av cies cpsasesasecbedu sie ahe duvncc cde d oxic Seb cuseveauses endl eeu sayebdscnksboteieeealaceeunees 70 
HOUSE: Bull Si sescssesectavsssds saaksashestarasdesenaaweesaveos soucegantwonses caveecaaeeasns unseen Wea gs ateenuenerbancasseennivessuouenseasbenenpeagens 518 
House Joint Resolutions...........ccccccccccssssseececcecececeecceescsencccecceeesceeuecseceseeceseceeeuseseseeeeseesscueusegseseeeeseeeeeeaes 8 
FHOUSE RESOLUGIONS 5.3 sccadeecssscdeaicsdazhedesanesdtencdonsadepecsanicadsueadescadeeTaanexsdandghed denice adsasdecanan oancecssadadeoasseseete 8 

MEO Gelllls stevens sievsesscesseaeasssvareevessntasotstienisuseseueassunoendesisnsavvassvess tues; fvecetcceseesaiaciacseeevecieesserssciseseeevenneaee: 918 

VETOED (NOT OVERRIDDEN) 

Gia CEs ESE Six czcsss5deasesccavasaccecne ceca canseeagisgsnie sie iesanusaanesecaigest si obocaeaazoeseacassecdestansas Tasaauesonaeedtucasacdeaseacaeeseeeeads v4 
UO USE Doll Sic oactetateceeh fcec.cascacustdestvecscvisecuevse dies ceesbetdusdeess coven evuecsvesdeee cane sinunsstsecssvucnnabsovectevaes ductus sestceeusete 14 

TOGA iis criidesicwceacvensseaiacacenes tanvas souatoessnds cease cgoaeanyeetagesa vo unbseueagesksqeaaponaeaesteaesasvadseaceaseass sacaeessteamneoeasoress 21 


ADOPTED; SIGNED INTO LAW; FILED AS SESSION LAW* 


Denia te: Bill ives isis. s5s. oes schesshesevhcceehe lous avedeceven eduss aussie asgandewvecadacacevecenceersevaeoesgsuaosegeovaseugies maradsereneeens 286 
Dena te<dJOmt: RESOMbIONS:.2o.c5 ces cc e<ecs0¥s csc ccoadeagsgesede lane ceceatscandecesdeldsi cae esavcsdavess¥eqenSaceatecuageededelevesadvess 17 
Hen Ate Resolutions s.ccoscessccencssesssevncsenedssessseossepneseassoensretnesenedebacesees senecesacssvpavepnasovssebosssenssencessncsesnesstacsy 70 
FIOUSE Bills... x: 22. sssesacectencanecdensatendoans caged onsevssuesanccastgaseaesavevsgsenctebewsans bodesetcagea doses sasoeaannnesteseaniendbassendevers 497 
FIOUSE JOM ROSOMICIOING =o: AisiscahccvcveceussAcbessivestetcuvessuatecucuvsecectue ts weet inves Cuvcsetnessvoessorceve Vadeeusbatetesesvetcaueerees 8 
FHOUSE RESOLUTIONS 5 eiisicsisicscstadeskescnszaceieeecssesaseadegeoves caasoessecnane nate sevapescesasateasdencasgeanggaatecedeswecsvanpemennees 8 

MOG Sai oe ecince get ode tessa th ou aie fone cecuite aan cee nse ec dastsana utes etieatauentes Ick dutesene cesses oevsa oeiaaaeeseeieadiedereeausdeceamseitesdees 886 


*Note that this category may include adopted resolutions, bills passed by the legislature that did not 
require the governor’s signature, and bills that became law via a veto override, in addition to bills 
signed by the governor and bills that became law without the governor’s signature. 


LEGISLATION BY PRIMARY SPONSOR/REQUESTING ENTITY 


ABBOTT, KIM 
HB 150 HB 574 HB 751 


ANDERSON, FRED 
HB 125 HB 126 HB 127 HB 193 HB 205 HB 406 HB 458 
HB 497 HB 549 HB 566 HB 608 HB 662 HB 750 


BARKER, BRAD 
HB 107 HB 191 HB 278 HB 328 HB 352 HB 583 HB 723 
HB 724 HB 824 HB 833 HB 890 HB 897 HB 913 HJ 23 
HJ 24 HJ 25 


BARTEL, DAN 
SB 39 SB 50 SB 309 


BAUM, DENISE 
HB 301 HB 362 


BEARD, BECKY 
HB 104 HJ 2 SB 103 SB 121 SB 132 SB 159 SB 296 


BEDEY, DAVID 
HB 15 HB 21 HB 22 HB 36 HB 171 HB 172 HB 173 
HB 203 HB 215 HB 332 HB 335 HB 402 HB 403 HB 412 
HB 667 HB 920 HB 946 HB 949 


BERGSTROM, JAMES 
HB 41 HB 1238 HB 124 HB 295 HB 448 HR 6 


BERTOGLIO, MARTA 
HB 117 HB 118 HB 119 HB 1385 HB 136 HB 214 HB 264 
HB 298 HB 462 HB 612 HB 685 HB 811 


BINKLEY, MICHELE 
HB 148 HB 149 


BISHOP, LAURIE 
HB 109 HB 334 HB 432 HB 528 HB 581 


BOGNER, KENNETH 
SB 155 SB 173 SB 203 SB 254 SB 308 SB 339 SB 349 
SB 376 SB 396 SB 397 SB 422 SB 423 SB 445 SB 479 
SB 563 SJ 12 SJ 19 


BOLDMAN, ELLIE 
SB 90 SB 318 SB 319 SB 320 SB 321 SB 409 SB 476 
SB 477 SB 543 SJ 36 


BREWSTER, LARRY 
HB 35 HB 211 HB 269 HB 291 HB 381 HB 469 HB 675 
HB 827 HB 874 HB 925 HJ 26 


BROCKMAN, TONY 
HB 48 HB 49 HB 50 HB 57 HB 103 HB 169 HB 194 
HB 199 HB 266 HB 281 HB 309 HB 314 HB 316 HB 343 
HB 472 HB 489 HB 529 HB 530 HB 531 HB 578 HB 660 
HB 736 HB 813 HB 853 HB 878 


8 MONTANA HISTORY AND FINAL STATUS 2023 


BROWN, BOB 
SB 38 SB 84 SB 207 SB 324 SB 354 SJ 5 


BUCKLEY, ALICE 
HB 30 HB 186 HB 187 HB 195 HB 302 HB 449 HB 457 
HB 516 HB 553 HB 648 HB 918 HB 967 


BUTCHER, EDWARD 
HB 912 


BUTTREY, EDWARD 
HB 95 HB 96 HB 97 HB 98 HB 156 HB 175 HB 177 
HB 242 HB 305 HB 336 HB 434 HB 545 HB 590 HB 591 
HB 771 HB 777 HB 828 HB 867 HB 881 HB 894 HB 958 


CAFERRO, MARY 
HB 286 HB 567 HB 568 HB 616 HB 649 HB 728 


CARLSON, JENNIFER 
HB 16 HB 29 HB 37 HB 184 HB 197 HB 310 HB 353 
HB 385 HB 387 HB 513 HB 515 HB 554 HB 555 HB 556 
HB 557 HB 604 HB 605 HB 606 HB 607 HB 715 HB 838 
HB 891 HB 954 HB 956 HJ 13 HJ 31 HJ 38 


CARTER, ROBERT 
HB 363 HB 854 HB 940 


CHILDREN, FAMILIES, HEALTH, AND HUMAN SERVICES INTERIM COMMITTEE 
HB 16 HB 17 HB 29 HB 37 HB 101 HB 116 HB 147 
SB 4 


CODE COMMISSIONER 
HB 109 


COHENOUR, JILL 
HB 167 HB 417 HB 547 HB 548 HB 621 HB 852 HB 955 
HJ 21 


COMMISSIONER OF POLITICAL PRACTICES 


SB 30 SB 31 SB 61 

CRIMINAL JUSTICE OVERSIGHT COUNCIL 
HB 38 SB 89 SB 94 SB 95 SB 96 

CUFFE, MIKE 
SB 3 SB 18 SB 32 SB 33 SB 40 SB 49 SB 83 
SB 93 SB 102 SB 197 SB 244 SB 288 SB 304 SB 338 
SB 448 SB 495 SJ 10 SJ 16 SR 4 SR 5 SR 49 


CURDY, WILLIS 
SB 48 SB 88 SB 219 SB 316 SB 347 SB 374 SB 401 
SB 402 SB 403 SB 475 SB 504 SB 544 


DEMING, LEE 
HB 259 HB 527 


DEPARTMENT OF ADMINISTRATION 
HB 30 HB 47 HB 56 HB 90 HB 103 HB 138 HB 139 
HB 148 HB 149 HB 151 SB 35 SB 50 SB 51 


LEGISLATION BY PRIMARY SPONSOR/REQUESTING ENTITY 


DEPARTMENT OF AGRICULTURE 


HB 99 
SB 85 


HB 161 


HB 137 


HB 104 


HB 89 


HB 85 


HB 65 
SB 87 


HB 50 
HB 72 
HB 120 
HB 144 
HB 166 
SB 54 
SB 81 


HB 105 


HB 198 


HB 131 
SB 88 


SB 38 


HB 142 


HB 153 


HB 106 


HB 114 


HB 838 


HB 58 
HB 95 
HB 121 
HB 145 
SB 20 
SB 59 
SB 90 


SB 47 


HB 292 


HB 93 HB 94 HB 113 
DEPARTMENT OF COMMERCE 
HB 125 HB 126 HB 143 SB 80 
DEPARTMENT OF CORRECTIONS 
SB 68 SB 79 
DEPARTMENT OF ENVIRONMENTAL QUALITY 
HB 88 SB 48 SB 82 
DEPARTMENT OF FISH, WILDLIFE, AND PARKS 
HB 42 HB 73 HB 74 HB 86 
HB 162 SB 58 SB 76 SB 84 
DEPARTMENT OF JUSTICE 
HB 57 HB 79 HB 92 HB 112 
DEPARTMENT OF LABOR AND INDUSTRY 
HB 41 HB 67 HB 87 HB 115 
HB 154 SB 53 
DEPARTMENT OF LIVESTOCK 
HB 44 HB 51 HB 84 HB 100 
HB 159 SB 37 SB 52 SB 71 
DEPARTMENT OF MILITARY AFFAIRS 
HB 63 HB 80 HB 81 HB 82 
HB 134 SB 40 SB 66 
DEPARTMENT OF NATURAL RESOURCES AND CONSERVATION 
HB 6 HB 7 HB 8 HB 53 
HB 141 SB 41 SB 42 SB 72 
DEPARTMENT OF PUBLIC HEALTH AND HUMAN SERVICES 
HB 39 HB 40 HB 45 HB 64 
SB 26 SB 34 SB 36 SB 45 
DEPARTMENT OF PUBLIC SERVICE REGULATION 
HB 52 SB 33 
DEPARTMENT OF REVENUE 
HB 31 HB 43 HB 48 HB 49 
HB 68 HB 69 HB 70 HB 71 
HB 97 HB 98 HB 108 HB 118 
HB 124 HB 127 HB 129 HB 136 
HB 157 HB 160 HB 164 HB 165 
SB 23 SB 24 SB 27 SB 46 
SB 63 SB 64 SB 65 SB 75 
DEPARTMENT OF TRANSPORTATION 
HB 26 HB 46 HB 75 HB 76 
DOOLING, JULIE 
HB 44 HB 47 HB 56 HB 143 
HB 493 HB 536 HB 747 HB 847 


HB 848 


HJ 32 


HB 


SB 


HB 


HB 


HB 


HB 


HB 


HB 


HB 


HB 


HB 


SB 
SB 


SB 


HB 


133 


67 


152 


158 


107 


122 


102 


66 


96 


123 


155 


21 
62 


57 


357 


10 


DUNWELL, MARY ANN 


SB 5 SB 175 

SB 315 SB 480 

SJ 23 SJ 25 
DURAM, NEIL 

HB 27 HB 46 

HB 792 HB 905 


SB 
SB 
SR 


HB 


192 
494 
58 


179 


SB 
SB 


HB 


193 
508 


180 


ECONOMIC AFFAIRS INTERIM COMMITTEE 


HB 128 SB 2 


EDUCATION INTERIM COMMITTEE 


SB 1 SB 8 


ELLIS, JANET 
SB 61 SB 232 


ELLSWORTH, JASON 
SB 128 SB 157 


EMRICH, DANIEL 


SB 91 SB 92 

SB 449 SB 450 
ESP, JOHN 

SB 143 SB 334 


ESSMANN, SHERRY 
HB 200 HB 390 


ETCHART, JODEE 


HB 111 HB 112 
HB 801 HB 810 
FALK, TERRY 
HB 69 HB 70 
FERN, DAVE 
HB 20 HB 244 
HB 474 HB 546 
HJ 40 
FIELDER, PAUL 
HB 372 HB 464 
FITZGERALD, ROSS 
HB 31 HB 59 
HB 319 HB 418 
HB 738 HB 805 
FITZPATRICK, JOHN 
HB 11 HB 138 
HB 672 HB 817 
FITZPATRICK, STEVE 
SB 20 SB 21 
SB 106 SB 107 


SB 167 SB 191 


SB 


SB 


SB 


SB 


SB 
SB 


HB 


HB 


HB 


HB 
HB 


HB 


HB 
HB 
HB 


HB 
HB 


SB 
SB 
SB 


22 


9 


416 


158 


235 
472 


391 


312 


404 


368 
601 


526 


61 
470 
886 


355 
857 


51 
134 
215 


SB 


SB 


SB 
SB 


HB 


HB 


HB 


HB 
HB 


HB 


HB 
HB 
HB 


HB 
HB 


SB 
SB 
SB 


10 


414 


302 
473 


781 


313 


422 


370 
755 


626 


74 
481 
902 


375 
859 


59 
135 
216 


SB 194 
SB 532 


HB 320 


SB 69 


HB 782 


HB 392 


HB 796 


HB 401 
HB 766 


HB 627 


HB 88 
HB 483 


HB 4385 
HB 860 


SB 72 
SB 136 
SB 223 
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SB 258 
SB 541 


HB 480 


SB 70 


SR 53 


SB 389 
SJ 28 


HB 871 


HB 665 


HB 919 


HB 407 
HB 943 


HB 628 


HB 100 
HB 615 


HB 537 
HB 928 


SB 75 
SB 137 
SB 247 


SB 
SJ 


HB 


SB 


HJ 


HB 


HB 
HJ 


HB 


HB 
HB 


HB 


SB 
SB 
SB 


259 
20 


597 


390 


34 


707 


415 
15 


630 


185 
668 


671 


105 
138 
271 


LEGISLATION BY PRIMARY SPONSOR/REQUESTING ENTITY 


SB 278 SB 279 
SB 377 SB 378 
SB 491 SB 492 
SR 1 


FLOWERS, PAT 
SB 281 SB 388 


FOX, MIKE 
SB 66 SB 80 


FRANCE, TOM 
HB 383 HB 475 
HJ 8 


FRAZER, GREGORY 
HB 90 HB 380 


FRIEDEL, CHRIS 
SB 82 SB 172 
SB 326 SB 335 
SB 538 SB 562 


FULLER, JOHN 
SB 99 SB 104 
SB 560 SJ 18 


GALLOWAY, STEVEN 
HB 77 HB 78 
HB 488 HB 558 
HB 730 HB 731 
HB 931 HB 948 


GILLESPIE, BRUCE 
SB 78 SB 217 


GILLETTE, JANE 
HB 101 HB 102 
HB 430 HB 466 
HB 708 HB 709 


GIST, STEVE 
HB 32 HB 33 
HB 659 HB 964 


GLIMM, CARL 
SB 111 SB 210 
SB 327 SB 395 


GREEN, PAUL 
HB 89 HB 92 
HB 236 HB 486 
GROSS, JEN 
SB 2 SB 4 


GUNDERSON, STEVE 
HB 170 HB 261 
HB 683 HB 699 


SB 286 
SB 379 
SB 497 


SB 486 


SJ 17 


HB 677 


HB 941 


SB 187 
SB 381 
SJ 33 


SB 118 


HB 176 
HB 602 
HB 732 
HB 953 


SB 295 


HB 116 
HB 467 
HB 834 


HB 34 
HJ 11 


SB 220 
SB 413 


HB 93 
HB 819 


SB 6 


HB 440 
HB 757 


SB 
SB 
SB 


SB 


HB 


SB 
SB 
SJ 


SB 


HB 
HB 
HB 
HJ 


SB 


HB 
HB 
HB 


HB 
HJ 


SB 
SB 


HB 
HB 


SB 


HB 
HB 


287 
392 
510 


525 


776 


188 
420 
34 


230 


282 
603 
733 
35 


398 


147 
468 
939 


451 
39 


225 
458 


94 
895 


198 


460 
798 


SB 314 
SB 393 
SB 515 


HB 846 


SB 289 
SB 421 


SB 343 


HB 283 
HB 652 
HB 734 
HJ 36 


SB 447 


HB 340 
HB 482 


HB 490 


SB 256 
SB 481 


HB 105 
HB 957 


SB 437 


HB 473 
HB 799 


SB 322 
SB 429 
SB 545 


HB 960 


SB 317 
SB 431 


SB 361 


HB 360 
HB 727 
HB 735 


SJ 9 


HB 376 
HB 544 


HB 610 


SB 284 
SB 482 


HB 144 


SB 493 


HB 491 
HB 808 


SB 370 
SB 430 
SJ 1 


HJ 3 


SB 325 
SB 443 


SB 400 


HB 476 
HB 729 
HB 930 


SJ 30 


HB 411 
HB 611 


HB 653 


SB 285 
SB 556 


HB 145 


SB 516 


HB 664 
HB 929 


11 


HR 2 
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HAMILTON, JIM 
HB 345 HB 378 HB 416 HB 494 


HARVEY, DEREK 
HB 160 HB 164 HB 165 HB 166 
HB 702 HB 923 


HASTINGS, NAARAH 
HB 396 HB 503 HB 504 HB 640 


HAWK, DONAVON 
HB 366 HB 374 


HAYMAN, DENISE 
SB 517 


HELLEGAARD, LYN 
HB 196 HB 325 HB 327 HB 598 
HB 754 HB 772 HB 789 HB 807 
HB 962 


HERTZ, GREG 
SB 14 SB 16 SB 24 SB 37 
SB 122 SB 123 SB 124 SB 125 
SB 169 SB 199 SB 200 SB 201 
SB 224 SB 236 SB 251 SB 252 
SB 269 SB 291 SB 292 SB 301 
SB 332 SB 333 SB 342 SB 358 
SB 490 SB 505 SB 506 SB 523 
SB 530 SB 536 SB 549 SB 550 
SB 555 SB 565 SB 566 SR 11 


HINEBAUCH, STEVE 
SB 42 SB 55 SB 58 SB 276 
SB 561 SR 2 SR 3 SR 68 


HINKLE, CALEB 
HB 1381 HB 322 HB 323 HB 324 


HINKLE, JEDEDIAH 
HB 42 HB 299 HB 304 HB 384 
HB 543 HB 592 HB 6381 HB 837 


HOPKINS, MIKE 
HB 5 HB 6 HB 7 HB 8 
HB 151 HB 229 HB 232 HB 420 
HB 673 HB 761 HB 774 HB 775 
HB 926 HB 950 


HOUSE RULES STANDING COMMITTEE 
HR 1 


HOWELL, SJ 
HB 238 HB 318 HB 386 HB 609 


JOINT RULES COMMITTEE 
SJ 1 


HB 


HB 


HB 


HB 
HB 


SB 
SB 
SB 
SB 
SB 
SB 
SB 
SB 


SB 


HB 


HB 
HB 


HB 
HB 
HB 


577 


224 


706 


599 
812 


54 

126 
202 
253 
303 
364 
524 
552 


356 


684 


419 
900 


9 
517 
825 


HB 


HB 


HB 


HB 
HB 


SB 
SB 
SB 
SB 
SB 
SB 
SB 
SB 


SB 


HB 


HB 
HB 


HB 
HB 
HB 


858 


511 


759 


618 
815 


100 
127 
209 
267 
330 
383 
528 
553 


357 


762 


450 
907 


10 
540 
862 


HB 651 


HB 698 
HB 892 


SB 
SB 
SB 
SB 
SB 
SB 
SB 
SB 


SB 


101 
168 
218 
268 
331 
415 
529 
554 


436 


HB 865 


HB 508 


HB 12 
HB 624 
HB 903 


LEGISLATION BY PRIMARY SPONSOR/REQUESTING ENTITY 


JONES, LLEW 
HB 1 HB 2 HB 3 
HB 424 HB 587 HB 588 


KARLEN, JONATHAN 
HB 235 HB 252 HB 258 
HB 845 HB 889 HB 911 


KASSMIER, JOSHUA 
HB 128 HB 130 HB 146 
HB 241 HB 268 HB 270 
HB 573 HB 634 HB 635 
HB 938 HB 971 


KEENAN, BOB 
HB 45 HB 822 HB 835 


KEOGH, CONNIE 
HB 619 


KERNS, SCOT 
HB 63 HB 219 HB 223 
HB 275 HB 279 HB 315 


HB 595 HB 663 HB 704 

HJ 16 HJ 22 
KERR-CARPENTER, EMMA 

HB 285 HB 425 HB 498 
KMETZ, GREG 

HB 66 HB 1138 HB 645 


KNUDSEN, CASEY 
HB 99 HB 364 HB 550 
HB 904 HB 906 HJ 12 


KNUDSEN, RHONDA 


HB 28 HB 576 
KORTUM, KELLY 
HB 201 HB 233 HB 250 
LANG, MIKE 
SB 28 SB 53 SB 85 
SJ 13 SJ 14 SR 26 


HB 4 
HB 749 


HB 280 
HJ 18 


HB 158 
HB 388 
HB 636 


HB 872 


HB 246 
HB 341 
HB 705 


HB 499 


HB 744 


HB 551 
HJ 29 


HB 510 


SB 280 
SR 27 


LAW AND JUSTICE INTERIM COMMITTEE 


SB 6 SB 7 SB 11 


LEGISLATIVE AUDIT COMMITTEE 
HB 1382 SB 73 


LEGISLATIVE COUNCIL 
HB 1 HB 150 HB 167 


LEGISLATIVE FINANCE COMMITTEE 
HB 21 HB 22 HB 36 


SB 12 


HB 110 


HB 140 
HB 883 


HB 421 


HB 159 
HB 485 
HB 643 


HB 917 


HB 272 
HB 365 
HB 802 


HB 745 


HB 642 
HJ 30 


HB 594 


SB 375 
SR 28 


SB 13 


HB 140 


HB 141 


HB 465 


HB 212 
HB 487 
HB 767 


HB 922 


HB 273 
HB 427 
HB 842 


HB 710 
HR 1 


HB 251 


HB 773 


HB 220 
HB 524 
HB 816 


HB 274 
HB 509 
HB 843 


HB 769 


HB 901 


SB 462 
SR 64 


14 


LENZ, DENNIS 
SB 36 SB 113 
SB 150 SB 151 
SB 183 SB 184 
SB 282 SB 328 


LER, BRANDON 
HB 153 HB 231 
HB 541 HB 629 


LIVESTOCK LOSS BOARD 


HB 59 SB 78 


SB 114 
SB 162 
SB 185 
SB 329 


HB 239 
HB 780 


SB 115 
SB 163 
SB 186 
SB 352 


HB 356 
HB 866 


LOCAL GOVERNMENT INTERIM COMMITTEE 


HB 20 HB 32 


LOGE, DENLEY 
HB 55 HB 60 
HB 342 HB 438 
HB 679 HB 703 


LYNCH, JENNIFER 
HB 142 HB 768 


LYNCH, RYAN 
SB 12 SB 25 
SB 346 SB 459 


MALONE, MARTY 
HB 85 HB 276 
HB 821 HB 942 


MANDEVILLE, FORREST 


SB 130 SB 131 
SB 275 SB 336 


MANZELLA, THERESA 
SB 47 SB 57 
SB 272 SB 337 
SB 484 SB 518 


MARLER, MARILYN 
HB 243 HB 570 


MARSHALL, RON 
HB 43 HB 72 
HB 293 HB 373 


MATTHEWS, ERIC 
HB 633 HJ 20 


HB 33 


HB 71 
HB 439 
HB 764 


SB 26 
SB 535 


HB 369 
HJ 7 


SB 152 
SB 382 


SB 189 
SB 341 
SR 74 


HB 593 


HB 206 
HB 542 


MCCLAFFERTY, EDITH (EDIE) 


SB 56 SB 76 


MCGILLVRAY, TOM 


SB 7 SB 67 
SB 211 SB 273 
SJ 2 SJ 15 


SR 17 SR 18 
SR 24 SR 25 


SB 213 


SB 73 
SB 305 
SR 12 
SR 19 
SR 46 


HB 35 


HB 73 
HB 520 
HB 809 


SB 34 
SJ 3 


HB 522 


SB 170 
SB 424 


SB 248 
SB 432 


HB 638 


HB 207 
HB 658 


SB 214 


SB 87 
SB 348 
SR 13 
SR 20 
SR 48 


SB 
SB 
SB 
SB 


HB 
HB 


SB 


HB 
HB 
HB 


SB 


HB 


SB 
SB 


SB 
SB 


HB 


HB 
HB 


SB 


SB 
SB 
SR 
SR 
SR 


116 
180 
212 
446 


361 
870 


79 


561 


190 
474 


249 
433 


826 


208 
711 


300 


112 
499 
14 
21 
50 


SB 
SB 
SB 
SB 


HB 


HB 
HB 
HB 


SB 


HB 


HB 
HB 


SJ 


SB 
SB 
SR 
SR 
SR 
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148 
181 
231 
502 


410 


182 
596 
945 


89 


600 


32 


133 
534 
15 
22 
54 


SB 149 
SB 182 
SB 239 


HB 456 


HB 339 


HB 622 


SB 166 


HB 820 


SB 227 


SB 266 


SB 435 


HB 210 
HB 869 


SB 139 
SB 564 
SR 16 
SR 23 


LEGISLATION BY PRIMARY SPONSOR/REQUESTING ENTITY 


MCKAMEY, WENDY 
SB 29 SB 30 
SB 156 SB 174 


MERCER, BILL 
HB 62 HB 87 
HB 216 HB 367 
HB 453 HB 512 
HB 692 HB 693 
HB 714 HB 739 


MINER, RUSSEL 
HB 120 HB 121 


MITCHELL, BRAXTON 
HB 81 HB 162 
HB 535 HB 752 


MOLNAR, BRAD 
SB 153 SB 160 
SB 394 SB 408 
SB 519 SB 520 


SB 31 
SB 501 


HB 110 
HB 397 
HB 518 
HB 694 
HB 763 


HB 133 


HB 213 
HR 8 


SB 161 
SB 417 
SB 539 


SB 45 
SB 503 


HB 115 
HB 398 
HB 580 
HB 695 
HB 841 


HB 306 


SB 298 
SB 418 
SB 542 


SB 46 
SJ 4 


HB 152 
HB 399 
HB 614 
HB 696 
HB 915 


HB 359 


SB 306 
SB 428 
SJ 35 


SB 52 


HB 190 
HB 400 
HB 639 
HB 697 
HB 916 


HB 455 


SB 355 
SB 512 
SJ 37 


MONTANA DISTRICTING AND APPORTIONMENT COMMISSION 


SB 77 SB 86 


MOORE, TERRY 
HB 64 HB 65 
HB 864 HJ 5 


MORIGEAU, SHANE 
SB 22 SB 77 
SB 362 SB 407 


NAVE, FIONA 
HB 161 HB 758 


NICOL, NELLY 
HB 67 HB 183 
HB 896 


NIKOLAKAKOS, GEORGE 


HB 26 HB 68 
HB 829 HB 830 


NOLAND, MARK 
SB 265 SB 283 
SB 533 SB 557 


O’BRIEN, SHANNON 
SB 8 SB 10 
SB 547 SJ 7 


OBLANDER, GREG 
HB 38 HB 137 
HB 586 HB 691 


OFFICE OF BUDGET AND PROGRAM PLANNING 


HB 2 HB 3 
HB 12 HB 13 


HB 1382 


SB 86 
SB 478 


HB 783 


HB 277 


HB 80 
HB 947 


SB 293 
SJ 29 


SB 15 


HB 255 
HB 718 


HB 4 
HB 15 


HB 226 


SB 141 


SB 498 


HB 784 


HB 505 


HB 82 


SB 307 


SB 69 


HB 289 


HB 719 


HB 5 


HB 227 


SB 146 
SB 558 


HB 506 


HB 189 


SB 345 


SB 70 


HB 331 


HB 970 


HB 9 


HB 228 


SB 233 


HB 678 


HB 429 


SB 386 


SB 489 


HB 333 


HB 10 


SB 74 


HB 192 
HB 452 
HB 669 
HB 713 
HB 921 


HB 519 


SB 387 


SB 514 


HB 569 


SB 277 


HB 700 


HB 584 


SB 441 


SB 496 


HB 382 


HB 11 


15 
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OLSEN, ANDREA 


SJ 22 SJ 27 SJ 38 
PARRY, GARY 
HB 53 HB 188 HB 217 


HB 657 HB 737 HR 7 


PHALEN, BOB 
HB 204 HB 234 HB 237 
HB 861 


POPE, CHRISTOPHER 
SB 48 SB 147 SB 255 


SJ 39 


HB 290 


HB 538 


SB 399 


PUBLIC EMPLOYEES’ RETIREMENT BOARD 


SR 69 


HB 454 


HB 716 


SB 483 


SR 


HB 


HB 


SB 


PUBLIC SAFETY OFFICER STANDARDS AND TRAINING COUNCIL 


SB 74 
HB 77 HB 78 
READ, JOE 
HB 51 HB 54 HB 478 
HB 726 HB 760 HB 884 
REGIER, AMY 
HB 39 HB 40 HB 79 


HB 423 HB 525 HB 888 


REGIER, KEITH 
SB 13 SB 19 SB 97 
SB 142 SB 145 SB 154 
SB 261 SB 263 SB 264 
SR 6 SR 7 SR 8 
SR 73 


REGIER, MATT 
HB 260 HB 721 HB 722 
HB 963 


REKSTEN, LINDA 
HB 181 HB 321 HB 377 


REVENUE INTERIM COMMITTEE 
HB 23 HB 24 HB 25 
SB 16 


ROMANO, MELISSA 
HB 445 HB 514 HB 623 
HR 5 


RUNNING WOLF, TYSON 
HB 18 HB 19 HB 163 


RUSK, WAYNE 
HB 157 


SALES, WALT 
SB 27 SB 196 SB 353 


HB 479 
HB 932 


HB 83 
HB 968 


SB 98 
SB 171 
SB 270 
SR 9 


HB 770 


HB 818 


HJ 2 


HB 831 


HB 804 


SR 59 


HB 620 
HB 933 


HB 263 
HJ 17 


SB 109 
SB 176 
SB 313 
SR 10 


HB 856 


SB 3 


HB 832 


SR 72 


HB 
HJ 


HB 


SB 
SB 
SB 
SR 


HB 


SB 


HB 


75 


459 


717 


551 


924 


14 


863 


HB 656 


HB 803 


HB 725 
HR 4 


HB 409 


SB 140 
SB 243 
SJ 11 
SR 71 


HB 927 


SB 15 


HB 875 


LEGISLATION BY PRIMARY SPONSOR/REQUESTING ENTITY 


SALOMON, DANIEL 
SB 1 SB 9 
SB 461 SB 531 


SCHILLINGER, JERRY 
HB 75 HB 76 
HB 965 


SEEKINS-CROWE, KERRI 
HB 174 HB 296 
HB 501 HB 502 
HB 676 HB 680 


SB 35 
SR 31 


HB 262 


HB 326 
HB 571 
HB 839 


SB 71 
SR 32 


HB 284 


HB 351 
HB 625 
HB 844 


SB 260 
SR 33 


HB 307 


HB 443 
HB 637 


SB 373 
SR 47 


HB 753 


HB 444 
HB 661 


SENATE JOINT SELECT COMMITTEE ON ELECTION SECURITY 


HB 953 SB 481 


SENATE RULES STANDING COMMITTEE 


SR 1 


SHELDON-GALLOWAY, LOLA 


HB 349 HB 405 
HB 575 HB 589 
HB 746 HB 778 
HB 873 HB 879 
HB 951 HJ 1 


SMALL, JASON 
SB 44 SB 179 
SB 310 SB 340 
SB 453 SB 454 
SR 34 SR 35 
SR 41 SR 42 
SR 66 SR 67 


SMITH, FRANK 
HB 300 HB 330 


SMITH, LAURA 
HB 218 HB 329 
HB 855 


SMITH, TANNER 
HB 265 HB 632 


SPRUNGER, COURTENAY 
HB 91 HB 225 
HB 849 HB 952 


STAFMAN, ED 
HB 17 HB 202 
HB 413 HB 414 
HB 532 HB 533 
HB 647 HB 701 
HB 908 HB 909 


HB 436 
HB 654 
HB 786 
HB 880 
HJ 14 


SB 208 
SB 380 
SB 485 
SR 36 
SR 48 
SR 70 


HB 350 


HB 740 


HB 959 


HB 256 


HB 230 
HB 431 
HB 563 
HB 756 
HB 910 


HB 461 
HB 686 
HB 787 
HB 934 
HJ 33 


SB 228 
SB 425 
SB 527 
SR 37 
SR 56 


HB 794 


HB 741 


HJ 41 


HB 257 


HB 248 
HB 441 
HB 564 
HB 850 


HB 495 
HB 687 
HB 788 
HB 935 
HR 3 


SB 240 
SB 426 
SB 537 
SR 38 
SR 57 


HJ 37 


HB 742 


HB 267 


HB 249 
HB 442 
HB 565 
HB 851 


HB 559 
HB 688 
HB 806 
HB 936 


SB 241 
SB 444 
SR 29 
SR 39 
SR 60 


HB 743 


HB 790 


HB 253 
HB 471 
HB 644 
HB 877 


SB 460 
SR 51 


HB 868 


HB 500 
HB 674 


HB 560 
HB 689 
HB 814 
HB 937 


SB 242 
SB 451 
SR 30 
SR 40 
SR 61 


HB 793 


HB 791 


HB 354 
HB 507 
HB 646 
HB 893 


STATE ADMINISTRATION AND VETERANS’ AFFAIRS INTERIM COMMITTEE 


HB 119 SB 18 


SB 29 


SB 56 


SB 93 


SJ 4 
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STATE AUDITOR 
HB 61 HB 62 HB 156 SB 


STATE LIBRARY COMMISSION 
HB 91 SB 60 


STATE PUBLIC DEFENDER 
HB 111 SB 91 SB 92 


STATE-TRIBAL RELATIONS COMMITTEE 
HB 18 HB 19 HB 163 HJ 


STEWART PEREGOY, SHARON 
HB 477 HB 765 


SULLIVAN, KATIE 
HB 446 HB 463 HB 484 HB 
HJ 19 HJ 27 


TEACHERS’ RETIREMENT BOARD 
HB 117 HB 135 SB 25 


TEMPEL, RUSSEL (RUSS) 
SB 60 SB 81 SB 129 SB 


THANE, MARK 
HB 23 HB 240 HB 344 HB 


TRANSPORTATION INTERIM COMMITTEE 
HB 55 HB 60 


TREBAS, JEREMY 
SB 23 SB 195 SB 204 SB 
SB 365 SB 366 SB 367 SB 
SB 405 SB 406 SB 463 SB 
SB 468 SB 469 SB 470 SB 
SB 559 


TUSS, PAUL 
HB 154 HB 271 HB 617 HB 


USHER, BARRY 
SB 11 SB 68 SB 94 SB 
SB 165 SB 221 SB 229 SB 
SB 311 SB 344 SB 363 SB 
SB 488 SB 439 SB 440 SB 


VANCE, SHELLEY 
SB 117 SB 237 SB 419 SB 


VERMEIRE, TERRY 
SB 297 SB 312 SB 359 SB 
SB 457 


VINTON, SUE 
HB 114 HB 245 HB 247 HB 
HJ 10 


49 


579 


144 


389 


205 
368 
464 
471 


795 


95 

234 
391 
452 


487 


360 


294 


SJ 


HB 


HB 


SB 
SB 
SB 
SB 


HB 


SB 
SB 
SB 
SB 


SB 


SB 


HB 


690 


447 


206 
369 
465 
500 


898 


96 

257 
410 
509 


521 


427 


393 


HB 


HB 


SB 
SB 
SB 
SB 


HB 


SB 
SB 
SB 
SJ 


SB 


HB 


885 


613 


222 
371 
466 
513 


899 


108 
294 
411 
24 


455 


408 


HB 


SB 
SB 
SB 
SB 


HB 


SB 
SB 
SB 
SJ 


SB 


HB 


966 


323 
404 
467 
548 


944 


164 
299 
412 
31 


456 


562 


LEGISLATION BY PRIMARY SPONSOR/REQUESTING ENTITY 


WALSH, KENNETH 
HB 84 HB 86 HB 106 HB 122 HB 178 HB 347 HB 348 
HB 371 HB 496 HB 961 


WATER POLICY INTERIM COMMITTEE 
SB 17 


WEATHERWAX, MARVIN 
HB 585 HB 779 


WEBBER, SUSAN 
SB 119 SB 120 SJ 6 


WELBORN, JEFFREY 


SB 17 SB 41 SR 44 SR 45 SR 62 SR 63 
WELCH, TOM 
HB 24 HB 25 HB 129 HB 138 HB 139 HB 221 HB 222 
HB 297 HB 379 HB 433 HB 670 
WINDY BOY, JONATHAN 
HB 287 HB 288 HB 317 HB 338 HB 346 HB 394 HB 395 
HB 582 HB 797 HB 882 HR 9 HR 10 
WIRTH, ZACK 
HB 712 HB 720 
YAKAWICH, MICHAEL 
HB 58 HB 308 HB 311 HB 426 HB 428 HB 523 HB 534 
HB 681 HB 800 HJ 28 
ZEPHYR, ZOOEY 
HB 552 HB 785 
ZOLNIKOV, DANIEL 
SB 62 SB 63 SB 64 SB 65 SB 177 SB 178 SB 245 
SB 246 SB 262 SB 274 SB 290 SB 350 SB 351 SB 384 
SB 385 SB 488 SB 507 SB 511 SB 522 SB 540 SJ 26 
ZOLNIKOV, KATIE 
HB 52 HB 134 HB 155 HB 254 HB 337 HB 358 HB 4387 
HB 492 HB 539 HB 572 HB 641 HB 655 HB 682 HB 748 


HB 836 HB 887 HB 914 HB 969 HJ 6 


SENATE BILLS 
SB1 INTRODUCED BY SALOMON LC0355 DRAFTER: MCCRACKEN 
ALIGN PAYMENT SCHEDULE OF SCHOOL BLOCK GRANTS 
BY REQUEST OF EDUCATION INTERIM COMMITTEE 


11/17 INTRODUCED 

11/29 FISCAL NOTE REQUESTED 

11/29 FISCAL NOTE RECEIVED 

11/29 FISCAL NOTE SIGNED 

11/29 FISCAL NOTE PRINTED 

12/02 REFERRED TO EDUCATION AND CULTURAL RESOURCES 
1/09 HEARING 


1/11 COMMITTEE EXEC ACTION — BILL PASSED 11 0 
1/12 COMMITTEE REPORT — BILL PASSED 

1/13 2ND READING PASSED 49 0 
1/16 38RD READING PASSED 50 «(OO 


TRANSMITTED TO HOUSE 
1/19 REFERRED TO EDUCATION 
3/13 HEARING 


3/18 COMMITTEE EXEC ACTION — BILL CONCURRED 13 0 

3/14 COMMITTEE REPORT — BILL CONCURRED 

3/16 2ND READING CONCURRED 100 O 

3/17 3RD READING CONCURRED 96 0 
RETURNED TO SENATE 


3/18 SENT TO ENROLLING 
3/30 RETURNED FROM ENROLLING 
3/31 SIGNED BY PRESIDENT 
4/06 SIGNED BY SPEAKER 
4/12 TRANSMITTED TO GOVERNOR 
4/19 SIGNED BY GOVERNOR 
4/19 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 152 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


SB2 INTRODUCED BY GROSS LC0163 DRAFTER: E. SULLIVAN 
REVISE CRIMINAL INTELLIGENCE INFORMATION ADVISORY COUNCIL 
BY REQUEST OF ECONOMIC AFFAIRS INTERIM COMMITTEE 
11/28. INTRODUCED 
12/02 REFERRED TO JUDICIARY 
1/04 HEARING 
1/06 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 4 7 
1/06 TABLED IN COMMITTEE 
3/18 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 
SB3 INTRODUCED BY CUFFE LC0155 DRAFTER: M. MOORE 
REVISE FOREST LAND TAXATION LAWS 
BY REQUEST OF REVENUE INTERIM COMMITTEE 


11/28 FISCAL NOTE PROBABLE 
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11/28 INTRODUCED 

11/29 FISCAL NOTE REQUESTED 
11/29 FISCAL NOTE RECEIVED 
11/29 FISCAL NOTE PRINTED 
12/02 REFERRED TO TAXATION 
1/10 HEARING 


1/11 COMMITTEE EXEC ACTION — BILL PASSED 12 0 
1/12 COMMITTEE REPORT — BILL PASSED 
1/18 2ND READING PASSED 50 0 


1/18 REREFERRED TO FINANCE AND CLAIMS 
1/23 HEARING 


1/23 COMMITTEE EXEC ACTION — BILL PASSED 19 O 
1/24 COMMITTEE REPORT — BILL PASSED 
1/26 3RD READING PASSED 49 0 


TRANSMITTED TO HOUSE 
3/11 REFERRED TO TAXATION 
3/16 HEARING 


3/20 COMMITTEE EXEC ACTION — BILL CONCURRED 21 0 
3/20 COMMITTEE REPORT — BILL CONCURRED 
4/12 2ND READING CONCURRED 99 1 


4/12 REREFERRED TO APPROPRIATIONS 
4/12 HEARING 


4/20 COMMITTEE EXEC ACTION — BILL CONCURRED 19 O 
4/20 COMMITTEE REPORT — BILL CONCURRED 
4/21 38RD READING CONCURRED 96 1 


RETURNED TO SENATE 
4/24 SENT TO ENROLLING 
4/27 RETURNED FROM ENROLLING 
5/04 SIGNED BY PRESIDENT 
5/11 SIGNED BY SPEAKER 
5/11 TRANSMITTED TO GOVERNOR 
5/19 SIGNED BY GOVERNOR 
5/22 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 638 
EFFECTIVE DATE: 5/19/2023 - SECTION 1 
EFFECTIVE DATE: 1/01/2025 - SECTIONS 2-5 


SB4 INTRODUCED BY GROSS LC0159 DRAFTER: O’°CONNELL 


REQUIRE SHARING OF REPORTS OF ABUSE AND NEGLECT AT MONTANA STATE 
HOSPITAL 


BY REQUEST OF CHILDREN, FAMILIES, HEALTH, AND HUMAN SERVICES 
INTERIM COMMITTEE 


11/28. INTRODUCED 
12/02 REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
1/04 HEARING 


1/11 COMMITTEE EXEC ACTION — BILL PASSED 9 O 
1/12 COMMITTEE REPORT — BILL PASSED 

1/16 2ND READING PASSED 50 0 
1/17 38RD READING PASSED 50 =O 


TRANSMITTED TO HOUSE 
3/11 REFERRED TO HUMAN SERVICES 
3/15 HEARING 
3/16 COMMITTEE EXEC ACTION — BILL CONCURRED 21 0 


SB5 


SB6 


SENATE BILLS 


3/17 COMMITTEE REPORT — BILL CONCURRED 
3/23 2ND READING CONCURRED 
3/24 38RD READING CONCURRED 


RETURNED TO SENATE 

3/27 SENT TO ENROLLING 
4/04 RETURNED FROM ENROLLING 
4/27 SIGNED BY PRESIDENT 
4/29 SIGNED BY SPEAKER 
5/01 TRANSMITTED TO GOVERNOR 
5/11 VETOED BY GOVERNOR 
6/05 VETO OVERRIDE VOTE MAIL POLL IN PROGRESS 
6/09 VETO OVERRIDDEN BY LEGISLATURE 
6/21 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 776 

EFFECTIVE DATE: 6/08/2023 - ALL SECTIONS 


INTRODUCED BY DUNWELL 


100 


99 


REMOVE REQUIREMENT FOR A COUNTY TO PUBLISH PUBLIC NOTICE IN AN 


ADJACENT COUNTY 
BY REQUEST OF LOCAL GOVERNMENT INTERIM COMMITTEE 


11/28. INTRODUCED 

12/02 REFERRED TO LOCAL GOVERNMENT 

1/09 HEARING 

1/09 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
1/10 COMMITTEE REPORT — BILL PASSED AS AMENDED 

1/11 2ND READING PASSED 

1/12 3RD READING PASSED 


TRANSMITTED TO HOUSE 
1/17 REFERRED TO LOCAL GOVERNMENT 
1/26 HEARING 
2/16 COMMITTEE EXEC ACTION — CONCURRED AS AMD 
2/17 COMMITTEE REPORT — CONCURRED AS AMD 
3/13 2ND READING CONCURRED 
3/14 38RD READING CONCURRED 


RETURNED TO SENATE WITH AMENDMENTS 

3/17 2ND READING HOUSE AMDS CONCURRED 
3/18 3RD READING PASSED AS AMENDED BY HOUSE 
3/18 SENT TO ENROLLING 
3/30 RETURNED FROM ENROLLING 
3/31 SIGNED BY PRESIDENT 
4/06 SIGNED BY SPEAKER 
4/12 TRANSMITTED TO GOVERNOR 
4/18 SIGNED BY GOVERNOR 
4/19 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 139 

EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


INTRODUCED BY GROSS 


GEN. REVISE LAWS RELATED TO CONDITIONAL RELEASE OF CRIM. 
COMMITMENT DEFENDANT 


BY REQUEST OF LAW AND JUSTICE INTERIM COMMITTEE 


48 


48 
49 


23 


[C0192 DRAFTER: HENNEMAN 


15 
16 


LC0282 DRAFTER: WEISS 


24 


SB7 


INTRODUCED BY MCGILLVRAY 


REVISING LAWS RELATED STATE PRISONS AND COUNTY DETENTION CENTER 


MONTANA HISTORY AND FINAL STATUS 2023 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 
2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO HUMAN SERVICES 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO SENATE WITH AMENDMENTS 
2ND READING HOUSE AMDS CONCURRED 
38RD READING PASSED AS AMENDED BY HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
RETURNED WITH GOVERNOR’S PROPOSED AMENDMENTS 
2ND READING GOVERNOR’S PROPOSED AMENDMENTS NOT 
ADOPT MOTION FAILED 
2ND READING GOVERNOR’S PROPOSED AMENDMENTS ADOPT 
MOTION FAILED 
TRANSMITTED TO HOUSE FOR CONSIDERATION OF GOVERNOR’S 
PROPOSED AMENDMENTS 
2ND READING GOVERNOR’S PROPOSED AMENDMENTS ADOPTED 
CONFERENCE COMMITTEE APPOINTED 
CONFERENCE COMMITTEE APPOINTED 
HEARING 
CONFERENCE COMMITTEE REPORT RECEIVED 
CONFERENCE COMMITTEE REPORT RECEIVED 
2ND READING CONFERENCE COMMITTEE REPORT ADOPTED 
38RD READING CONFERENCE COMMITTEE REPORT ADOPTED 
2ND READING CONFERENCE COMMITTEE REPORT ADOPTED 
38RD READING CONFERENCE COMMITTEE REPORT ADOPTED 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 639 

EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


TELECOMMUNICATI 


43 


50 
48 


22 


23 


28 


27 


31 


_ 
anonodo 


LC0285 DRAFTER: WEISS 


SB8 


SENATE BILLS 25 


BY REQUEST OF LAW AND JUSTICE INTERIM COMMITTEE 


11/28 FISCAL NOTE PROBABLE 
11/28. INTRODUCED 

11/29 FISCAL NOTE REQUESTED 
11/29 FISCAL NOTE RECEIVED 
12/02 REFERRED TO JUDICIARY 
1/04 FISCAL NOTE PRINTED 
1/04 HEARING 


1/06 COMMITTEE EXEC ACTION — BILL PASSED 11 0 
1/09 COMMITTEE REPORT — BILL PASSED 

1/10 2ND READING PASSED AS AMENDED 50 «(OO 
1/12 3RD READING PASSED 49 0 


TRANSMITTED TO HOUSE 
1/17 REFERRED TO JUDICIARY 
1/26 HEARING 


1/31 COMMITTEE EXEC ACTION — BILL CONCURRED 19 O 
1/31 COMMITTEE REPORT — BILL CONCURRED 

2/02 2ND READING CONCURRED 99 0 
2/03 38RD READING CONCURRED 96 0 


RETURNED TO SENATE 

2/06 SENT TO ENROLLING 
2/08 RETURNED FROM ENROLLING 
2/10 SIGNED BY PRESIDENT 
2/10 SIGNED BY SPEAKER 
2/10 TRANSMITTED TO GOVERNOR 
2/16 SIGNED BY GOVERNOR 
2/17 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 11 

EFFECTIVE DATE: 4/30/2024 - ALL SECTIONS 


INTRODUCED BY O’BRIEN LC0346 DRAFTER: MCCRACKEN 
REVISE TRANSFORMATIONAL LEARNING PROGRAM LAWS 

BY REQUEST OF EDUCATION INTERIM COMMITTEE 

11/28. INTRODUCED 


12/02 REFERRED TO EDUCATION AND CULTURAL RESOURCES 
1/16 HEARING 


1/23 COMMITTEE EXEC ACTION — BILL PASSED 11 0 
1/24 COMMITTEE REPORT — BILL PASSED 

1/26 2ND READING PASSED 49 0 
1/27 38RD READING PASSED 49 0 


TRANSMITTED TO HOUSE 
2/14 REFERRED TO EDUCATION 
3/15 HEARING 


3/24 COMMITTEE EXEC ACTION — CONCURRED AS AMD 13 0 

3/27 COMMITTEE REPORT — CONCURRED AS AMD 

4/04 2ND READING CONCURRED 85 14 

4/05 38RD READING CONCURRED 82 14 
RETURNED TO SENATE WITH AMENDMENTS 

4/12 2ND READING HOUSE AMDS CONCURRED 48 1 

4/13 38RD READING PASSED AS AMENDED BY HOUSE 48 2 


4/14 SENT TO ENROLLING 


26 


SB9 


SB 10 


MONTANA HISTORY AND FINAL STATUS 2023 


4/17 RETURNED FROM ENROLLING 
4/19 SIGNED BY PRESIDENT 
4/22 SIGNED BY SPEAKER 
4/24 TRANSMITTED TO GOVERNOR 
5/01 SIGNED BY GOVERNOR 
5/02 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 307 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


INTRODUCED BY SALOMON LC0347 DRAFTER: MCCRACKEN 


PROHIBIT SCHOOL DISTRICTS OPERATING SCHOOLS OUTSIDE DISTRICT 
BOUNDARIES 


BY REQUEST OF EDUCATION INTERIM COMMITTEE 


11/28 FISCAL NOTE PROBABLE 
11/28. INTRODUCED 
11/29 FISCAL NOTE REQUESTED 
12/02 REFERRED TO EDUCATION AND CULTURAL RESOURCES 
1/05 FISCAL NOTE RECEIVED 
1/06 FISCAL NOTE PRINTED 
2/27 BILL NOT HEARD AT SPONSOR’S REQUEST 
2/27 TABLED IN COMMITTEE 11 0 
3/18 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


INTRODUCED BY O’BRIEN LC0356 DRAFTER: MCCRACKEN 
CLARIFY SCHOOL FINANCE LAWS RELATED TO GENERAL FUND LEVIES 
BY REQUEST OF EDUCATION INTERIM COMMITTEE 


11/28 FISCAL NOTE PROBABLE 

11/28. INTRODUCED 

11/29 FISCAL NOTE REQUESTED 

11/29 FISCAL NOTE RECEIVED 

11/29 FISCAL NOTE SIGNED 

11/29 FISCAL NOTE PRINTED 

12/02 REFERRED TO EDUCATION AND CULTURAL RESOURCES 
1/09 HEARING 


1/11 COMMITTEE EXEC ACTION — BILL PASSED 11 0 
1/12 COMMITTEE REPORT — BILL PASSED 

1/13 2ND READING PASSED 49 0 
1/16 38RD READING PASSED 50 «(OO 


TRANSMITTED TO HOUSE 
1/19 REFERRED TO EDUCATION 
3/13 HEARING 


3/24 COMMITTEE EXEC ACTION — BILL CONCURRED 13 0 
3/27 COMMITTEE REPORT — BILL CONCURRED 

4/12 2ND READING CONCURRED 100 O 
4/13 3RD READING CONCURRED 99 0 


RETURNED TO SENATE 
4/14 SENT TO ENROLLING 
4/18 RETURNED FROM ENROLLING 
4/20 SIGNED BY PRESIDENT 
5/04 SIGNED BY SPEAKER 
5/09 TRANSMITTED TO GOVERNOR 


SENATE BILLS 27 


5/19 SIGNED BY GOVERNOR 
5/22 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 640 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


SB11 INTRODUCED BY USHER LC0357 DRAFTER: WEISS 
GENERALLY REVISE CRIMINAL JUSTICE SYSTEM LAWS 
BY REQUEST OF LAW AND JUSTICE INTERIM COMMITTEE 


11/28 FISCAL NOTE PROBABLE 

11/28. INTRODUCED 

11/29 FISCAL NOTE REQUESTED 

11/29 FISCAL NOTE RECEIVED 

11/29 FISCAL NOTE SIGNED 

12/01 FISCAL NOTE PRINTED 

12/02 REFERRED TO JUDICIARY 

1/04 HEARING 

2/20 COMMITTEE REPORT — BILL PASSED AS AMENDED 
3/01 2ND READING PASSED 49 1 
3/01 REREFERRED TO FINANCE AND CLAIMS 

3/13 HEARING 


3/16 COMMITTEE EXEC ACTION — BILL PASSED 19 O 
3/16 COMMITTEE REPORT — BILL PASSED 
3/17 38RD READING PASSED 49 1 


TRANSMITTED TO HOUSE 
3/22 REFERRED TO JUDICIARY 
3/31 HEARING 
4/04 COMMITTEE EXEC ACTION — CONCURRED AS AMD 19 O 
4/04 COMMITTEE REPORT — CONCURRED AS AMD 
4/05 REVISED FISCAL NOTE REQUESTED 
4/12 2ND READING CONCURRED 97 3 
4/12 REREFERRED TO APPROPRIATIONS 
4/12 HEARING 
4/13 REVISED FISCAL NOTE RECEIVED 
4/13 REVISED FISCAL NOTE SIGNED 
4/13 REVISED FISCAL NOTE PRINTED 


4/18 COMMITTEE EXEC ACTION — CONCURRED AS AMD 21 0 

4/19 COMMITTEE REPORT — CONCURRED AS AMD 

4/24 2ND READING CONCURRED 96 3 

4/26 38RD READING CONCURRED 96 3 
RETURNED TO SENATE WITH AMENDMENTS 

5/02 2ND READING HOUSE AMDS CONCURRED 50 0 

5/02 3RD READING PASSED AS AMENDED BY HOUSE 49 1 


5/02 SENT TO ENROLLING 
5/05 RETURNED FROM ENROLLING 
5/10 SIGNED BY PRESIDENT 
5/11 SIGNED BY SPEAKER 
5/11 TRANSMITTED TO GOVERNOR 
5/19 SIGNED BY GOVERNOR 
5/22 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 641 
EFFECTIVE DATE: 5/19/2023 - ALL SECTIONS 


SB 12 INTRODUCED BY R. LYNCH LC0358 DRAFTER: WEISS 


REVISING LAWS ON PUBLIC DEFENDER REPRESENTATION RELATED TO LOCAL 
ORDINANCES 


28 


SB 13 


SB 14 


MONTANA HISTORY AND FINAL STATUS 2023 


BY REQUEST OF LAW AND JUSTICE INTERIM COMMITTEE 


11/28 FISCAL NOTE PROBABLE 
11/28 INTRODUCED 

11/29 FISCAL NOTE REQUESTED 
11/29 FISCAL NOTE RECEIVED 
11/29 FISCAL NOTE PRINTED 
12/02 REFERRED TO JUDICIARY 
1/05 HEARING 


1/11 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 8 38 
1/19 COMMITTEE REPORT — BILL PASSED AS AMENDED 

1/23 2ND READING PASSED 45 4 
1/24 3RD READING PASSED 46 3 


TRANSMITTED TO HOUSE 

2/14 REFERRED TO JUDICIARY 

3/10 HEARING 

3/16 TABLED IN COMMITTEE 18 0 
DIED IN STANDING COMMITTEE 


INTRODUCED BY K. REGIER LC0360 DRAFTER: BURKHARDT 
REVISE DUI LAWS RELATED TO ADMISSIBLE TESTS FOR PRESENCE OF DRUGS 
BY REQUEST OF LAW AND JUSTICE INTERIM COMMITTEE 


11/28 FISCAL NOTE PROBABLE 
11/28. INTRODUCED 

11/29 FISCAL NOTE REQUESTED 
11/29 FISCAL NOTE RECEIVED 
11/29 FISCAL NOTE PRINTED 
12/02 REFERRED TO JUDICIARY 
1/05 HEARING 


1/12 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 11 0 
1/17 COMMITTEE REPORT — BILL PASSED AS AMENDED 

1/23 2ND READING PASSED 49 0 
1/24 38RD READING PASSED 49 0 


TRANSMITTED TO HOUSE 
2/17 REFERRED TO JUDICIARY 
3/10 HEARING 


3/16 COMMITTEE EXEC ACTION — BILL CONCURRED 18 0 
3/16 COMMITTEE REPORT — BILL CONCURRED 

3/20 2ND READING CONCURRED 100 O 
3/21 3RD READING CONCURRED 96 2 


RETURNED TO SENATE 

3/23 SENT TO ENROLLING 
4/03 RETURNED FROM ENROLLING 
4/05 SIGNED BY PRESIDENT 
4/07 SIGNED BY SPEAKER 
4/12 TRANSMITTED TO GOVERNOR 
4/19 SIGNED BY GOVERNOR 
4/19 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 151 

EFFECTIVE DATE: 4/19/2023 - ALL SECTIONS 


INTRODUCED BY HERTZ LC0452 DRAFTER: M. MOORE 


REVISE MEDIA ACT FILM CREDIT CAP 


SB 15 


SENATE BILLS 29 


BY REQUEST OF REVENUE INTERIM COMMITTEE 


11/28 FISCAL NOTE PROBABLE 

11/28. INTRODUCED 

11/29 FISCAL NOTE REQUESTED 

11/29 FISCAL NOTE RECEIVED 

11/29 FISCAL NOTE SIGNED 

11/30 FISCAL NOTE PRINTED 

12/20 REFERRED TO TAXATION 

3/17 HEARING 

3/30 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED (a) 
3/30 COMMITTEE REPORT — BILL PASSED AS AMENDED 
3/30 REREFERRED TO FINANCE AND CLAIMS 

3/31 REVISED FISCAL NOTE REQUESTED 

3/31 HEARING 


3/31 COMMITTEE EXEC ACTION — BILL PASSED 11 8 
4/03 COMMITTEE REPORT — BILL PASSED 
4/03 2ND READING PASSED 28 22 


4/04 REVISED FISCAL NOTE RECEIVED 
4/04 REVISED FISCAL NOTE PRINTED 
4/04 3RD READING PASSED 30 20 


TRANSMITTED TO HOUSE 
4/05 REFERRED TO TAXATION 
4/13 HEARING 
4/17 COMMITTEE EXEC ACTION — CONCURRED AS AMD 17. 4 
4/17 COMMITTEE REPORT — CONCURRED AS AMD 
4/18 REVISED FISCAL NOTE REQUESTED 
4/19 2ND READING CONCURRED 60 40 
4/19 REREFERRED TO APPROPRIATIONS 
4/21 HEARING 


4/21 COMMITTEE EXEC ACTION — CONCURRED AS AMD 15 8 
4/21 COMMITTEE REPORT — CONCURRED AS AMD 
4/27 2ND READING NOT CONCURRED 50 50 


4/27 REVISED FISCAL NOTE RECEIVED 

4/27 REVISED FISCAL NOTE PRINTED 

4/27 RECONSIDERED PREVIOUS ACTION; PLACED ON 2ND READING 48 46 

4/27 2ND READING NOT CONCURRED 50 50 
DIED IN PROCESS 


INTRODUCED BY O’BRIEN LC0455 DRAFTER: M. MOORE 
PROVIDE FOR ALL AGES HOMEOWNER AND RENTER TAX CREDIT 
BY REQUEST OF REVENUE INTERIM COMMITTEE 


11/28 FISCAL NOTE PROBABLE 

11/28. INTRODUCED 

11/29 FISCAL NOTE REQUESTED 

11/29 FISCAL NOTE RECEIVED 

11/29 FISCAL NOTE SIGNED 

12/02 REFERRED TO TAXATION 

1/05 FISCAL NOTE PRINTED 

1/18 HEARING 

2/02 TABLED IN COMMITTEE 12 0 

4/06 MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 
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SB16 INTRODUCED BY HERTZ LC0457 DRAFTER: M. MOORE 


REVISE THE DISTRIBUTION PERIOD FOR A MONTANA FARM/RANCH RISK 
MANAGEMENT ACCOUNT 


BY REQUEST OF REVENUE INTERIM COMMITTEE 


11/28 FISCAL NOTE PROBABLE 
11/28. INTRODUCED 

11/29 FISCAL NOTE REQUESTED 
11/29 FISCAL NOTE RECEIVED 
11/29 FISCAL NOTE SIGNED 
11/29 FISCAL NOTE PRINTED 
12/20 REFERRED TO TAXATION 
1/11 HEARING 


1/17 COMMITTEE EXEC ACTION — BILL PASSED 12 0 
1/18 COMMITTEE REPORT — BILL PASSED 

1/24 2ND READING PASSED 47 2 
1/25 3RD READING PASSED 49 0 


TRANSMITTED TO HOUSE 
3/11 REFERRED TO TAXATION 
3/16 HEARING 


3/20 COMMITTEE EXEC ACTION — BILL CONCURRED 21 0 
3/20 COMMITTEE REPORT — BILL CONCURRED 

4/12 2ND READING CONCURRED 100 O 
4/13 38RD READING CONCURRED 100 O 


RETURNED TO SENATE 

4/14 SENT TO ENROLLING 
4/18 RETURNED FROM ENROLLING 
4/20 SIGNED BY PRESIDENT 
4/29 SIGNED BY SPEAKER 
5/01 TRANSMITTED TO GOVERNOR 
5/04 SIGNED BY GOVERNOR 
5/04 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 420 

EFFECTIVE DATE: 5/04/2023 - ALL SECTIONS 


SB 17 INTRODUCED BY WELBORN LC0609 DRAFTER: MOHR 
REVISE OVERSIGHT OF STREAM GAUGE NETWORK 
BY REQUEST OF WATER POLICY INTERIM COMMITTEE 
11/28. INTRODUCED 


12/02 REFERRED TO NATURAL RESOURCES 
1/13 HEARING 


1/13 COMMITTEE EXEC ACTION — BILL PASSED 11 0 
1/19 COMMITTEE REPORT — BILL PASSED 

1/20 2ND READING PASSED 49 0 
1/23 38RD READING PASSED 49 0 


TRANSMITTED TO HOUSE 
2/14 REFERRED TO NATURAL RESOURCES 
3/20 HEARING 


3/24 COMMITTEE EXEC ACTION — BILL CONCURRED 15 0 
3/25 COMMITTEE REPORT — BILL CONCURRED 
3/31 2ND READING CONCURRED 100 O 


4/03 3RD READING CONCURRED 98 1 


SB 18 


SB 19 


4/04 
4/06 
4/12 
4/14 
4/14 
4/24 
4/24 


SENATE BILLS 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 223 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


INTRODUCED BY CUFFE 


ADD BENEFIT POLICY STATEMENT TO PENSION SYSTEMS 


31 


LC0888 DRAFTER: POWER 


BY REQUEST OF STATE ADMINISTRATION AND VETERANS’ AFFAIRS INTERIM 
COMMITTEE 


11/28 
12/02 
1/09 
1/09 
1/11 
1/12 
1/13 


1/18 
1/25 
1/26 
1/26 
1/30 
1/31 


2/01 
2/03 
2/06 
2/07 
2/07 
2/18 
2/18 


INTRODUCED 

REFERRED TO STATE ADMINISTRATION 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO STATE ADMINISTRATION 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 2 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


INTRODUCED BY K. REGIER 


GENERALLY REVISE DISORDERLY CONDUCT SENTENCING LAWS 


12/01 
12/01 
12/08 
12/08 
12/08 
12/08 
1/05 
1/11 
1/19 
1/23 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO JUDICIARY 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 


10 O 
49 0 
49 0 
17, 1 
85 15 
74 23 


LC0275 DRAFTER: ALLEN 


33 16 


32 


SB 20 


1/23 
1/26 
2/07 
2/08 
2/09 


2/17 
3/23 
3/31 
3/31 
4/04 
4/04 
4/05 
4/07 
4/12 
4/13 


4/19 
4/20 
4/21 
4/24 
4/24 
4/24 
4/26 
4/27 
4/28 
5/01 
5/02 


5/02 
5/16 
5/16 
5/23 
5/27 
5/30 
6/07 
6/07 


INTRODUCED BY S. FITZPATRICK 


MONTANA HISTORY AND FINAL STATUS 2023 


REREFERRED TO FINANCE AND CLAIMS 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

38RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 
2ND READING CONCURRED 

REREFERRED TO APPROPRIATIONS 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

3RD READING CONCURRED 


RETURNED TO SENATE WITH AMENDMENTS 

2ND READING HOUSE AMDS NOT CONCURRED 
CONFERENCE COMMITTEE APPOINTED 

CONFERENCE COMMITTEE APPOINTED 

HEARING 

CONFERENCE COMMITTEE REPORT RECEIVED 
CONFERENCE COMMITTEE REPORT RECEIVED 

2ND READING CONFERENCE COMMITTEE REPORT ADOPTED 
38RD READING CONFERENCE COMMITTEE REPORT ADOPTED 
2ND READING CONFERENCE COMMITTEE REPORT ADOPTED 
38RD READING CONFERENCE COMMITTEE REPORT REJECTED 


RECONSIDERED PREVIOUS ACTION; REMAINS IN 38RD READING 


PROCESS 
3RD READING CONFERENCE COMMITTEE REPORT ADOPTED 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 767 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


GENERALLY REVISE LAWS RELATED TO ALCOHOL 


BY REQUEST OF DEPARTMENT OF REVENUE 


12/01 
12/01 
12/08 
12/08 
12/08 
12/08 
1/02 
1/10 
1/11 
1/12 
1/13 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

REREFERRED TO TAXATION 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 


13 


32 


12 


68 


16 


67 


36 


12 


49 


17 


14 


[C0415 DRAFTER: J. WALKER 


SB 21 


1/16 


1/19 
1/26 
2/02 
2/02 
2/14 
2/15 


2/21 
2/22 
2/22 
3/01 
3/10 
3/14 
3/16 
3/23 
3/23 


INTRODUCED BY S. FITZPATRICK 


REVISE LAWS RELATED TO ALCOHOL FINGERPRINT REQUIREMENTS 


SENATE BILLS 


38RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO BUSINESS AND LABOR 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO SENATE WITH AMENDMENTS 
2ND READING HOUSE AMDS CONCURRED 
38RD READING PASSED AS AMENDED BY HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 76 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


BY REQUEST OF DEPARTMENT OF REVENUE 


12/01 
12/01 
12/08 
12/08 
12/08 
12/08 
1/04 
1/10 
1/11 
1/13 
1/13 
1/23 
1/23 
1/24 
1/27 


1/30 
1/31 
2/17 
3/18 
3/17 
3/17 
3/21 
3/22 


3/23 
4/03 
4/05 
4/07 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
FISCAL NOTE RECEIVED 
FISCAL NOTE PRINTED 


REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 


HEARING 


COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 


COMMITTEE REPORT — BILL PASSED AS AMENDED 
2ND READING PASSED 

REREFERRED TO FINANCE AND CLAIMS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

3RD READING PASSED 


TRANSMITTED TO HOUSE 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE PRINTED 

REFERRED TO BUSINESS AND LABOR 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO SENATE 

SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 


49 


19 


96 
95 


50 
50 


10 


48 


19 


49 


19 


96 
87 


33 


LC0429 DRAFTER: J. WALKER 
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4/12 TRANSMITTED TO GOVERNOR 
4/18 SIGNED BY GOVERNOR 
4/19 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 140 
EFFECTIVE DATE: 4/18/2023 - ALL SECTIONS 


SB 22 INTRODUCED BY MORIGEAU LC0164 DRAFTER: J. WALKER 
GENERALLY REVISE INDEPENDENT CONTRACTOR LAWS 
BY REQUEST OF ECONOMIC AFFAIRS INTERIM COMMITTEE 


12/01 FISCAL NOTE PROBABLE 

12/01 INTRODUCED 

12/08 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
1/17 FISCAL NOTE RECEIVED 

1/17 FISCAL NOTE SIGNED 

1/17 FISCAL NOTE PRINTED 

1/19 HEARING 


2/10 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 10 O 
2/18 COMMITTEE REPORT — BILL PASSED AS AMENDED 

2/15 2ND READING PASSED 47 3 
2/16 38RD READING PASSED 48 0 


TRANSMITTED TO HOUSE 
3/13 REFERRED TO BUSINESS AND LABOR 
3/23 HEARING 


3/24 COMMITTEE EXEC ACTION — BILL CONCURRED 19 O 
3/24 COMMITTEE REPORT — BILL CONCURRED 

3/31 2ND READING CONCURRED 96 3 
4/03 3RD READING CONCURRED 93 6 


RETURNED TO SENATE 

4/04 SENT TO ENROLLING 
4/06 RETURNED FROM ENROLLING 
4/12 SIGNED BY PRESIDENT 
4/14 SIGNED BY SPEAKER 
4/14 TRANSMITTED TO GOVERNOR 
4/24 SIGNED BY GOVERNOR 
4/24 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 224 

EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


SB 23. INTRODUCED BY TREBAS LC0489 DRAFTER: HENNEMAN 
REQUIRE COUNTY TO APPROVE CERTAIN CONDOMINIUMS 
BY REQUEST OF DEPARTMENT OF REVENUE 
12/05 INTRODUCED 


12/28 REFERRED TO TAXATION 
1/10 HEARING 


1/11 COMMITTEE EXEC ACTION — BILL PASSED 12 0 
1/12 COMMITTEE REPORT — BILL PASSED 

1/16 2ND READING PASSED 48 1 
1/17 38RD READING PASSED 50 «(OO 


TRANSMITTED TO HOUSE 
2/14 REFERRED TO LOCAL GOVERNMENT 
3/16 HEARING 


SB 24 


SB 25 


3/21 
3/22 
4/05 
4/06 


4/07 
4/13 
4/19 
4/22 
4/24 
5/01 
5/02 


INTRODUCED BY HERTZ 


REQUIRE CORPORATIONS TO FILE ELECTRONIC INCOME TAX RETURNS 


SENATE BILLS 


COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 308 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


BY REQUEST OF DEPARTMENT OF REVENUE 


12/05 
12/05 
12/12 
12/12 
12/12 
12/12 
12/28 
1/11 
1/17 
1/18 
1/24 
1/25 


3/11 
38/15 
3/20 
3/20 
3/24 
3/25 


3/27 
4/05 
4/12 
4/14 
4/14 
4/24 
4/24 


INTRODUCED BY R. LYNCH 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

REFERRED TO TAXATION 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 
2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO TAXATION 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 225 
EFFECTIVE DATE: 4/24/2023 - ALL SECTIONS 


INCREASE MUS-RP SUPPLEMENTAL CONTRIBUTION TO TRS 


BY REQUEST OF TEACHERS’ RETIREMENT BOARD 


100 


11 


45 
46 


16 


94 
89 


LC0467 DRAFTER: COLES 


LC0236 DRAFTER: POWER 


36 


SB 26 


SB 27 


12/05 
12/05 
12/12 
12/12 
12/12 
12/12 
12/28 
1/11 

1/13 

3/13 


MONTANA HISTORY AND FINAL STATUS 2023 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

REFERRED TO STATE ADMINISTRATION 

HEARING 

TABLED IN COMMITTEE 10 0 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


INTRODUCED BY R. LYNCH LC0284 DRAFTER: KREZOWSKI 


REVISE LAWS RELATED TO FENTANYL TEST STRIPS 


BY REQUEST OF DEPARTMENT OF PUBLIC HEALTH AND HUMAN SERVICES 


12/05 
12/28 
1/04 
1/06 
3/18 


INTRODUCED 
REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
HEARING 
TABLED IN COMMITTEE 6 3 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


INTRODUCED BY SALES LC0463 DRAFTER: M. MOORE 


REVISE MEDIA ACT REPORTING REQUIREMENTS 


BY REQUEST OF DEPARTMENT OF REVENUE 


12/05 
12/05 
12/12 
12/12 
12/12 
12/28 
1/10 
1/10 
1/11 
1/12 
1/19 
1/20 


3/11 
3/15 
3/20 
3/20 
4/19 
4/20 


5/01 
5/01 
5/04 
5/11 
5/11 
5/19 
5/22 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
FISCAL NOTE RECEIVED 
FISCAL NOTE SIGNED 
REFERRED TO TAXATION 
FISCAL NOTE PRINTED 


HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 12 0 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 50 0 
38RD READING PASSED 49 0 


TRANSMITTED TO HOUSE 
REFERRED TO TAXATION 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 21 0 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 80 19 
3RD READING CONCURRED 81 17 


RETURNED TO SENATE 

SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 


SB 28 INTRODUCED BY LANG 


SB 29 


SENATE BILLS 


CHAPTER NUMBER 642 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


PROVIDE FUNDING FOR CONSERVATION DISTRICTS 


12/05 
12/05 
12/12 
12/12 
12/12 
12/28 
2/07 
2/18 
2/23 
2/24 
2/27 
2/27 
3/01 
3/02 
3/03 


3/18 
3/24 
3/28 
3/29 
4/05 
4/05 
4/06 
4/13 


INTRODUCED BY MCKAMEY 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

REFERRED TO TAXATION 

REREFERRED TO FINANCE AND CLAIMS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 
REVISED FISCAL NOTE REQUESTED 

REVISED FISCAL NOTE RECEIVED 

2ND READING PASSED 

3RD READING PASSED 

REVISED FISCAL NOTE PRINTED 


TRANSMITTED TO HOUSE 

REFERRED TO TAXATION 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

REREFERRED TO APPROPRIATIONS 

HEARING 

TABLED IN COMMITTEE 

DIED IN STANDING COMMITTEE 


19 


49 
48 


11 


62 


37 


LC0682 DRAFTER: KOLMAN 


LC0234 DRAFTER: POWER 


INCREASE AND EXTEND THE PERS SUPPLEMENTAL EMPLOYER CONTRIBUTION 


BY REQUEST OF STATE ADMINISTRATION AND VETERANS’ AFFAIRS INTERIM 
COMMITTEE 


12/05 
12/05 
12/12 
12/12 
12/12 
12/12 
12/28 
1/09 
1/11 
1/12 
1/16 
1/16 
1/19 
1/19 
1/20 
1/24 


2/14 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

REFERRED TO STATE ADMINISTRATION 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

REREFERRED TO FINANCE AND CLAIMS 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

38RD READING PASSED 


TRANSMITTED TO HOUSE 
REFERRED TO STATE ADMINISTRATION 


10 


45 


17 


43 


38 


SB 30 


SB 31 


SB 32 


MONTANA HISTORY AND FINAL STATUS 2023 


2/21 HEARING 


3/17 COMMITTEE EXEC ACTION — BILL CONCURRED 18 0 
3/17 COMMITTEE REPORT — BILL CONCURRED 
3/21 2ND READING CONCURRED 97 3 


3/21 REREFERRED TO APPROPRIATIONS 

3/23 HEARING 

4/13 TABLED IN COMMITTEE 20 0 
DIED IN STANDING COMMITTEE 


INTRODUCED BY MCKAMEY LC0258 DRAFTER: EVERTS 
REPEAL CLEAN CAMPAIGN ACT 

BY REQUEST OF COMMISSIONER OF POLITICAL PRACTICES 

12/05 INTRODUCED 


12/28 REFERRED TO STATE ADMINISTRATION 
1/13 HEARING 


1/23 COMMITTEE EXEC ACTION — BILL PASSED 6 4 
1/24 COMMITTEE REPORT — BILL PASSED 

1/26 2ND READING PASSED 41 8 
1/27 38RD READING PASSED 34 15 


TRANSMITTED TO HOUSE 
2/14 REFERRED TO STATE ADMINISTRATION 
3/14 HEARING 


3/17 COMMITTEE EXEC ACTION — BILL CONCURRED 17 1 
3/17 COMMITTEE REPORT — BILL CONCURRED 

3/21 2ND READING CONCURRED 58 42 
3/22 3RD READING FAILED 38 52 


DIED IN PROCESS 
INTRODUCED BY MCKAMEY LC0260 DRAFTER: EVERTS 
REPEAL MONTANA BALLOT INTERFERENCE PREVENTION ACT 
BY REQUEST OF COMMISSIONER OF POLITICAL PRACTICES 
12/05 INTRODUCED 


12/28 REFERRED TO STATE ADMINISTRATION 
1/13 HEARING 


1/25 COMMITTEE EXEC ACTION — BILL PASSED 6 4 
1/26 COMMITTEE REPORT — BILL PASSED 

1/30 2ND READING PASS MOTION FAILED 21 27 
1/30 2ND READING INDEFINITELY POSTPONED 35 138 


3/13 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN PROCESS 


INTRODUCED BY CUFFE LC0371 DRAFTER: GRAFF 
REVISING PIPELINE SAFETY REGULATION PENALTIES 


12/05 FISCAL NOTE PROBABLE 

12/05 INTRODUCED 

12/12. FISCAL NOTE REQUESTED 

12/12. FISCAL NOTE RECEIVED 

12/12. FISCAL NOTE PRINTED 

12/28 REFERRED TO NATURAL RESOURCES 

1/06 HEARING 

1/16 COMMITTEE EXEC ACTION — BILL PASSED 11 0 


SB 33 


1/17 
1/25 
1/26 


2/14 
3/27 
4/05 
4/06 
4/12 
4/13 


4/14 
4/18 
4/20 
4/29 
5/01 
5/04 
5/04 


INTRODUCED BY CUFFE 


SENATE BILLS 


COMMITTEE REPORT — BILL PASSED 
2ND READING PASSED 47 
38RD READING PASSED 47 


TRANSMITTED TO HOUSE 
REFERRED TO ENERGY, TECHNOLOGY AND FEDERAL RELATIONS 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 18 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 100 
3RD READING CONCURRED 100 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 421 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


REPEALING CLASS C MOTOR CARRIER REGULATIONS 


BY REQUEST OF DEPARTMENT OF PUBLIC SERVICE REGULATION 


12/05 
12/05 
12/12 
12/12 
12/12 
12/28 
1/12 
1/17 
1/18 
1/20 
1/23 


2/14 
3/27 
4/05 
4/06 
4/12 
4/13 


4/14 
4/18 
4/20 
4/29 
5/01 
5/04 
5/04 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

REFERRED TO HIGHWAYS AND TRANSPORTATION 


HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 12 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 47 
3RD READING PASSED 47 


TRANSMITTED TO HOUSE 
REFERRED TO ENERGY, TECHNOLOGY AND FEDERAL RELATIONS 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 18 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 100 
38RD READING CONCURRED 100 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 422 
EFFECTIVE DATE: 5/04/2023 - ALL SECTIONS 


39 


LC0372 DRAFTER: GRAFF 


40 
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SB 34 INTRODUCED BY R. LYNCH LC0274 DRAFTER: KREZOWSKI 


SB 35 


REVISE LAWS RELATED TO ADULT PROTECTIVE SERVICES 
BY REQUEST OF DEPARTMENT OF PUBLIC HEALTH AND HUMAN SERVICES 
12/06 INTRODUCED 


12/28 REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
1/04 HEARING 


1/06 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 9 O 

1/10 COMMITTEE REPORT — BILL PASSED AS AMENDED 

1/13 2ND READING PASSED 47 2 

1/16 3RD READING PASSED 50 =O 
TRANSMITTED TO HOUSE 


1/19 REFERRED TO HUMAN SERVICES 
1/23 HEARING 


1/24 COMMITTEE EXEC ACTION — CONCURRED AS AMD 21 0 

1/25 COMMITTEE REPORT — CONCURRED AS AMD 

1/30 2ND READING CONCURRED 100 O 

1/31 38RD READING CONCURRED 97 0 
RETURNED TO SENATE WITH AMENDMENTS 

2/02 2ND READING HOUSE AMDS CONCURRED 50 =O 

2/03 3RD READING PASSED AS AMENDED BY HOUSE 50 «(OO 


2/07 SENT TO ENROLLING 
2/08 RETURNED FROM ENROLLING 
2/10 SIGNED BY PRESIDENT 
2/10 SIGNED BY SPEAKER 
2/10 TRANSMITTED TO GOVERNOR 
2/16 SIGNED BY GOVERNOR 
2/17 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 12 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


INTRODUCED BY SALOMON LC0226 DRAFTER: E. SULLIVAN 
REPEAL BUSINESS AND INDUSTRIAL DEVELOPMENT CORPORATIONS 

BY REQUEST OF DEPARTMENT OF ADMINISTRATION 

12/07 INTRODUCED 


12/28 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
1/06 HEARING 


1/10 COMMITTEE EXEC ACTION — BILL PASSED 10 O 
1/11 COMMITTEE REPORT — BILL PASSED 

1/12 2ND READING PASSED 49 0 
1/13 38RD READING PASSED 49 0 


TRANSMITTED TO HOUSE 
1/18 REFERRED TO BUSINESS AND LABOR 
1/25 HEARING 


1/25 COMMITTEE EXEC ACTION — BILL CONCURRED 18 0 
1/25 COMMITTEE REPORT — BILL CONCURRED 

2/02 2ND READING CONCURRED 99 0 
2/03 3RD READING CONCURRED 96 0 


RETURNED TO SENATE 
2/06 SENT TO ENROLLING 
2/08 RETURNED FROM ENROLLING 


SB 36 


SB 37 


2/10 
2/10 
2/16 
2/17 


SENATE BILLS 41 


SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 13 
EFFECTIVE DATE: 2/16/2023 - ALL SECTIONS 


INTRODUCED BY LENZ LC0264 DRAFTER: O°?CONNELL 


ELIMINATE CERTAIN DPHHS STATUTORILY REQUIRED REPORTS 


BY REQUEST OF DEPARTMENT OF PUBLIC HEALTH AND HUMAN SERVICES 


12/07 
12/28 
1/06 
1/13 
1/16 
1/18 
1/19 


3/11 
3/15 
3/16 
3/17 
3/21 
3/22 


3/23 
4/03 
4/05 
4/07 
4/12 
4/18 
4/19 


INTRODUCED 
REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
HEARING 


COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 9 O 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 42 8 
3RD READING PASSED 44 6 


TRANSMITTED TO HOUSE 
REFERRED TO HUMAN SERVICES 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 21 O 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 94 6 
38RD READING CONCURRED 84 6 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 141 
EFFECTIVE DATE: 4/18/2023 - ALL SECTIONS 


INTRODUCED BY HERTZ LC0373 DRAFTER: E. SULLIVAN 


UPDATE DEFINITIONS FOR MEAT INSPECTION OF NON-AMENABLE SPECIES 


BY REQUEST OF DEPARTMENT OF LIVESTOCK 


12/08 
12/28 
1/17 
1/19 
1/20 
1/24 
1/25 


2/14 
3/16 
4/13 
4/14 
A/I17 


INTRODUCED 
REFERRED TO AGRICULTURE, LIVESTOCK AND IRRIGATION 
HEARING 


COMMITTEE EXEC ACTION — BILL PASSED 7 #4 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 387 12 
3RD READING PASSED 36 13 


TRANSMITTED TO HOUSE 

REFERRED TO AGRICULTURE 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 19 O 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 97 «61 


42 


SB 38 


SB 39 


MONTANA HISTORY AND FINAL STATUS 2023 


4/18 38RD READING CONCURRED 98 1 


RETURNED TO SENATE 

4/19 SENT TO ENROLLING 
4/23 RETURNED FROM ENROLLING 
4/27 SIGNED BY PRESIDENT 
4/29 SIGNED BY SPEAKER 
5/01 TRANSMITTED TO GOVERNOR 
5/04 SIGNED BY GOVERNOR 
5/04 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 423 

EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


INTRODUCED BY BROWN [C0207 DRAFTER: BURKHARDT 
GENERALLY REVISE SEX OFFENDER LEVEL DESIGNATIONS 

BY REQUEST OF DEPARTMENT OF JUSTICE 

12/08 INTRODUCED 


12/28 REFERRED TO JUDICIARY 
1/05 HEARING 


1/11 COMMITTEE EXEC ACTION — BILL PASSED 7 ~#«4 
1/19 COMMITTEE REPORT — BILL PASSED 

1/25 2ND READING PASSED 385 14 
1/26 38RD READING PASSED 385 14 


TRANSMITTED TO HOUSE 
3/11 REFERRED TO JUDICIARY 
3/23 HEARING 


4/05 COMMITTEE EXEC ACTION — CONCURRED AS AMD 15 4 

4/05 COMMITTEE REPORT — CONCURRED AS AMD 

4/13 2ND READING CONCURRED AS AMD 85 14 

4/17 3RD READING CONCURRED 85 12 
RETURNED TO SENATE WITH AMENDMENTS 

4/19 2ND READING HOUSE AMDS CONCURRED 50 «(OO 

4/20 3RD READING PASSED AS AMENDED BY HOUSE 47 0 


4/20 SENT TO ENROLLING 
4/26 RETURNED FROM ENROLLING 
5/04 SIGNED BY PRESIDENT 
5/11 SIGNED BY SPEAKER 
5/11 TRANSMITTED TO GOVERNOR 
5/19 SIGNED BY GOVERNOR 
5/22 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 643 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


INTRODUCED BY BARTEL LC0717 DRAFTER: MOHR 
REVISE PERMITTING FOR INCINERATORS 

12/08 INTRODUCED 

12/28 REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 


1/02 REREFERRED TO NATURAL RESOURCES 
1/11 HEARING 


1/18 COMMITTEE EXEC ACTION — BILL PASSED 8 38 
1/20 COMMITTEE REPORT — BILL PASSED AS AMENDED 
1/26 2ND READING PASSED 36 13 


1/27 3RD READING PASSED 35 14 


SB 40 


SB 41 


2/17 
3/18 
3/15 
3/16 
3/17 
3/20 


3/21 
3/30 
3/31 
4/06 
4/12 
4/18 
4/19 


SENATE BILLS 


TRANSMITTED TO HOUSE 

REFERRED TO NATURAL RESOURCES 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 142 
EFFECTIVE DATE: 4/18/2023 - ALL SECTIONS 


INTRODUCED BY CUFFE 


15 


94 
95 


GENERALLY REVISE LAWS RELATED TO MONTANA NATIONAL GUARD DUTY 
STATUS 


BY REQUEST OF DEPARTMENT OF MILITARY AFFAIRS 


12/08 
12/28 
1/09 
1/09 
1/11 
1/12 
1/13 


1/18 
1/25 
1/26 
1/26 
2/02 
2/03 


2/06 
2/08 
2/10 
2/10 
2/10 
2/16 
2/17 


INTRODUCED BY WELBORN 


INTRODUCED 

REFERRED TO STATE ADMINISTRATION 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO STATE ADMINISTRATION 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 14 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


REVISE STATE LAND BANKING LAWS 


BY REQUEST OF DEPARTMENT OF NATURAL RESOURCES AND CONSERVATION 


12/08 


FISCAL NOTE PROBABLE 


10 


49 
49 


18 


99 
96 


43 


Ol 


LC0252 DRAFTER: ALLEN 


LC0684 DRAFTER: KOLMAN 


44 


SB 42 


SB 43 


12/08 
12/12 
12/12 
12/12 
3/18 
3/20 
3/27 


MONTANA HISTORY AND FINAL STATUS 2023 


INTRODUCED 

FISCAL NOTE REQUESTED 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
REFERRED TO NATURAL RESOURCES 

BILL NOT HEARD AT SPONSOR’S REQUEST 

DIED IN STANDING COMMITTEE 


INTRODUCED BY HINEBAUCH LC0685 DRAFTER: KOLMAN 


REVISE LAWS RELATED TO EASEMENTS ON STATE LANDS 


BY REQUEST OF DEPARTMENT OF NATURAL RESOURCES AND CONSERVATION 


12/08 
12/28 
1/06 
1/13 
1/19 
1/23 
1/24 


2/17 
3/17 
3/24 
3/26 
4/04 
4/05 


4/12 
4/13 
4/14 
AI17 
4/19 
4/22 
4/24 
5/01 
5/02 


INTRODUCED 

REFERRED TO NATURAL RESOURCES 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 11 0 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 49 0 
3RD READING PASSED 49 0 


TRANSMITTED TO HOUSE 
REFERRED TO NATURAL RESOURCES 


HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 15 0 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 100 O 
38RD READING CONCURRED 96 O 
RETURNED TO SENATE WITH AMENDMENTS 

2ND READING HOUSE AMDS CONCURRED 49 0 
3RD READING PASSED AS AMENDED BY HOUSE 50 «(OO 


SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 309 
EFFECTIVE DATE: 5/01/2023 - ALL SECTIONS 


INTRODUCED BY CURDY LC0686 DRAFTER: MOHR 


REVISE NOTICE FOR CERTAIN TIMBER SALES 


12/08 
12/28 
1/11 
1/13 
1/19 
1/23 
1/24 


2/14 
3/15 
3/15 


INTRODUCED 

REFERRED TO NATURAL RESOURCES 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 11 0 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 49 0 
3RD READING PASSED 49 0 


TRANSMITTED TO HOUSE 

REFERRED TO NATURAL RESOURCES 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 15 0 


SB 44 


SB 45 


3/16 
3/23 
3/24 


3/27 
4/03 
4/05 
4/07 
4/12 
4/18 
4/19 


SENATE BILLS 45 


COMMITTEE REPORT — BILL CONCURRED 
2ND READING CONCURRED 100 O 
38RD READING CONCURRED 97 0 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 143 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


INTRODUCED BY SMALL LC0066 DRAFTER: KREZOWSKI 


REVISE LAWS PERTAINING TO COURT ADMINISTRATION OF CERTAIN CIVIL 


CASES 


12/08 
12/08 
12/12 
12/12 
12/12 
12/28 
1/05 
1/06 
4/06 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

REFERRED TO JUDICIARY 

HEARING 

TABLED IN COMMITTEE 

MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


INTRODUCED BY MCKAMEY LC0265 DRAFTER: KREZOWSKI 


REVISE LAWS RELATED TO AGING SERVICES 


BY REQUEST OF DEPARTMENT OF PUBLIC HEALTH AND HUMAN SERVICES 


12/08 
12/28 
1/06 
1/09 
1/10 
1/11 
1/12 


1/17 
1/24 
1/24 
1/24 
2/03 
2/06 


2/08 
2/16 
2/16 
2/16 
2/17 
2/23 


INTRODUCED 

REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 5 64 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 42 
3RD READING PASSED 47 2 


~] 


TRANSMITTED TO HOUSE 
REFERRED TO HUMAN SERVICES 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 21 O 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 100 O 
38RD READING CONCURRED 98 0 


RETURNED TO SENATE 

SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 


46 


SB 46 


SB 47 


2/23 


INTRODUCED BY MCKAMEY 


MONTANA HISTORY AND FINAL STATUS 2023 


CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 17 
EFFECTIVE DATE: 2/23/2023 - ALL SECTIONS 


REMOVE NEW INDUSTRY PROPERTY CLASSIFICATION 


BY REQUEST OF DEPARTMENT OF REVENUE 


12/08 
12/08 
12/12 
12/12 
12/12 
12/28 
1/10 
1/11 
1/12 
1/16 
1/17 


3/11 
3/17 
3/20 
3/20 
4/13 
4/14 


4/14 
4/18 
4/20 
5/04 
5/09 
5/19 
5/22 


INTRODUCED BY MANZELLA 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

REFERRED TO TAXATION 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 
2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO TAXATION 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 644 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


LC0466 DRAFTER: M. MOORE 


12 0 
49 0 
50 =O 
21 O 
97 0 
98 0 


LC0517 DRAFTER: CARROLL 


REVISE COMMERCIAL DRIVERS LICENSE LAWS TO COMPLY WITH FEDERAL 
REQUIREMENTS 


BY REQUEST OF DEPARTMENT OF TRANSPORTATION 


12/08 
12/08 
12/12 
12/12 
12/12 
12/12 
12/28 
1/11 
1/25 
1/27 
2/03 
2/03 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 
2ND READING PASS MOTION FAILED 

2ND READING INDEFINITELY POSTPONED 


SB 48 


3/01 


3/01 
3/01 
3/15 
3/24 
3/27 
3/27 
3/29 
3/30 


3/31 
3/31 
4/03 
4/05 
4/05 
4/06 
4/13 
4/13 
4/13 
4/13 
4/14 
4/19 


4/26 
4/27 
4/27 
5/02 
5/04 
5/11 
5/11 
5/19 
5/22 


INTRODUCED BY POPE 
REPEAL DETACHABLE METAL BEVERAGE CONTAINER OPENER LAWS 


BY REQUEST OF DEPARTMENT OF ENVIRONMENTAL QUALITY 


12/08 
12/28 
1/02 
1/11 
1/11 
1/12 
V/17 
1/18 


SENATE BILLS 


RECONSIDERED PREVIOUS ACTION; REMAINS IN 2ND READING 


PROCESS 

2ND READING PASSED 

REREFERRED TO FINANCE AND CLAIMS 
HEARING 


COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 


REVISED FISCAL NOTE REQUESTED 

COMMITTEE REPORT — BILL PASSED AS AMENDED 
2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO HOUSE 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE PRINTED 

REFERRED TO TRANSPORTATION 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 
2ND READING CONCURRED 

REREFERRED TO APPROPRIATIONS 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

38RD READING CONCURRED 


RETURNED TO SENATE WITH AMENDMENTS 
2ND READING HOUSE AMDS CONCURRED 
3RD READING PASSED AS AMENDED BY HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 646 


EFFECTIVE DATE: 5/19/2023 - SECTIONS 1-3(1)(C) AND 3(1)(E)-6 


35 


12 


41 


15 


93 


20 


96 


47 
45 


EFFECTIVE DATE: EFFECTIVE ON THE DATE THAT THE MONTANA 


DEPARTMENT OF JUSTICE CERTIFIES TO THE CODE COMMISSIONER 
THAT THE FEDERAL DEPARTMENT OF TRANSPORTATION HAS 
GRANTED A WAIVER TO THE STATE UNDER [SECTION 3(1)(D)]. - 


SECTION 3(1)(D) 


INTRODUCED 


REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 


REREFERRED TO NATURAL RESOURCES 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

3RD READING PASSED 


47 


15 


LC0721 DRAFTER: MOHR 


48 


SB 49 


SB 50 


MONTANA HISTORY AND FINAL STATUS 2023 


TRANSMITTED TO HOUSE 
2/14 REFERRED TO NATURAL RESOURCES 
3/15 HEARING 
3/15 COMMITTEE EXEC ACTION — BILL CONCURRED 
3/16 COMMITTEE REPORT — BILL CONCURRED 
3/17 2ND READING CONCURRED 
3/20 38RD READING CONCURRED 


RETURNED TO SENATE 

3/21 SENT TO ENROLLING 
3/30 RETURNED FROM ENROLLING 
3/31 SIGNED BY PRESIDENT 
4/06 SIGNED BY SPEAKER 
4/12 TRANSMITTED TO GOVERNOR 
4/18 SIGNED BY GOVERNOR 
4/19 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 144 

EFFECTIVE DATE: 4/18/2023 - ALL SECTIONS 


INTRODUCED BY CUFFE 
GENERALLY REVISE CABIN SITE SALES 
BY REQUEST OF STATE AUDITOR 


12/09 INTRODUCED 

12/28 REFERRED TO STATE ADMINISTRATION 
1/27 HEARING 

1/27 COMMITTEE EXEC ACTION — BILL PASSED 
1/30 COMMITTEE REPORT — BILL PASSED 

2/01 2ND READING PASSED 

2/02 38RD READING PASSED 


TRANSMITTED TO HOUSE 
2/17 REFERRED TO NATURAL RESOURCES 
3/13 HEARING 
3/17 COMMITTEE EXEC ACTION — BILL CONCURRED 
3/20 COMMITTEE REPORT — BILL CONCURRED 
3/24 2ND READING CONCURRED 
3/25 3RD READING CONCURRED 


RETURNED TO SENATE 

3/27 SENT TO ENROLLING 
4/04 RETURNED FROM ENROLLING 
4/07 SIGNED BY PRESIDENT 
4/12 SIGNED BY SPEAKER 
4/14 TRANSMITTED TO GOVERNOR 
4/24 SIGNED BY GOVERNOR 
4/24 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 226 

EFFECTIVE DATE: 4/24/2023 - ALL SECTIONS 


INTRODUCED BY BARTEL 
GENERALLY REVISE LAWS RELATED TO DATA BREACH NOTIFICATION 
BY REQUEST OF DEPARTMENT OF ADMINISTRATION 


12/09 INTRODUCED 
12/28 REFERRED TO STATE ADMINISTRATION 


15 


97 
96 


47 


14 


68 


LC0165 DRAFTER: E. SULLIVAN 


ww 


32 


[C0217 DRAFTER: CARROLL 


SB 51 


1/11 
1/13 
1/18 
1/20 
1/23 


2/17 
3/15 
3/17 
3/17 
3/20 
3/23 
3/23 
3/23 
3/24 
3/25 


3/29 
3/30 
3/30 
4/05 
4/07 
4/14 
4/14 
4/24 
4/24 


INTRODUCED BY S. FITZPATRICK 


SENATE BILLS 


HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO STATE ADMINISTRATION 
HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 
FISCAL NOTE REQUESTED 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO SENATE WITH AMENDMENTS 
2ND READING HOUSE AMDS CONCURRED 
38RD READING PASSED AS AMENDED BY HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 227 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


GENERALLY REVISE PROCUREMENT 


BY REQUEST OF DEPARTMENT OF ADMINISTRATION 


12/09 
12/28 
1/25 
1/27 
1/30 
2/01 
2/02 


2/17 
3/20 
4/06 
4/06 
4/12 
4/13 


4/19 
4/20 
4/20 
4/26 
5/04 
5/11 


INTRODUCED 

REFERRED TO STATE ADMINISTRATION 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO STATE ADMINISTRATION 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO SENATE WITH AMENDMENTS 
2ND READING HOUSE AMDS CONCURRED 

38RD READING PASSED AS AMENDED BY HOUSE 
SENT TO ENROLLING 

RETURNED FROM ENROLLING 

SIGNED BY PRESIDENT 

SIGNED BY SPEAKER 


10 


49 
49 


18 


99 
90 


50 
48 


10 


50 
50 


13 
81 
77 


48 
46 


49 


[C0222 DRAFTER: JOHNSON 


19 
22 


50 MONTANA HISTORY AND FINAL STATUS 2023 


5/11 TRANSMITTED TO GOVERNOR 
5/16 SIGNED BY GOVERNOR 
5/16 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 489 
EFFECTIVE DATE: 5/16/2023 - ALL SECTIONS 


SB52 INTRODUCED BY MCKAMEY LC0385 DRAFTER: E. SULLIVAN 


REVISE LAWS RELATED TO KILLING OF DOGS HARASSING OR INJURING 
LIVESTOCK 


BY REQUEST OF DEPARTMENT OF LIVESTOCK 


12/09 INTRODUCED 

12/28 REFERRED TO AGRICULTURE, LIVESTOCK AND IRRIGATION 

1/19 HEARING 

2/02 BILL NOT HEARD AT SPONSOR'S REQUEST 

3/13 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


SB53 INTRODUCED BY LANG LC0400 DRAFTER: J. WALKER 
REVISE LAWS RELATED TO WEIGHTS AND MEASURES 
BY REQUEST OF DEPARTMENT OF LABOR AND INDUSTRY 


12/09 FISCAL NOTE PROBABLE 

12/09 INTRODUCED 

12/14 FISCAL NOTE REQUESTED 

12/14. FISCAL NOTE RECEIVED 

12/14 FISCAL NOTE PRINTED 

12/28 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
1/05 HEARING 


1/20 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 10 0 
1/23 COMMITTEE REPORT — BILL PASSED AS AMENDED 

1/25 2ND READING PASSED 48 1 
1/26 38RD READING PASSED 48 1 


TRANSMITTED TO HOUSE 
2/17 REFERRED TO BUSINESS AND LABOR 
3/13 HEARING 


3/20 COMMITTEE EXEC ACTION — BILL CONCURRED 19 O 
3/20 COMMITTEE REPORT — BILL CONCURRED 

3/27 2ND READING CONCURRED 100 0 
3/28 3RD READING CONCURRED 98 0 


RETURNED TO SENATE 
3/29 SENT TO ENROLLING 
4/05 RETURNED FROM ENROLLING 
4/07 SIGNED BY PRESIDENT 
4/14 SIGNED BY SPEAKER 
4/14 TRANSMITTED TO GOVERNOR 
4/24 SIGNED BY GOVERNOR 
4/24 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 228 
EFFECTIVE DATE: 4/24/2023 - SECTIONS 3 AND 4 
EFFECTIVE DATE: 1/01/2024 - SECTIONS 1 AND 2 


SENATE BILLS 51 


SB54 INTRODUCED BY HERTZ LC0451 DRAFTER: M. MOORE 
REVISE CENTRALLY ASSESSED PROPERTY APPRAISALS 
BY REQUEST OF DEPARTMENT OF REVENUE 


12/09 FISCAL NOTE PROBABLE 
12/09 INTRODUCED 

12/14 FISCAL NOTE REQUESTED 
12/14. FISCAL NOTE RECEIVED 
12/28 REFERRED TO TAXATION 
1/09 FISCAL NOTE PRINTED 
1/11 HEARING 


1/17 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 11 1 
1/18 COMMITTEE REPORT — BILL PASSED AS AMENDED 
1/23 2ND READING PASSED 45 4 


1/23 REREFERRED TO FINANCE AND CLAIMS 

1/26 HEARING 

1/26 COMMITTEE EXEC ACTION — BILL PASSED 19 O 
1/27 COMMITTEE REPORT — BILL PASSED 

1/30 REVISED FISCAL NOTE RECEIVED 

2/01 38RD READING PASSED 48 2 


TRANSMITTED TO HOUSE 
3/11 REFERRED TO TAXATION 
3/16 HEARING 


3/20 COMMITTEE EXEC ACTION — BILL CONCURRED 21 0 
3/20 COMMITTEE REPORT — BILL CONCURRED 
4/13 2ND READING CONCURRED 99 0 


4/13 REREFERRED TO APPROPRIATIONS 
4/13 HEARING 


4/17 COMMITTEE EXEC ACTION — BILL CONCURRED 18 0 
4/17 COMMITTEE REPORT — BILL CONCURRED 
4/18 3RD READING CONCURRED 97 2 


RETURNED TO SENATE 

4/19 SENT TO ENROLLING 
4/23 RETURNED FROM ENROLLING 
4/27 SIGNED BY PRESIDENT 
4/29 SIGNED BY SPEAKER 
5/01 TRANSMITTED TO GOVERNOR 
5/04 SIGNED BY GOVERNOR 
5/04 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 424 

EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


SB55 INTRODUCED BY HINEBAUCH LC0719 DRAFTER: KOLMAN 
JOIN INTERSTATE MINING COMPACT COMMISSION 


12/09 FISCAL NOTE PROBABLE 

12/09 INTRODUCED 

12/28 REFERRED TO NATURAL RESOURCES 

1/04 FISCAL NOTE REQUESTED 

1/04 FISCAL NOTE RECEIVED 

1/04 FISCAL NOTE PRINTED 

1/25 HEARING 

1/27 COMMITTEE EXEC ACTION — BILL PASSED 11 0 
1/31 COMMITTEE REPORT — BILL PASSED 

2/02 2ND READING PASSED 41 9 


52 


SB 56 


SB 57 


2/03 


2/17 
3/17 
3/17 
3/20 
4/05 
4/06 


4/07 
4/13 
4/19 
4/22 
4/24 
5/01 
5/02 


INTRODUCED BY MCCLAFFERTY 


REVISING BALLOT INITIATIVE PETITION FORMS FOR CONSISTENCY WITH THE 


MONTANA HISTORY AND FINAL STATUS 2023 


38RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO NATURAL RESOURCES 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 310 
EFFECTIVE DATE: 5/01/2023 - ALL SECTIONS 


CONSTITUTION 


36 


15 


98 
92 


BY REQUEST OF STATE ADMINISTRATION AND VETERANS’ AFFAIRS INTERIM 
COMMITTEE 


12/18 
12/28 
1/09 
1/11 
1/12 
1/17 
1/18 


2/14 
3/14 
3/17 
3/17 
3/23 
3/24 


3/27 
4/04 
4/07 
4/14 
4/14 
4/24 
4/24 


INTRODUCED BY MANZELLA 


INTRODUCED 

REFERRED TO STATE ADMINISTRATION 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO STATE ADMINISTRATION 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 229 
EFFECTIVE DATE: 4/24/2023 - ALL SECTIONS 


10 


27 
45 


18 


89 
86 


ALLOW DEPARTMENT OF TRANSPORTATION TO USE ALTERNATIVE PROJECT 
DELIVERY METHODS 


14 


LC0213 DRAFTER: EVERTS 


11 
13 


LC0505 DRAFTER: CARROLL 


SB 58 


SENATE BILLS 


BY REQUEST OF DEPARTMENT OF TRANSPORTATION 


12/13 
12/13 
12/14 
12/14 
12/14 
12/14 
12/28 
1/10 
1/26 
1/27 
1/31 
2/01 


2/17 
2/20 
2/22 
2/23 
3/15 
3/16 


3/17 
3/30 
3/31 
4/06 
4/12 
4/18 
4/19 


INTRODUCED BY HINEBAUCH 


INCREASE LANDOWNER PAYMENT CAP FOR BLOCK MANAGEMENT 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

REFERRED TO HIGHWAYS AND TRANSPORTATION 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 
2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO TRANSPORTATION 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 145 
EFFECTIVE DATE: 4/18/2023 - ALL SECTIONS 


BY REQUEST OF DEPARTMENT OF FISH, WILDLIFE, AND PARKS 


12/13 
12/13 
12/14 
12/14 
12/14 
12/28 
1/10 
1/12 
1/13 
1/17 
1/17 
1/23 
1/23 
1/24 
1/30 


2/14 
3/14 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

REFERRED TO FISH AND GAME 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

REREFERRED TO FINANCE AND CLAIMS 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

3RD READING PASSED 


TRANSMITTED TO HOUSE 
REFERRED TO FISH, WILDLIFE AND PARKS 
HEARING 


12 


50 


100 


12 


45 


19 


45 


53 


LC0745 DRAFTER: HENNEMAN 


54 


SB 59 


3/16 
3/17 
3/23 
3/23 
3/27 
3/27 
3/27 
3/29 


3/30 
4/05 
4/07 
4/14 
4/14 
4/24 
4/24 


INTRODUCED BY S. FITZPATRICK 


MONTANA HISTORY AND FINAL STATUS 2023 


COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

REREFERRED TO APPROPRIATIONS 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

3RD READING CONCURRED 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 230 
EFFECTIVE DATE: 4/24/2023 - ALL SECTIONS 


GENERALLY REVISE LAWS RELATED TO ALCOHOL 


BY REQUEST OF DEPARTMENT OF REVENUE 


12/13 
12/28 
1/04 
1/10 
1/11 
1/27 
1/31 


2/14 
2/22 
4/14 
4/14 
4/17 
4/18 


4/21 
4/21 
4/24 


4/24 
4/24 
4/25 
4/25 
5/01 
5/04 
5/11 
5/11 
5/19 
5/22 


INTRODUCED 

REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED AS AMENDED 

3RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO BUSINESS AND LABOR 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO SENATE WITH AMENDMENTS 
2ND READING HOUSE AMDS NOT CONCURRED 
CONFERENCE COMMITTEE APPOINTED 
RECONSIDERED PREVIOUS ACTION; REMAINS IN 2ND READING 
PROCESS 
CONFERENCE COMMITTEE DISSOLVED 
2ND READING HOUSE AMDS CONCURRED 
38RD READING PASSED AS AMENDED BY HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 645 

EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


18 


99 


20 


95 


10 


49 


LC0437 DRAFTER: J. WALKER 


15 


Ol 


SENATE BILLS 


55 


SB60 INTRODUCED BY TEMPEL LC0352 DRAFTER: JOHNSON 


ESTABLISH ENTERPRISE FUND FOR MONTANA SPATIAL REAL TIME NETWORK 


BY REQUEST OF STATE LIBRARY COMMISSION 


12/13. FISCAL NOTE PROBABLE 

12/13. INTRODUCED 

12/14 FISCAL NOTE REQUESTED 

12/14 FISCAL NOTE RECEIVED 

12/14. FISCAL NOTE SIGNED 

12/15 FISCAL NOTE PRINTED 

12/28 REFERRED TO STATE ADMINISTRATION 
1/16 HEARING 


1/25 COMMITTEE EXEC ACTION — BILL PASSED 10 0 
1/26 COMMITTEE REPORT — BILL PASSED 
1/30 2ND READING PASSED 47 1 
1/30 REREFERRED TO FINANCE AND CLAIMS 
2/02 HEARING 
2/07 COMMITTEE EXEC ACTION — BILL PASSED 19 O 
2/08 COMMITTEE REPORT — BILL PASSED 
2/10 38RD READING PASSED 46 1 
TRANSMITTED TO HOUSE 
3/10 REFERRED TO STATE ADMINISTRATION 
3/16 HEARING 
3/31 COMMITTEE EXEC ACTION — BILL CONCURRED 18 0 
3/31 COMMITTEE REPORT — BILL CONCURRED 
4/05 2ND READING CONCURRED 91 9 
4/05 REREFERRED TO APPROPRIATIONS 
4/06 HEARING 
4/07 COMMITTEE EXEC ACTION — BILL CONCURRED 20 38 
4/12 COMMITTEE REPORT — BILL CONCURRED 
4/13 3RD READING CONCURRED 97 2 
RETURNED TO SENATE 
4/14 SENT TO ENROLLING 
4/18 RETURNED FROM ENROLLING 
4/20 SIGNED BY PRESIDENT 
4/29 SIGNED BY SPEAKER 
5/01 TRANSMITTED TO GOVERNOR 
5/04 SIGNED BY GOVERNOR 
5/04 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 425 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 
SB 61 INTRODUCED BY ELLIS LC0259 DRAFTER: POWER 
CLARIFY DEFINITION OF ELECTION OFFICIALS 
BY REQUEST OF COMMISSIONER OF POLITICAL PRACTICES 
12/13. INTRODUCED 
12/28. REFERRED TO STATE ADMINISTRATION 
1/16 HEARING 
1/25 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED (i) 
1/26 COMMITTEE REPORT — BILL PASSED AS AMENDED 
1/30 2ND READING PASSED 28 20 


1/31 38RD READING PASSED 


56 


SB 62 


SB 63 


2/14 
3/14 
3/17 
3/17 
4/06 
4/07 


4/07 
AI17 
4/19 
4/22 
4/24 
5/01 
5/02 


MONTANA HISTORY AND FINAL STATUS 2023 


TRANSMITTED TO HOUSE 

REFERRED TO STATE ADMINISTRATION 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 311 
EFFECTIVE DATE: 5/01/2023 - ALL SECTIONS 


INTRODUCED BY D. ZOLNIKOV 


REVISE CONFIDENTIALITY OF FINANCIAL INFORMATION USED FOR PROPERTY 


TAX PURPOSES 


BY REQUEST OF DEPARTMENT OF REVENUE 


12/13 
12/28 
1/10 
1/11 
1/12 
1/13 
1/16 


1/19 
1/24 
1/26 
1/27 
2/06 
2/07 


2/08 
2/16 
2/16 
2/16 
2/17 
2/23 
2/23 


INTRODUCED BY D. ZOLNIKOV 


INTRODUCED 

REFERRED TO TAXATION 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO TAXATION 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 18 
EFFECTIVE DATE: 2/23/2023 - ALL SECTIONS 


GENERALLY REVISE LAWS RELATED TO ALCOHOL 


BY REQUEST OF DEPARTMENT OF REVENUE 


12/18 


INTRODUCED 


12 


48 
50 


21 


99 
98 


LC0460 DRAFTER: COLES 


hb 


LC0438 DRAFTER: J. WALKER 


SB 64 


12/28 
1/05 
1/10 
1/11 
1/16 
1/17 


2/14 
2/22 
3/17 
3/17 
4/05 
4/06 


4/07 
AI17 
4/19 
4/22 
4/24 
5/01 
5/02 


INTRODUCED BY D. ZOLNIKOV 


REVISE LAWS RELATED TO EXTENSION OF INDIVIDUAL INCOME TAX STATUTE 


SENATE BILLS 


REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO BUSINESS AND LABOR 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 312 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


OF LIMITATIONS 


BY REQUEST OF DEPARTMENT OF REVENUE 


12/18 
12/28 
1/11 
1/17 
1/18 
1/20 
1/23 


3/11 
3/17 
3/20 
3/20 
4/05 
4/06 


4/07 
4/13 
4/19 
4/22 
4/24 
5/01 
5/02 


INTRODUCED 

REFERRED TO TAXATION 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO TAXATION 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 313 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


10 


46 
44 


19 


93 
86 


12 


49 
49 


21 


99 
90 


57 


x 


LC0468 DRAFTER: COLES 


58 


SB 65 


SB 66 


MONTANA HISTORY AND FINAL STATUS 2023 


INTRODUCED BY D. ZOLNIKOV LC0469 DRAFTER: COLES 
REVISE STATUTE OF LIMITATIONS FOR INCOME TAX REFUNDS AND CREDITS 

BY REQUEST OF DEPARTMENT OF REVENUE 

12/13. INTRODUCED 


12/28 REFERRED TO TAXATION 
1/10 HEARING 


1/11 COMMITTEE EXEC ACTION — BILL PASSED 12 0 
1/12 COMMITTEE REPORT — BILL PASSED 

1/16 2ND READING PASSED 35 15 
1/17 3RD READING PASSED 39 11 


TRANSMITTED TO HOUSE 
3/11 REFERRED TO TAXATION 
3/17 HEARING 


3/20 COMMITTEE EXEC ACTION — BILL CONCURRED 21 0 
3/20 COMMITTEE REPORT — BILL CONCURRED 

4/05 2ND READING CONCURRED 100 0O 
4/06 3RD READING CONCURRED 93 0 


RETURNED TO SENATE 

4/07 SENT TO ENROLLING 
4/13 RETURNED FROM ENROLLING 
4/19 SIGNED BY PRESIDENT 
4/22 SIGNED BY SPEAKER 
4/24 TRANSMITTED TO GOVERNOR 
5/01 SIGNED BY GOVERNOR 
5/02 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 314 

EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


INTRODUCED BY FOX LC0248 DRAFTER: POWER 


GENERALLY REVISE LAWS RELATED TO MONTANA NATIONAL GUARD BENEFITS 
AND RIGHTS 


BY REQUEST OF DEPARTMENT OF MILITARY AFFAIRS 
12/13. INTRODUCED 


12/28 REFERRED TO STATE ADMINISTRATION 
1/16 HEARING 


1/25 COMMITTEE EXEC ACTION — BILL PASSED 10 0 
1/26 COMMITTEE REPORT — BILL PASSED 

1/30 2ND READING PASSED 48 0 
1/31 3RD READING PASSED 50 =O 


TRANSMITTED TO HOUSE 
2/14 REFERRED TO STATE ADMINISTRATION 
2/21 HEARING 


3/17 COMMITTEE EXEC ACTION — BILL CONCURRED 18 0 
3/17 COMMITTEE REPORT — BILL CONCURRED 

3/23 2ND READING CONCURRED 99 1 
3/24 3RD READING CONCURRED 97 0 


RETURNED TO SENATE 
3/27 SENT TO ENROLLING 
4/04 RETURNED FROM ENROLLING 
4/07 SIGNED BY PRESIDENT 
4/14 SIGNED BY SPEAKER 


SB 67 


SB 68 


SENATE BILLS 


4/14 TRANSMITTED TO GOVERNOR 
4/24 SIGNED BY GOVERNOR 
4/24 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 231 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


INTRODUCED BY MCGILLVRAY 
GENERALLY REVISE SCHEDULING OF DANGEROUS DRUGS 
BY REQUEST OF DEPARTMENT OF JUSTICE 


12/13. FISCAL NOTE PROBABLE 

12/13. INTRODUCED 

12/21 FISCAL NOTE REQUESTED 

12/21 FISCAL NOTE RECEIVED 

12/28 REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
1/05 FISCAL NOTE SIGNED 

1/06 FISCAL NOTE PRINTED 

1/09 HEARING 

1/11 COMMITTEE EXEC ACTION — BILL PASSED 
1/12 COMMITTEE REPORT — BILL PASSED 

1/17 2ND READING PASSED 

1/18 3RD READING PASSED 


TRANSMITTED TO HOUSE 
2/14 REFERRED TO HUMAN SERVICES 
3/10 HEARING 
38/15 COMMITTEE EXEC ACTION — BILL CONCURRED 
3/16 COMMITTEE REPORT — BILL CONCURRED 
3/20 2ND READING CONCURRED 
3/21 3RD READING CONCURRED 


RETURNED TO SENATE 

3/23 SENT TO ENROLLING 
4/03 RETURNED FROM ENROLLING 
4/05 SIGNED BY PRESIDENT 
4/07 SIGNED BY SPEAKER 
4/12 TRANSMITTED TO GOVERNOR 
4/19 SIGNED BY GOVERNOR 
4/19 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 150 

EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


INTRODUCED BY USHER LC0348 DRAFTER: BURKHARDT 


REVISE LAWS RELATED TO CORONER INQUESTS FOR DOC FACILITIES 
BY REQUEST OF DEPARTMENT OF CORRECTIONS 


12/13. INTRODUCED 

12/28 REFERRED TO JUDICIARY 

1/06 HEARING 

Tid COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
1/19 COMMITTEE REPORT — BILL PASSED AS AMENDED 

1/23 2ND READING PASSED 

1/24 3RD READING PASSED 


TRANSMITTED TO HOUSE 
3/11 REFERRED TO JUDICIARY 


LC0345 DRAFTER: BURKHARDT 


50 


100 


10 


48 
48 


60 


SB 69 


SB 70 


3/21 
3/25 
3/27 
4/05 
4/06 


4/07 
4/13 
4/19 
4/22 
4/24 
5/01 
5/02 


MONTANA HISTORY AND FINAL STATUS 2023 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 16 3 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 85 15 
38RD READING CONCURRED 80 13 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 315 
EFFECTIVE DATE: 5/01/2023 - ALL SECTIONS 


INTRODUCED BY O’BRIEN LC0353 DRAFTER: SANKEY KEIP 


CLARIFY SCHOOL TRANSPORTATION LAWS RELATED TO PASSENGER VEHICLES 


BY REQUEST OF EDUCATION INTERIM COMMITTEE 


12/18 
12/28 
1/09 
1/11 
1/12 
1/13 
1/16 


1/19 
3/13 
3/18 
3/14 
3/16 
3/17 


3/18 
3/30 
3/31 
4/06 
4/12 
4/19 
4/19 


INTRODUCED 
REFERRED TO EDUCATION AND CULTURAL RESOURCES 
HEARING 


COMMITTEE EXEC ACTION — BILL PASSED 11 0 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 49 0 
38RD READING PASSED 50 0 


TRANSMITTED TO HOUSE 
REFERRED TO EDUCATION 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 13 0 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 93 7 
3RD READING CONCURRED 88 8 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 149 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


INTRODUCED BY O’BRIEN LC0354 DRAFTER: SANKEY KEIP 


REVISE THE QUALITY EDUCATOR LOAN ASSISTANCE PROGRAM 


BY REQUEST OF EDUCATION INTERIM COMMITTEE 


12/13 
12/13 
12/21 
12/21 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
FISCAL NOTE RECEIVED 


SB 71 


12/21 
12/21 
12/28 
1/09 
1/11 
1/12 
1/17 
1/17 
1/23 
1/26 
1/27 
2/02 
2/03 


2/17 
3/13 
3/18 
3/14 
3/16 
3/16 
3/21 
3/21 
3/22 
3/27 


3/29 
4/05 
4/07 
4/14 
4/14 
4/24 
4/24 


SENATE BILLS 61 


FISCAL NOTE SIGNED 
FISCAL NOTE PRINTED 
REFERRED TO EDUCATION AND CULTURAL RESOURCES 


HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 11 0 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 48 2 
REREFERRED TO FINANCE AND CLAIMS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 17 2 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 43 7 
38RD READING PASSED 46 4 


TRANSMITTED TO HOUSE 

REFERRED TO EDUCATION 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 13 0 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 75 25 
REREFERRED TO APPROPRIATIONS 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 17 6 
COMMITTEE REPORT — BILL CONCURRED 

3RD READING CONCURRED 59 37 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 232 
EFFECTIVE DATE: 4/24/2023 - ALL SECTIONS 


INTRODUCED BY SALOMON LC0387 DRAFTER: SANKEY KEIP 


GENERALLY REVISE MILK CONTROL POLICIES 


BY REQUEST OF DEPARTMENT OF LIVESTOCK 


12/18 
12/28 
1/06 
1/12 
1/13 
1/17 
1/18 


2/14 
3/16 
4/13 
4/14 
4/17 
4/18 


INTRODUCED 

REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 10 O 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 47 3 
3RD READING PASSED 50 0 


TRANSMITTED TO HOUSE 
REFERRED TO AGRICULTURE 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 19 O 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 98 1 


38RD READING CONCURRED 98 1 


62 


SB 72 


SB 73 


4/19 
4/23 
4/27 
4/29 
5/01 
5/04 
5/04 


INTRODUCED BY S. FITZPATRICK 


MONTANA HISTORY AND FINAL STATUS 2023 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 426 
EFFECTIVE DATE: 5/04/2023 - ALL SECTIONS 


REVISE JUDICIAL ADMINISTRATION OF WATER RIGHTS 


BY REQUEST OF DEPARTMENT OF NATURAL RESOURCES AND CONSERVATION 


12/18 
12/18 
12/21 
12/21 
12/28 
1/09 
1/09 
1/13 
1/19 
1/24 
1/24 
1/27 
2/01 
2/03 
2/06 
2/22 
2/24 


3/27 
4/06 
4/13 


INTRODUCED BY MCGILLVRAY 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

FISCAL NOTE RECEIVED 

REFERRED TO NATURAL RESOURCES 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 
REVISED FISCAL NOTE REQUESTED 

REREFERRED TO NATURAL RESOURCES 

REVISED FISCAL NOTE RECEIVED 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 
REVISED FISCAL NOTE PRINTED 

2ND READING PASSED AS AMENDED 

3RD READING PASSED 


TRANSMITTED TO HOUSE 
REFERRED TO JUDICIARY 
HEARING 

TABLED IN COMMITTEE 

DIED IN STANDING COMMITTEE 


28 


19 


CLARIFY AGENCY’S DUTY TO PERMIT INSPECTION FOR LEGISLATIVE AUDIT 
PURPOSES 


BY REQUEST OF LEGISLATIVE AUDIT COMMITTEE 


12/18 
12/28 
1/16 
1/27 
1/30 
2/01 
2/02 


3/11 
3/16 
4/04 


INTRODUCED 

REFERRED TO STATE ADMINISTRATION 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO STATE ADMINISTRATION 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 


10 


50 
34 


11 


LC0608 DRAFTER: MOHR 


22 
21 


0 


LC4126 DRAFTER: JOHNSON 


SB 74 


4/04 
4/12 
4/13 
4/14 


AI17 


4/19 
4/20 
4/20 
4/26 
5/04 
5/11 
5/11 
5/22 
6/05 
6/16 


INTRODUCED BY MCKAMEY 


SENATE BILLS 


COMMITTEE REPORT — CONCURRED AS AMD 
2ND READING CONCURRED 
38RD READING FAILED 


RECONSIDERED PREVIOUS ACTION; REMAINS IN 3RD READING 


PROCESS 
3RD READING CONCURRED 


RETURNED TO SENATE WITH AMENDMENTS 
2ND READING HOUSE AMDS CONCURRED 

38RD READING PASSED AS AMENDED BY HOUSE 
SENT TO ENROLLING 

RETURNED FROM ENROLLING 

SIGNED BY PRESIDENT 

SIGNED BY SPEAKER 

TRANSMITTED TO GOVERNOR 

VETOED BY GOVERNOR 

VETO OVERRIDE VOTE MAIL POLL IN PROGRESS 
VETO OVERRIDE FAILED IN LEGISLATURE 


REVISE ADMINISTRATIVE PROVISIONS OF MPERA 


BY REQUEST OF PUBLIC EMPLOYEES’ RETIREMENT BOARD 


12/18 
12/18 
12/21 
12/21 
12/21 
12/21 
12/28 
1/09 
1/11 
1/13 
1/18 
1/19 


2/14 
2/21 
4/04 
4/04 
4/07 
4/12 


4/13 
4/14 
4/14 
4/18 
4/20 
4/23 
4/26 
5/04 
5/04 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

REFERRED TO STATE ADMINISTRATION 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 
2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO STATE ADMINISTRATION 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO SENATE WITH AMENDMENTS 
2ND READING HOUSE AMDS CONCURRED 
3RD READING PASSED AS AMENDED BY HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 400 


EFFECTIVE DATE: 7/01/2023 - SECTIONS 1, 3-7, AND 9 -19 


EFFECTIVE DATE: 7/01/2024 - SECTIONS 2 AND 8 


50 
47 


10 


49 


63 


LC0242 DRAFTER: POWER 


— 


64 


SB 75 


SB 76 


MONTANA HISTORY AND FINAL STATUS 2023 


INTRODUCED BY S. FITZPATRICK LC0414 DRAFTER: J. WALKER 
GENERALLY REVISE LAWS RELATED TO ALCOHOL LICENSES 
BY REQUEST OF DEPARTMENT OF REVENUE 


12/14 FISCAL NOTE PROBABLE 

12/14 INTRODUCED 

12/21 FISCAL NOTE REQUESTED 

12/21 FISCAL NOTE RECEIVED 

12/21 FISCAL NOTE PRINTED 

12/28 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
1/04 HEARING 


1/10 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 10 0 
1/11 COMMITTEE REPORT — BILL PASSED AS AMENDED 

1/16 2ND READING PASSED 49 1 
1/17 3RD READING PASSED 48 2 


TRANSMITTED TO HOUSE 
2/14 REFERRED TO BUSINESS AND LABOR 
2/22 HEARING 
4/13 COMMITTEE EXEC ACTION — CONCURRED AS AMD 18 #1 
4/14 REVISED FISCAL NOTE REQUESTED 
4/14 COMMITTEE REPORT — CONCURRED AS AMD 
4/17 2ND READING CONCURRED AS AMD 90 9 
4/17 REVISED FISCAL NOTE RECEIVED 
4/17 REVISED FISCAL NOTE PRINTED 


4/18 3RD READING CONCURRED 89 10 
RETURNED TO SENATE WITH AMENDMENTS 

4/21 2ND READING HOUSE AMDS CONCURRED 50 «0 

4/24 38RD READING PASSED AS AMENDED BY HOUSE 45 4 


4/25 SENT TO ENROLLING 

4/27 RETURNED FROM ENROLLING 

5/04 SIGNED BY PRESIDENT 

5/11 SIGNED BY SPEAKER 

5/12 TRANSMITTED TO GOVERNOR 

5/22 SIGNED BY GOVERNOR 

5/22 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 749 
EFFECTIVE DATE: 5/22/2023 - SECTIONS 8-13 
EFFECTIVE DATE: 10/01/2023 - SECTIONS 5-6 
EFFECTIVE DATE: 7/01/2024 - SECTIONS 1-4 AND 7 


INTRODUCED BY MCCLAFFERTY LC0735 DRAFTER: HENNEMAN 
REMOVE REQUIREMENT TO ATTACH PAPER TAGS TO A GAME ANIMAL CARCASS 
BY REQUEST OF DEPARTMENT OF FISH, WILDLIFE, AND PARKS 

12/14 INTRODUCED 


12/28 REFERRED TO FISH AND GAME 
1/10 HEARING 


1/12 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 12 0 
1/13 COMMITTEE REPORT — BILL PASSED AS AMENDED 

1/18 2ND READING PASSED 50 0 
1/19 38RD READING PASSED 50 =O 


TRANSMITTED TO HOUSE 
2/14 REFERRED TO FISH, WILDLIFE AND PARKS 


SENATE BILLS 65 


3/14 HEARING 


3/16 COMMITTEE EXEC ACTION — BILL CONCURRED 19 O 
3/17 COMMITTEE REPORT — BILL CONCURRED 

4/06 2ND READING CONCURRED 100 0 
4/07 38RD READING CONCURRED 94 1 


RETURNED TO SENATE 

4/07 SENT TO ENROLLING 
4/17 RETURNED FROM ENROLLING 
4/19 SIGNED BY PRESIDENT 
4/22 SIGNED BY SPEAKER 
4/24 TRANSMITTED TO GOVERNOR 
5/01 SIGNED BY GOVERNOR 
5/02 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 316 

EFFECTIVE DATE: 5/01/2023 - ALL SECTIONS 


SB 77 INTRODUCED BY MORIGEAU [C1068 DRAFTER: WEISS 
GENERALLY REVISE LAWS RELATED TO REDISTRICTING DATA FOR INMATES 
BY REQUEST OF MONTANA DISTRICTING AND APPORTIONMENT COMMISSION 


12/14 FISCAL NOTE PROBABLE 

12/14 INTRODUCED 

12/21 FISCAL NOTE REQUESTED 

12/21 FISCAL NOTE RECEIVED 

12/28 REFERRED TO STATE ADMINISTRATION 
1/09 FISCAL NOTE PRINTED 

1/18 HEARING 


1/27 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 9 1 
1/30 COMMITTEE REPORT — BILL PASSED AS AMENDED 

2/01 2ND READING PASSED 43 7 
2/02 38RD READING PASSED 39 11 


TRANSMITTED TO HOUSE 
2/14 REFERRED TO STATE ADMINISTRATION 
38/15 HEARING 


3/17 COMMITTEE EXEC ACTION — BILL CONCURRED 18 0 
3/17 COMMITTEE REPORT — BILL CONCURRED 

3/28 2ND READING CONCURRED 91 9 
3/29 3RD READING CONCURRED 85 12 


RETURNED TO SENATE 

3/30 SENT TO ENROLLING 
4/05 RETURNED FROM ENROLLING 
4/07 SIGNED BY PRESIDENT 
4/14 SIGNED BY SPEAKER 
4/14 TRANSMITTED TO GOVERNOR 
4/24 SIGNED BY GOVERNOR 
4/24 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 233 

EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


SB 78 INTRODUCED BY GILLESPIE LC0389 DRAFTER: E. SULLIVAN 
REVISE REIMBURSEMENT VALUES FOR REGISTERED LIVESTOCK 


BY REQUEST OF LIVESTOCK LOSS BOARD 


66 


SB 79 


SB 80 


12/15 
12/21 
12/21 
12/21 
12/21 
12/28 
1/10 
1/12 
1/16 
1/19 
1/20 


2/14 
3/21 
4/13 
4/14 
4/17 
4/18 


4/19 
4/23 
4/27 
4/29 
5/01 
5/04 
5/04 


MONTANA HISTORY AND FINAL STATUS 2023 


INTRODUCED 

FISCAL NOTE REQUESTED 
FISCAL NOTE RECEIVED 
FISCAL NOTE SIGNED 
FISCAL NOTE PRINTED 


REFERRED TO AGRICULTURE, LIVESTOCK AND IRRIGATION 


HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO AGRICULTURE 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 427 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


INTRODUCED BY R. LYNCH 


REVISE LAWS RELATING TO PEACE OFFICER STATUS 


BY REQUEST OF DEPARTMENT OF CORRECTIONS 


12/15 
12/21 
12/28 
1/04 
1/04 
1/05 
1/06 
1/12 
3/18 


INTRODUCED BY FOX 


AUTHORIZE INVESTMENT AUTHORITY FOR RETAINED INTEREST 


INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO JUDICIARY 
FISCAL NOTE RECEIVED 
FISCAL NOTE SIGNED 
FISCAL NOTE PRINTED 
HEARING 

TABLED IN COMMITTEE 


MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 


DIED IN STANDING COMMITTEE 


BY REQUEST OF DEPARTMENT OF COMMERCE 


12/15 
12/15 
12/21 
12/21 
12/21 
12/21 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
FISCAL NOTE RECEIVED 
FISCAL NOTE SIGNED 
FISCAL NOTE PRINTED 


45 


19 


99 


11 


Ol 


LC0349 DRAFTER: ALLEN 


LC0410 DRAFTER: JOHNSON 


SB 81 


12/28 
1/05 
1/10 
1/11 
1/12 
1/13 


1/18 
1/25 
1/25 
1/25 
2/06 
2/07 


2/08 
2/16 
2/16 
2/16 
2/17 
2/23 
2/23 


SENATE BILLS 67 


REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 


HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 10 0 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 49 0 
3RD READING PASSED 49 0 


TRANSMITTED TO HOUSE 
REFERRED TO BUSINESS AND LABOR 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 18 0 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 95 5 
38RD READING CONCURRED 95 3 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 16 
EFFECTIVE DATE: 2/23/2023 - ALL SECTIONS 


INTRODUCED BY TEMPEL LC0458 DRAFTER: COLES 


REVISE DESCRIPTION OF PIPELINE CARRIER FOR PROPERTY TAX PURPOSES 


BY REQUEST OF DEPARTMENT OF REVENUE 


12/15 
12/28 
1/11 
1/17 
1/18 
1/20 
1/23 


3/11 
3/17 
3/20 
3/20 
3/23 
3/24 


3/27 
4/04 
4/07 
4/14 
4/14 
4/24 
4/24 


INTRODUCED 

REFERRED TO TAXATION 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 12 0 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 49 0 
38RD READING PASSED 49 0 


TRANSMITTED TO HOUSE 
REFERRED TO TAXATION 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 21 0 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 99 1 
3RD READING CONCURRED 99 0 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 234 
EFFECTIVE DATE: 4/24/2023 - ALL SECTIONS 


68 


SB 82 


SB 83 


SB 84 


MONTANA HISTORY AND FINAL STATUS 2023 


INTRODUCED BY FRIEDEL LC0610 DRAFTER: MOHR 
INCREASE PUBLIC WATER SUPPLY CONNECTION FEES 
BY REQUEST OF DEPARTMENT OF ENVIRONMENTAL QUALITY 


12/15 FISCAL NOTE PROBABLE 
12/15 INTRODUCED 
12/21 FISCAL NOTE REQUESTED 
12/28 REFERRED TO NATURAL RESOURCES 
1/18 BILL NOT HEARD AT SPONSOR’S REQUEST 
2/20 TABLED IN COMMITTEE 11 0 
4/06 MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


INTRODUCED BY CUFFE LC0687 DRAFTER: MOHR 
CREATE WESTERN MONTANA CONSERVATION COMMISSION 
12/15 INTRODUCED 


12/28 REFERRED TO NATURAL RESOURCES 
1/23 HEARING 


1/27 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 11 0 
2/02 COMMITTEE REPORT — BILL PASSED AS AMENDED 

2/06 2ND READING PASSED 49 0 
2/07 3RD READING PASSED 49 0 


TRANSMITTED TO HOUSE 
2/17 REFERRED TO NATURAL RESOURCES 
3/13 HEARING 


3/15 TABLED IN COMMITTEE 15 0 
3/17 TAKEN FROM TABLE IN COMMITTEE 

3/17 COMMITTEE EXEC ACTION — CONCURRED AS AMD 15 0 
3/20 COMMITTEE REPORT — CONCURRED AS AMD 

4/04 2ND READING CONCURRED 100 O 
4/05 38RD READING CONCURRED 96 0 

RETURNED TO SENATE WITH AMENDMENTS 

4/18 2ND READING HOUSE AMDS CONCURRED 49 1 
4/19 3RD READING PASSED AS AMENDED BY HOUSE 48 1 


4/20 SENT TO ENROLLING 
4/24 RETURNED FROM ENROLLING 
4/27 SIGNED BY PRESIDENT 
4/29 SIGNED BY SPEAKER 
5/01 TRANSMITTED TO GOVERNOR 
5/04 SIGNED BY GOVERNOR 
5/04 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 428 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


INTRODUCED BY BROWN LC0737 DRAFTER: HENNEMAN 
REVISE LAWS RELATED TO HUNTING AND AIRCRAFT USE 

BY REQUEST OF DEPARTMENT OF FISH, WILDLIFE, AND PARKS 

12/15 INTRODUCED 

12/28 REFERRED TO FISH AND GAME 


1/12 HEARING 
1/19 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 12 0 


SB 85 


SB 86 


1/23 
1/26 
1/27 


2/14 
3/16 
3/30 
3/31 
4/05 
4/06 


4/07 
4/13 
4/19 
4/22 
4/24 
5/01 
5/02 


INTRODUCED BY LANG 


SENATE BILLS 


COMMITTEE REPORT — BILL PASSED AS AMENDED 
2ND READING PASSED 
38RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO FISH, WILDLIFE AND PARKS 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 317 
EFFECTIVE DATE: 5/01/2023 - ALL SECTIONS 


69 


46 3 
48 1 
18 #1 
100 O 
92 1 


LC0746 DRAFTER: HENNEMAN 


REQUIRE MANAGEMENT OF DELISTED GRIZZLY BEARS AT SUSTAINABLE LEVELS 


BY REQUEST OF DEPARTMENT OF FISH, WILDLIFE, AND PARKS 


12/15 
12/28 
1/17 
1/19 
1/23 
1/26 
1/27 


2/14 
3/16 
4/18 


INTRODUCED BY MORIGEAU 


INTRODUCED 
REFERRED TO FISH AND GAME 
HEARING 


COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 


COMMITTEE REPORT — BILL PASSED AS AMENDED 
2ND READING PASSED 
3RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO FISH, WILDLIFE AND PARKS 
HEARING 

TABLED IN COMMITTEE 

DIED IN STANDING COMMITTEE 


10 2 


38 11 
37 12 


18 #1 


LC1069 DRAFTER: WEISS 


LIMITING THE NUMBER OF REGISTERED VOTERS IN EACH ELECTION PRECINCT 


BY REQUEST OF MONTANA DISTRICTING AND APPORTIONMENT COMMISSION 


12/15 
12/28 
1/18 
1/27 
1/30 
2/01 
2/02 


2/14 
3/15 


INTRODUCED 

REFERRED TO STATE ADMINISTRATION 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO HOUSE 
REFERRED TO STATE ADMINISTRATION 
HEARING 


10 O 
47 3 
44 6 


70 


SB 87 


SB 88 


MONTANA HISTORY AND FINAL STATUS 2023 


3/17 COMMITTEE EXEC ACTION — CONCURRED AS AMD 18 0 

3/17 COMMITTEE REPORT — CONCURRED AS AMD 

3/28 2ND READING CONCURRED 94 6 

3/29 3RD READING CONCURRED 91 6 
RETURNED TO SENATE WITH AMENDMENTS 

4/03 2ND READING HOUSE AMDS CONCURRED 50 0 

4/04 38RD READING PASSED AS AMENDED BY HOUSE 50 =O 


4/05 SENT TO ENROLLING 
4/06 RETURNED FROM ENROLLING 
4/12 SIGNED BY PRESIDENT 
4/12 SIGNED BY SPEAKER 
4/14 TRANSMITTED TO GOVERNOR 
4/24 SIGNED BY GOVERNOR 
4/24 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 235 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


INTRODUCED BY MCGILLVRAY LC0270 DRAFTER: O’°CONNELL 
ELIMINATE BOARD OF PUBLIC ASSISTANCE 

BY REQUEST OF DEPARTMENT OF PUBLIC HEALTH AND HUMAN SERVICES 

12/15 INTRODUCED 


12/28 REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
1/09 HEARING 


1/09 COMMITTEE EXEC ACTION — BILL PASSED 6 3 
1/12 COMMITTEE REPORT — BILL PASSED 

1/13 2ND READING PASSED 387 12 
1/16 3RD READING PASSED 34 16 


TRANSMITTED TO HOUSE 

1/19 REFERRED TO HUMAN SERVICES 

3/18 HEARING 

3/16 TABLED IN COMMITTEE 13 8 
DIED IN STANDING COMMITTEE 


INTRODUCED BY CURDY LC0744 DRAFTER: HENNEMAN 
EXEMPT LIFETIME FISHING LICENSES FOR THE BLIND FROM AIS PASS 

BY REQUEST OF DEPARTMENT OF FISH, WILDLIFE, AND PARKS 

12/15 INTRODUCED 


12/28 REFERRED TO FISH AND GAME 
1/10 HEARING 


1/12 COMMITTEE EXEC ACTION — BILL PASSED 12 0 
1/13 COMMITTEE REPORT — BILL PASSED 

1/18 2ND READING PASSED 48 2 
1/19 38RD READING PASSED 48 2 


TRANSMITTED TO HOUSE 
2/14 REFERRED TO FISH, WILDLIFE AND PARKS 
3/14 HEARING 


3/16 COMMITTEE EXEC ACTION — BILL CONCURRED 19 O 
3/17 COMMITTEE REPORT — BILL CONCURRED 
4/06 2ND READING CONCURRED 100 0 


4/07 3RD READING CONCURRED 95 0 


SB 89 


SB 90 


4/07 
4/13 
4/19 
4/22 
4/24 
5/01 
5/02 


INTRODUCED BY R. LYNCH 


SENATE BILLS 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 318 
EFFECTIVE DATE: 5/01/2023 - ALL SECTIONS 


CREATE PRETRIAL DIVERSION PILOT PROGRAM 


BY REQUEST OF CRIMINAL JUSTICE OVERSIGHT COUNCIL 


12/15 
12/15 
12/21 
12/21 
12/28 
1/05 
1/05 
1/06 
1/17 
1/19 
1/23 
1/23 
1/26 
1/26 
1/27 
2/01 


2/14 
3/23 
3/25 
3/27 
4/04 
4/04 
4/05 
4/13 
4/13 
4/14 
4/17 
4/18 


4/19 
4/19 
4/19 


INTRODUCED BY BOLDMAN 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

FISCAL NOTE RECEIVED 

REFERRED TO JUDICIARY 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 
2ND READING PASSED 

REREFERRED TO FINANCE AND CLAIMS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

38RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 

REREFERRED TO APPROPRIATIONS 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 
REVISED FISCAL NOTE REQUESTED 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO SENATE WITH AMENDMENTS 
REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE SIGNED 

REVISED FISCAL NOTE PRINTED 

DIED IN PROCESS 


ALLOW FOR CERTAIN EXCEPTIONS RELATED TO BOTTLE CLUBS 


BY REQUEST OF DEPARTMENT OF REVENUE 


12/15 


FISCAL NOTE PROBABLE 
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12/15 INTRODUCED 
12/21 FISCAL NOTE REQUESTED 
12/21 FISCAL NOTE RECEIVED 
12/21 FISCAL NOTE SIGNED 
12/21 FISCAL NOTE PRINTED 
12/28 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
1/24 HEARING 
1/27 TABLED IN COMMITTEE 10 O 
3/18 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


SB91 INTRODUCED BY EMRICH [C0197 DRAFTER: BURKHARDT 
ELIMINATE JAIL PENALTIES FOR LITTERING 
BY REQUEST OF STATE PUBLIC DEFENDER 


12/15 FISCAL NOTE PROBABLE 
12/15 INTRODUCED 

12/21 FISCAL NOTE REQUESTED 
12/21 FISCAL NOTE RECEIVED 
12/21 FISCAL NOTE SIGNED 
12/28 REFERRED TO JUDICIARY 
1/06 FISCAL NOTE PRINTED 
1/06 HEARING 


1/06 COMMITTEE EXEC ACTION — BILL PASSED 11 0 
1/09 COMMITTEE REPORT — BILL PASSED 

1/10 2ND READING PASSED 48 2 
1/11 38RD READING PASSED 49 0 


TRANSMITTED TO HOUSE 
1/16 REFERRED TO JUDICIARY 
1/26 HEARING 


1/31 COMMITTEE EXEC ACTION — CONCURRED AS AMD 14. 5 

1/31 COMMITTEE REPORT — CONCURRED AS AMD 

2/10 2ND READING CONCURRED 89 10 

2/18 3RD READING CONCURRED 89 8 
RETURNED TO SENATE WITH AMENDMENTS 

2/16 2ND READING HOUSE AMDS CONCURRED 50 =O 

2/17 38RD READING PASSED AS AMENDED BY HOUSE 48 0 


2/17 SENT TO ENROLLING 
3/01 RETURNED FROM ENROLLING 
3/10 SIGNED BY PRESIDENT 
3/14 SIGNED BY SPEAKER 
3/16 TRANSMITTED TO GOVERNOR 
3/23 SIGNED BY GOVERNOR 
3/23 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 77 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


SB 92 INTRODUCED BY EMRICH [C0198 DRAFTER: BURKHARDT 
ELIMINATE JAIL PENALTIES FOR DRIVING WHILE SUSPENDED/REVOKED 
BY REQUEST OF STATE PUBLIC DEFENDER 
12/15 FISCAL NOTE PROBABLE 


12/15 INTRODUCED 
12/21 FISCAL NOTE REQUESTED 


SB 93 


SB 94 


12/21 
12/28 
1/09 
1/10 
1/16 
3/13 


INTRODUCED BY CUFFE 


SENATE BILLS 


FISCAL NOTE RECEIVED 
REFERRED TO JUDICIARY 
FISCAL NOTE PRINTED 
HEARING 

TABLED IN COMMITTEE 


MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 


DIED IN STANDING COMMITTEE 


GENERALLY REVISING BALLOT ISSUES 


BY REQUEST OF STATE ADMINISTRATION AND VETERANS’ AFFAIRS INTERIM 
COMMITTEE 


12/16 
12/28 
2/01 
2/08 
2/09 
2/10 
2/20 
2/20 
2/20 
2/23 
2/23 
2/24 
2/24 
2/24 
2/27 


3/13 
3/27 
4/05 
4/05 
4/12 
4/12 
4/12 
4/13 
4/14 
4/17 


4/21 
4/24 
4/25 
4/27 
5/04 
5/11 
5/11 
5/19 
5/22 


INTRODUCED BY USHER 


GENERALLY REVISE LAWS RELATED TO RECOVERY RESIDENCES 


INTRODUCED 
REFERRED TO STATE ADMINISTRATION 
HEARING 


COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 


COMMITTEE REPORT — BILL PASSED AS AMENDED 
FISCAL NOTE REQUESTED 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

2ND READING PASSED 

REREFERRED TO FINANCE AND CLAIMS 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

3RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO STATE ADMINISTRATION 
HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 
2ND READING CONCURRED 

REREFERRED TO APPROPRIATIONS 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

38RD READING CONCURRED 


RETURNED TO SENATE WITH AMENDMENTS 
2ND READING HOUSE AMDS CONCURRED 
3RD READING PASSED AS AMENDED BY HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 647 
EFFECTIVE DATE: 5/19/2023 - ALL SECTIONS 
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BY REQUEST OF CRIMINAL JUSTICE OVERSIGHT COUNCIL 


12/16 
12/28 
1/10 
1/11 
1/17 
1/18 
1/24 
1/25 
1/27 
1/27 
2/02 
2/07 
2/08 
2/08 
2/15 
2/20 
2/21 
2/23 


3/18 
3/23 
4/04 
4/04 
4/12 
4/12 
4/12 
4/13 
4/13 
AI17 


5/02 
5/02 
5/02 
5/05 
5/10 
5/11 
5/11 
5/19 
5/22 


SB 95 INTRODUCED BY USHER 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

FISCAL NOTE REQUESTED 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 

REREFERRED TO FINANCE AND CLAIMS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
REVISED FISCAL NOTE REQUESTED 

COMMITTEE REPORT — BILL PASSED AS AMENDED 
REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE PRINTED 

2ND READING PASSED AS AMENDED 

38RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 
2ND READING CONCURRED AS AMD 
REREFERRED TO APPROPRIATIONS 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

3RD READING CONCURRED 


RETURNED TO SENATE WITH AMENDMENTS 
2ND READING HOUSE AMDS CONCURRED 
38RD READING PASSED AS AMENDED BY HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 648 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


GENERALLY REVISE THEFT LAWS 


BY REQUEST OF CRIMINAL JUSTICE OVERSIGHT COUNCIL 


12/16 
12/16 
12/21 
12/28 
1/10 
1/10 
1/10 
1/12 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO JUDICIARY 

HEARING 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 


40 


47 
43 


12 


100 


19 


97 


49 
48 
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1/17 COMMITTEE REPORT — BILL PASSED AS AMENDED 

1/19 2ND READING PASSED 386 14 
1/19 REREFERRED TO FINANCE AND CLAIMS 

1/23 HEARING 


2/07 COMMITTEE EXEC ACTION — BILL PASSED 13 6 
2/08 COMMITTEE REPORT — BILL PASSED 
2/09 38RD READING PASSED 386 14 


TRANSMITTED TO HOUSE 
3/10 REFERRED TO JUDICIARY 
3/23 HEARING 


3/25 COMMITTEE EXEC ACTION — BILL CONCURRED 11 8 
3/27 COMMITTEE REPORT — BILL CONCURRED 
4/05 2ND READING CONCURRED 67 33 


4/05 REREFERRED TO APPROPRIATIONS 
4/06 HEARING 
4/12 REVISED FISCAL NOTE REQUESTED 

4/17 REVISED FISCAL NOTE RECEIVED 

4/17 REVISED FISCAL NOTE PRINTED 

4/20 COMMITTEE EXEC ACTION — CONCURRED AS AMD 16 7 
4/20 COMMITTEE REPORT — CONCURRED AS AMD 

4/21 REVISED FISCAL NOTE REQUESTED 

4/27 2ND READING CONCURRED 66 33 
4/27 REVISED FISCAL NOTE RECEIVED 

4/27 REVISED FISCAL NOTE PRINTED 

4/28 38RD READING CONCURRED 67 32 


RETURNED TO SENATE WITH AMENDMENTS 
5/01 2ND READING HOUSE AMDS NOT CONCURRED 49 1 
5/01 CONFERENCE COMMITTEE APPOINTED 
5/01 CONFERENCE COMMITTEE APPOINTED 
5/02 HEARING 
5/02 CONFERENCE COMMITTEE REPORT RECEIVED 4 2 
5/02 CONFERENCE COMMITTEE REPORT RECEIVED 4 2 
DIED IN PROCESS 


INTRODUCED BY USHER LC0289 DRAFTER: ALLEN 


CREATE SEPARATE DEFINITION FOR PERSISTENT FELONY OFFENDER UNDER 
SUPERVISION 


BY REQUEST OF CRIMINAL JUSTICE OVERSIGHT COUNCIL 


12/16 FISCAL NOTE PROBABLE 
12/16 INTRODUCED 

12/21 FISCAL NOTE REQUESTED 
12/21 FISCAL NOTE RECEIVED 
12/28 REFERRED TO JUDICIARY 
1/09 FISCAL NOTE PRINTED 
1/10 HEARING 


1/12 COMMITTEE EXEC ACTION — BILL PASSED 9 2 
1/17 COMMITTEE REPORT — BILL PASSED 

1/24 2ND READING PASSED 82 17 
1/25 3RD READING PASSED 33 16 


TRANSMITTED TO HOUSE 
3/11 REFERRED TO JUDICIARY 
3/23 HEARING 
3/31 COMMITTEE EXEC ACTION — CONCURRED AS AMD 12. «7 
3/31 COMMITTEE REPORT — CONCURRED AS AMD 
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2ND READING CONCURRED 
38RD READING CONCURRED 


RETURNED TO SENATE WITH AMENDMENTS 
2ND READING HOUSE AMDS CONCURRED 
3RD READING PASSED AS AMENDED BY HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 649 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


INTRODUCED BY K. REGIER 


IMPLEMENT RENEWABLE PORTFOLIO STANDARD PRODUCTION TAX FOR 


PROPERTY TAX RELIEF 


1/03 
1/03 
1/03 
1/11 
1/11 
1/18 
1/26 
4/06 


INTRODUCED BY K. REGIER 


REVISE THE JURISDICTION AREA OF MUNICIPAL HEALTH BOARDS 


1/03 
1/03 
1/09 
1/09 
1/10 
1/11 
1/12 


1/17 
1/26 
2/16 
2/17 
3/13 
3/14 


3/16 
3/24 
3/29 
4/07 
4/12 
4/19 
4/19 


INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO TAXATION 
FISCAL NOTE RECEIVED 
FISCAL NOTE PRINTED 
HEARING 

TABLED IN COMMITTEE 


MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 


DIED IN STANDING COMMITTEE 


INTRODUCED 

REFERRED TO LOCAL GOVERNMENT 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO LOCAL GOVERNMENT 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 148 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 
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SB99 INTRODUCED BY FULLER [C1360 DRAFTER: CARROLL 
PROVIDE FOR A YOUTH HEALTH PROTECTION ACT 


1/03 INTRODUCED 

1/03 REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
1/04 REREFERRED TO JUDICIARY 

1/27 HEARING 


1/31 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 7 ~#4 
2/01 COMMITTEE REPORT — BILL PASSED AS AMENDED 

2/07 2ND READING PASSED 28 21 
2/08 3RD READING PASSED 30 20 


TRANSMITTED TO HOUSE 
3/11 REFERRED TO JUDICIARY 
3/20 HEARING 


3/21 COMMITTEE EXEC ACTION — CONCURRED AS AMD 13 6 

3/21 COMMITTEE REPORT — CONCURRED AS AMD 

3/23 2ND READING CONCURRED 65 35 

3/24 38RD READING CONCURRED 65 34 
RETURNED TO SENATE WITH AMENDMENTS 

3/28 2ND READING HOUSE AMDS CONCURRED 33 17 

3/29 3RD READING PASSED AS AMENDED BY HOUSE 32 17 


3/29 SENT TO ENROLLING 
4/05 RETURNED FROM ENROLLING 
4/17 SIGNED BY PRESIDENT 
4/17 SIGNED BY SPEAKER 
4/17 TRANSMITTED TO GOVERNOR 
4/17 RETURNED WITH GOVERNOR’S PROPOSED AMENDMENTS 
4/17 2ND READING GOVERNOR’S PROPOSED AMENDMENTS ADOPTED — 31 19 
4/18 RETURNED WITH GOVERNOR’S PROPOSED AMENDMENTS 
4/18 2ND READING GOVERNOR’S PROPOSED AMENDMENTS ADOPTED 66 34 
4/19 3RD READING GOVERNOR'S PROPOSED AMENDMENTS ADOPTED — 65 33 
4/19 38RD READING GOVERNOR’S PROPOSED AMENDMENTS ADOPTED © 31 17 
4/20 SENT TO ENROLLING 
4/20 RETURNED FROM ENROLLING 
4/20 SIGNED BY PRESIDENT 
4/21 SIGNED BY SPEAKER 
4/21 TRANSMITTED TO GOVERNOR 
4/28 SIGNED BY GOVERNOR 
4/28 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 306 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


SB 100 INTRODUCED BY HERTZ [C0211 DRAFTER: J. WALKER 
REVISING LAWS RELATED TO NATUROPATHS AND NATURAL SUBSTANCES 
1/03 INTRODUCED 


1/03 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
1/11 HEARING 


1/12 COMMITTEE EXEC ACTION — BILL PASSED 10 O 
1/13 COMMITTEE REPORT — BILL PASSED 

1/18 2ND READING PASSED 44 6 
1/19 38RD READING PASSED 45 5 


TRANSMITTED TO HOUSE 
2/17 REFERRED TO BUSINESS AND LABOR 


78 MONTANA HISTORY AND FINAL STATUS 2023 


3/17 HEARING 


3/20 COMMITTEE EXEC ACTION — BILL CONCURRED 17 2 
3/20 COMMITTEE REPORT — BILL CONCURRED 

3/24 2ND READING CONCURRED 94 6 
3/25 38RD READING CONCURRED 84 7 


RETURNED TO SENATE 

3/27 SENT TO ENROLLING 
4/04 RETURNED FROM ENROLLING 
4/07 SIGNED BY PRESIDENT 
4/14 SIGNED BY SPEAKER 
4/14 TRANSMITTED TO GOVERNOR 
4/24 SIGNED BY GOVERNOR 
4/24 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 236 

EFFECTIVE DATE: 4/24/2023 - ALL SECTIONS 


SB 101 INTRODUCED BY HERTZ [C0210 DRAFTER: J. WALKER 
GENERALLY REVISE NATUROPATHIC IN-OFFICE DISPENSING LAWS 
1/03 INTRODUCED 


1/03 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
1/11 HEARING 


1/12 COMMITTEE EXEC ACTION — BILL PASSED 10 O 
1/13 COMMITTEE REPORT — BILL PASSED 

1/18 2ND READING PASSED 46 4 
1/19 38RD READING PASSED 45 5 


TRANSMITTED TO HOUSE 
2/17 REFERRED TO BUSINESS AND LABOR 
3/17 HEARING 


3/20 COMMITTEE EXEC ACTION — BILL CONCURRED 15 4 
3/20 COMMITTEE REPORT — BILL CONCURRED 

3/24 2ND READING CONCURRED 92 8 
3/25 3RD READING CONCURRED 82 9 


RETURNED TO SENATE 

3/27 SENT TO ENROLLING 
4/04 RETURNED FROM ENROLLING 
4/07 SIGNED BY PRESIDENT 
4/14 SIGNED BY SPEAKER 
4/14 TRANSMITTED TO GOVERNOR 
4/24 SIGNED BY GOVERNOR 
4/24 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 237 

EFFECTIVE DATE: 4/24/2023 - ALL SECTIONS 


SB 102 INTRODUCED BY CUFFE LC0148 DRAFTER: J. WALKER 


GENERALLY REVISING LAWS RELATED TO SPORTS WAGERING SALES AGENTS’ 
COMMISSIONS 


1/03 INTRODUCED 

1/03 FISCAL NOTE REQUESTED 

1/03 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 

1/10 HEARING 

1/10 COMMITTEE EXEC ACTION — BILL PASSED 10 O 
1/11 COMMITTEE REPORT — BILL PASSED 

1/12 2ND READING PASSED 47 2 


1/13 


1/18 
1/25 
1/27 
1/27 
2/03 
2/06 


2/08 
2/16 
2/16 
2/16 
2/17 
2/23 
2/23 


SB 103 INTRODUCED BY BEARD 


REVISE AIRPORT COURTESY CAR INSURANCE REQUIREMENTS 


1/03 
1/03 
1/03 
1/09 
1/09 
1/09 
1/09 
1/10 
1/11 
1/12 


1/17 
1/31 
2/02 
2/03 
2/10 
2/18 


2/15 
2/27 
3/01 
3/01 
3/09 
3/16 
3/16 


SENATE BILLS 


38RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO BUSINESS AND LABOR 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 15 
EFFECTIVE DATE: 2/23/2023 - ALL SECTIONS 


INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO LOCAL GOVERNMENT 
FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO LOCAL GOVERNMENT 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 74 
EFFECTIVE DATE: 3/16/2023 - ALL SECTIONS 


SB 104 INTRODUCED BY FULLER 


EXEMPT RETIRED MILITARY PENSIONS FROM STATE INCOME TAX 


1/04 


INTRODUCED 
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1/04 
1/04 
1/11 
1/11 
1/11 
1/11 
1/11 
2/09 
2/21 
2/22 
2/27 
2/28 
3/10 
3/10 
3/17 
3/17 
3/17 
3/21 


3/23 
4/06 
4/14 
4/14 
4/20 
4/20 
4/20 
4/21 
4/21 
4/21 
4/24 
4/27 
4/27 
4/28 


5/01 
5/01 
5/01 
5/01 
5/02 
5/04 
5/05 
5/11 
5/11 
5/19 
5/22 


SB 105 INTRODUCED BY S. FITZPATRICK 
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FISCAL NOTE REQUESTED 

REFERRED TO TAXATION 

FISCAL NOTE RECEIVED 

SPONSOR REBUTTAL TO FISCAL NOTE REQUESTED 
SPONSOR REBUTTAL TO FISCAL NOTE RECEIVED 
FISCAL NOTE PRINTED 

SPONSOR REBUTTAL TO FISCAL NOTE PRINTED 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 
REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE PRINTED 

2ND READING PASSED AS AMENDED 

REREFERRED TO FINANCE AND CLAIMS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

3RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO TAXATION 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

REREFERRED TO APPROPRIATIONS 

HEARING 

TABLED IN COMMITTEE 

TAKEN FROM TABLE IN COMMITTEE 
COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 
2ND READING CONCURRED AS AMD 

REVISED FISCAL NOTE REQUESTED 

38RD READING CONCURRED 


RETURNED TO SENATE WITH AMENDMENTS 
2ND READING HOUSE AMDS CONCURRED 
3RD READING PASSED AS AMENDED BY HOUSE 
REVISED FISCAL NOTE RECEIVED 
REVISED FISCAL NOTE PRINTED 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 650 
EFFECTIVE DATE: 5/19/2023 - SECTIONS 2-4 
EFFECTIVE DATE: 1/01/2024 - SECTION 1 


PROHIBIT RENT CONTROL OF PRIVATE PROPERTY 


1/04 
1/04 
1/10 
1/24 


INTRODUCED 

REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
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SENATE BILLS 81 


1/25 COMMITTEE REPORT — BILL PASSED AS AMENDED 
1/27 2ND READING PASSED 39 10 
1/30 38RD READING PASSED 39° = 9 


TRANSMITTED TO HOUSE 
3/11 REFERRED TO JUDICIARY 
3/17 HEARING 


3/21 COMMITTEE EXEC ACTION — BILL CONCURRED 13 6 
3/21 COMMITTEE REPORT — BILL CONCURRED 

4/05 2ND READING CONCURRED 70 30 
4/06 3RD READING CONCURRED 66 27 


RETURNED TO SENATE 

4/07 SENT TO ENROLLING 
4/13 RETURNED FROM ENROLLING 
4/19 SIGNED BY PRESIDENT 
4/22 SIGNED BY SPEAKER 
4/24 TRANSMITTED TO GOVERNOR 
5/01 SIGNED BY GOVERNOR 
5/02 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 319 

EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


SB 106 INTRODUCED BY S. FITZPATRICK LC0676 DRAFTER: J. WALKER 
REVISE VEHICLE AND VESSEL TITLE LAWS RELATING TO TRANSFER 
1/02 INTRODUCED 


1/06 REFERRED TO JUDICIARY 
1/11 HEARING 


1/11 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 11 0 
1/19 COMMITTEE REPORT — BILL PASSED AS AMENDED 

1/23 2ND READING PASSED 49 0 
1/24 38RD READING PASSED 49 0 


TRANSMITTED TO HOUSE 
3/11 REFERRED TO TRANSPORTATION 
38/15 HEARING 


3/17 COMMITTEE EXEC ACTION — BILL CONCURRED 15 0 

3/20 COMMITTEE REPORT — BILL CONCURRED 

4/05 2ND READING CONCURRED AS AMD 100 O 

4/07 3RD READING CONCURRED 93 2 
RETURNED TO SENATE WITH AMENDMENTS 

4/13 2ND READING HOUSE AMDS CONCURRED 48 2 

4/14 38RD READING PASSED AS AMENDED BY HOUSE 50 «(OO 


4/14 SENT TO ENROLLING 
4/18 RETURNED FROM ENROLLING 
4/20 SIGNED BY PRESIDENT 
4/23 SIGNED BY SPEAKER 
4/26 TRANSMITTED TO GOVERNOR 
5/01 SIGNED BY GOVERNOR 
5/02 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 320 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


SB 107 INTRODUCED BY S. FITZPATRICK LC0749 DRAFTER: J. WALKER 


REVISING LAWS RELATING TO CIVIL LIABILITY FOR INJURIES INVOLVING 
ALCOHOL 
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1/04 INTRODUCED 
1/04 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
1/10 HEARING 


1/12 COMMITTEE EXEC ACTION — BILL PASSED 8 2 
1/13 COMMITTEE REPORT — BILL PASSED 

1/18 2ND READING PASSED 33 17 
1/19 38RD READING PASSED 32 18 


TRANSMITTED TO HOUSE 
2/02 REFERRED TO BUSINESS AND LABOR 
2/14 HEARING 


3/17 COMMITTEE EXEC ACTION — BILL CONCURRED 16 38 
3/17 COMMITTEE REPORT — BILL CONCURRED 

4/06 2ND READING CONCURRED 61 39 
4/07 3RD READING CONCURRED 59 36 


RETURNED TO SENATE 

4/07 SENT TO ENROLLING 
4/13 RETURNED FROM ENROLLING 
4/19 SIGNED BY PRESIDENT 
4/22 SIGNED BY SPEAKER 
4/24 TRANSMITTED TO GOVERNOR 
5/01 SIGNED BY GOVERNOR 
5/02 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 321 

EFFECTIVE DATE: 5/01/2023 - ALL SECTIONS 


SB 108 INTRODUCED BY USHER LC0089 DRAFTER: CARROLL 
REVISE LAWS RELATED TO PROOF OF VEHICLE INSURANCE 


1/04 INTRODUCED 

1/04 FISCAL NOTE REQUESTED 

1/04 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 

1/11 HEARING 

1/12 FISCAL NOTE RECEIVED 

1/12 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 10 0 
1/16 FISCAL NOTE PRINTED 

1/16 COMMITTEE REPORT — BILL PASSED AS AMENDED 

1/18 2ND READING PASSED AS AMENDED 48 2 
1/18 REREFERRED TO FINANCE AND CLAIMS 

1/26 HEARING 


1/26 COMMITTEE EXEC ACTION — BILL PASSED 19 O 
1/27 COMMITTEE REPORT — BILL PASSED 
2/01 3RD READING PASSED 49 1 


TRANSMITTED TO HOUSE 
2/17 REFERRED TO TRANSPORTATION 
2/20 HEARING 


2/22 TABLED IN COMMITTEE 13 0 
4/12 TAKEN FROM TABLE IN COMMITTEE 9 3 
4/12 COMMITTEE EXEC ACTION — BILL CONCURRED 9 6 
4/13 COMMITTEE REPORT — BILL CONCURRED 

4/14 2ND READING CONCURRED 54 46 


4/14 REREFERRED TO APPROPRIATIONS 

4/17 HEARING 

4/17 TABLED IN COMMITTEE 18 5 
DIED IN STANDING COMMITTEE 


SENATE BILLS 


83 


SB 109 INTRODUCED BY K. REGIER LC0056 DRAFTER: GRAFF 


REVISE LAWS RELATED TO REDISTRICTING THE PSC 


1/04 INTRODUCED 

1/04 REFERRED TO ENERGY AND TELECOMMUNICATIONS 
1/24 HEARING 

1/31 HEARING 


2/28 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 7 
3/01 COMMITTEE REPORT — BILL PASSED AS AMENDED 

3/02 2ND READING PASSED 30 
3/02 3RD READING PASSED 30 


TRANSMITTED TO HOUSE 
3/13 REFERRED TO ENERGY, TECHNOLOGY AND FEDERAL RELATIONS 
3/20 HEARING 


4/07 COMMITTEE EXEC ACTION — BILL CONCURRED 8 
4/13 COMMITTEE REPORT — BILL CONCURRED 

4/14 2ND READING CONCURRED 66 
4/17 38RD READING CONCURRED 65 


RETURNED TO SENATE 

4/18 SENT TO ENROLLING 
4/19 RETURNED FROM ENROLLING 
4/20 SIGNED BY PRESIDENT 
4/21 SIGNED BY SPEAKER 
4/21 TRANSMITTED TO GOVERNOR 
4/26 SIGNED BY GOVERNOR 
4/27 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 272 

EFFECTIVE DATE: 4/26/2023 - ALL SECTIONS 


20 
20 


34 
32 


SB 110 INTRODUCED BY K. REGIER LC0057 DRAFTER: COLES 


PROVIDE PROPERTY TAX ASSISTANCE TO ELDERLY HOMEOWNERS BY FIXING 
APPRAISED VALUE 


1/04 INTRODUCED 
1/04 REFERRED TO TAXATION 
1/04 FISCAL NOTE REQUESTED 
1/12 FISCAL NOTE RECEIVED 
1/13 FISCAL NOTE PRINTED 
1/17 HEARING 
3/22 TABLED IN COMMITTEE 10 
4/06 MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


SB 111 INTRODUCED BY GLIMM [C1089 DRAFTER: CARROLL 


ESTABLISH THE JACOB ALLMENDINGER MEMORIAL HIGHWAY 


1/03 FISCAL NOTE REQUESTED 

1/04 INTRODUCED 

1/04 REFERRED TO HIGHWAYS AND TRANSPORTATION 

1/09 FISCAL NOTE RECEIVED 

1/10 HEARING 

1/10 COMMITTEE EXEC ACTION — BILL PASSED 12 
1/10 FISCAL NOTE PRINTED 

1/12 COMMITTEE REPORT — BILL PASSED 

1/19 2ND READING PASSED 49 


84 


1/20 


2/17 
2/20 
2/20 
2/21 
3/14 
3/15 


3/16 
3/23 
3/29 
4/07 
4/12 
4/19 
4/19 


SB 112 INTRODUCED BY MCGILLVRAY 


MONTANA HISTORY AND FINAL STATUS 2023 


38RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO TRANSPORTATION 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 147 
EFFECTIVE DATE: 4/19/2023 - ALL SECTIONS 


REVISE PHARMACIST PRESCRIBING AUTHORITY 


1/04 
1/04 
1/05 
1/18 
1/23 
1/24 
1/26 
1/27 


2/14 
3/17 
3/23 
3/24 
4/04 
4/05 


4/11 
4/13 
4/14 
AI17 
4/19 
4/22 
4/24 
5/01 
5/02 


SB 113 INTRODUCED BY LENZ 


INTRODUCED 

REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
REREFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 

COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO HUMAN SERVICES 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO SENATE WITH AMENDMENTS 
2ND READING HOUSE AMDS CONCURRED 
3RD READING PASSED AS AMENDED BY HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 322 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


48 


15 


99 
98 


32 


MAKE PERMANENT CERTAIN NOTIFICATION REQUIREMENTS IN CPS CASES 


1/02 


INTRODUCED 


LC0208 DRAFTER: O°?CONNELL 


17 
15 


16 
14 


LC0526 DRAFTER: SANDRU 


1/06 
1/13 
1/20 
1/23 
1/25 
1/26 


2/14 
3/16 
3/17 
3/20 
4/05 
4/06 


4/07 
4/13 
4/19 
4/22 
4/24 
5/01 
5/02 


SENATE BILLS 85 


REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 


HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 9 O 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 49 0 
3RD READING PASSED 49 0 


TRANSMITTED TO HOUSE 
REFERRED TO HUMAN SERVICES 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 21 0 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 96 4 
38RD READING CONCURRED 93 0 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 323 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


SB 114 INTRODUCED BY LENZ LC0525 DRAFTER: KREZOWSKI 


ELIMINATE ANONYMOUS REPORTING IN CHILD PROTECTIVE SERVICES CASES 


1/04 
1/04 
1/11 
1/13 
1/16 
1/19 
1/19 
3/18 


INTRODUCED 

REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 5 64 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASS MOTION FAILED 19 31 
2ND READING INDEFINITELY POSTPONED 34 16 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN PROCESS 


SB 115 INTRODUCED BY LENZ LC0524 DRAFTER: SANDRU 


REVISE DEFINITION OF PSYCHOLOGICAL ABUSE OR NEGLECT IN CPS CASES 


1/04 
1/04 
1/13 
1/20 
1/23 
1/26 
1/27 


3/11 
3/20 
3/23 
3/24 
4/04 
4/05 


INTRODUCED 

REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 9 O 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 47 2 
38RD READING PASSED 47 2 


TRANSMITTED TO HOUSE 
REFERRED TO HUMAN SERVICES 


HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 19 2 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 79 21 


3RD READING CONCURRED 75 22 
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RETURNED TO SENATE WITH AMENDMENTS 

4/11 2ND READING HOUSE AMDS CONCURRED 50 0 
4/13 38RD READING PASSED AS AMENDED BY HOUSE 50 «(0 
4/14 SENT TO ENROLLING 
4/17 RETURNED FROM ENROLLING 
4/19 SIGNED BY PRESIDENT 
4/22 SIGNED BY SPEAKER 
4/24 TRANSMITTED TO GOVERNOR 
5/01 SIGNED BY GOVERNOR 
5/02 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 324 

EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


SB 116 INTRODUCED BY LENZ LC0550 DRAFTER: SANDRU 


REVISE CONFIDENTIALITY PROVISIONS RELATED TO CHILD PROTECTIVE 
SERVICES CASES 


1/04 INTRODUCED 
1/04 REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
1/11 HEARING 


1/13 COMMITTEE EXEC ACTION — BILL PASSED 9 O 
1/16 COMMITTEE REPORT — BILL PASSED 

1/19 2ND READING PASSED 49 1 
1/20 3RD READING PASSED 47 2 


TRANSMITTED TO HOUSE 
3/11 REFERRED TO HUMAN SERVICES 
3/16 HEARING 


3/17 COMMITTEE EXEC ACTION — CONCURRED AS AMD 21 0 
3/20 COMMITTEE REPORT — CONCURRED AS AMD 

4/04 2ND READING CONCURRED 85 15 
4/05 38RD READING CONCURRED 81 16 


RETURNED TO SENATE WITH AMENDMENTS 
4/18 2ND READING HOUSE AMDS NOT CONCURRED 50 «(OO 


4/19 CONFERENCE COMMITTEE APPOINTED 

4/21 CONFERENCE COMMITTEE APPOINTED 

4/25 HEARING 

4/25 CONFERENCE COMMITTEE REPORT RECEIVED 6 0 
4/26 CONFERENCE COMMITTEE REPORT RECEIVED 6 0 
4/28 2ND READING CONFERENCE COMMITTEE REPORT ADOPTED 88 12 
5/01 3RD READING CONFERENCE COMMITTEE REPORT ADOPTED 81 14 
5/02 2ND READING CONFERENCE COMMITTEE REPORT ADOPTED 50 «(0 
5/02 3RD READING CONFERENCE COMMITTEE REPORT ADOPTED 50 460 


5/02 SENT TO ENROLLING 
5/08 RETURNED FROM ENROLLING 
5/10 SIGNED BY PRESIDENT 
5/11 SIGNED BY SPEAKER 
5/11 TRANSMITTED TO GOVERNOR 
5/19 SIGNED BY GOVERNOR 
5/22 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 651 
EFFECTIVE DATE: 5/19/2023 - ALL SECTIONS 


SB 117 INTRODUCED BY VANCE LC1247 DRAFTER: POWER 
PROHIBITING USE OF CERTAIN FUNDS FOR CONDUCTING AN ELECTION 


1/04 INTRODUCED 


1/04 
1/18 
1/25 
2/08 
2/10 
2/14 
2/16 


3/18 
3/21 
4/04 
4/04 
4/06 
4/07 


4/07 
4/17 
4/19 
4/22 
4/24 
5/01 
5/02 


SB 118 INTRODUCED BY FULLER 


REVISE AGGREGATE LIMIT ON EDUCATION SCHOLARSHIP TAX CREDIT 


SENATE BILLS 


REFERRED TO STATE ADMINISTRATION 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED AS AMENDED 

38RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO STATE ADMINISTRATION 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 325 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


PROGRAMS 


1/04 
1/04 
1/04 
1/04 
1/12 
1/12 
1/12 
1/12 
1/12 
3/30 
4/06 


SB 119 INTRODUCED BY WEBBER 


PROVIDE TRIBAL PROPERTY TAX EXEMPTION TO TRIBAL MEMBERS 


1/04 
1/04 
1/04 
1/12 
1/12 
1/12 
1/17 
1/19 
1/23 
1/25 
1/26 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO TAXATION 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

SPONSOR REBUTTAL TO FISCAL NOTE RECEIVED 
SPONSOR REBUTTAL TO FISCAL NOTE SIGNED 
SPONSOR REBUTTAL TO FISCAL NOTE PRINTED 
TABLED IN COMMITTEE 

MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO TAXATION 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 
2ND READING PASSED 

3RD READING PASSED 


68 
64 


12 


87 


32 
31 


LC1361 DRAFTER: COLES 


[C1375 DRAFTER: M. MOORE 


88 


3/11 
3/21 
3/28 
3/29 
4/13 


SB 120 INTRODUCED BY WEBBER 


MONTANA HISTORY AND FINAL STATUS 2023 


TRANSMITTED TO HOUSE 

REFERRED TO TAXATION 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING NOT CONCURRED 

DIED IN PROCESS 


ESTABLISH THE CHIEF EARL OLD PERSON MEMORIAL HIGHWAY 


1/04 
1/04 
1/04 
1/09 
1/09 
1/09 
1/12 
1/12 
1/13 
1/16 
1/17 


2/17 
2/22 
2/22 
2/23 
3/14 
3/15 


3/16 
3/23 
3/29 
4/07 
4/12 
4/18 
4/19 


SB 121 INTRODUCED BY BEARD 


INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO HIGHWAYS AND TRANSPORTATION 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

TABLED IN COMMITTEE 

TAKEN FROM COMMITTEE; PLACED ON 2ND READING 
2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO TRANSPORTATION 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 146 
EFFECTIVE DATE: 4/18/2023 - ALL SECTIONS 


REDUCE TOP MARGINAL INCOME TAX RATE AND INCREASE EITC 


1/04 
1/04 
1/04 
1/12 
1/12 
1/16 
1/17 
1/19 
1/23 
1/25 
1/25 
2/02 


INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO TAXATION 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 
2ND READING PASSED 

REREFERRED TO FINANCE AND CLAIMS 
HEARING 


20 1 


48 51 


LC1378 DRAFTER: CARROLL 


7 95 
31 18 
36 14 
38 12 
15 0 
97 3 
94 5 


[C0179 DRAFTER: M. MOORE 


34 15 


2/09 
2/10 
2/14 


2/16 
2/22 
2/22 
2/22 
2/22 
2/23 
2/27 
2/27 
2/28 
3/01 


3/03 
3/10 
3/10 
3/10 
3/10 
3/18 
3/13 


SB 122 INTRODUCED BY HERTZ 


SENATE BILLS 


COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 
38RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO TAXATION 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 
REREFERRED TO APPROPRIATIONS 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO SENATE 

SENT TO ENROLLING 

RETURNED FROM ENROLLING 

SIGNED BY PRESIDENT 

SIGNED BY SPEAKER 

TRANSMITTED TO GOVERNOR 

SIGNED BY GOVERNOR 

CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 50 
EFFECTIVE DATE: 3/13/2023 - SECTIONS 2-4 
EFFECTIVE DATE: 1/01/2024 - SECTION 1 


REVISE CIGAR TAX BASED ON A FIXED AMOUNT PER CIGAR 


1/04 
1/04 
1/04 
1/11 
1/17 
1/18 
3/22 
3/23 
3/23 
3/27 
3/27 
3/28 
3/28 
3/29 
3/29 
3/30 
4/03 


4/05 
4/13 
AI17 
4/17 
4/19 
4/19 
4/19 
4/19 


INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO TAXATION 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 
REVISED FISCAL NOTE REQUESTED 

2ND READING PASSED 

REREFERRED TO FINANCE AND CLAIMS 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

3RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO TAXATION 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

REREFERRED TO APPROPRIATIONS 

HEARING 

TABLED IN COMMITTEE 


12 


14 


40 


15 


39 


12 


68 


14 


89 


16 


32 


LC0296 DRAFTER: COLES 


10 


10 


31 
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4/20 TAKEN FROM TABLE IN COMMITTEE 16 7 
4/20 COMMITTEE EXEC ACTION — BILL CONCURRED 16 «7 
4/21 COMMITTEE REPORT — BILL CONCURRED 

4/24 3RD READING CONCURRED 70 28 


RETURNED TO SENATE 

5/01 SENT TO ENROLLING 
5/01 RETURNED FROM ENROLLING 
5/04 SIGNED BY PRESIDENT 
5/11 SIGNED BY SPEAKER 
5/11 TRANSMITTED TO GOVERNOR 
5/19 SIGNED BY GOVERNOR 
5/22 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 652 

EFFECTIVE DATE: 5/19/2023 - ALL SECTIONS 


SB 123 INTRODUCED BY HERTZ LC0302 DRAFTER: M. MOORE 


REQUIRE BALLOT FOR BOND ELECTION TO ESTIMATE ADDITIONAL TAXES FOR 
RESIDENCE 


1/04 INTRODUCED 
1/04 REFERRED TO TAXATION 
1/18 HEARING 


1/25 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 12 0 
1/26 COMMITTEE REPORT — BILL PASSED AS AMENDED 

1/30 2ND READING PASSED 48 0 
1/31 3RD READING PASSED 50 =O 


TRANSMITTED TO HOUSE 
3/11 REFERRED TO TAXATION 
3/16 HEARING 


4/14 COMMITTEE EXEC ACTION — CONCURRED AS AMD 21 0 

4/14 COMMITTEE REPORT — CONCURRED AS AMD 

4/19 2ND READING CONCURRED 99 1 

4/20 38RD READING CONCURRED 97 #1 
RETURNED TO SENATE WITH AMENDMENTS 

4/26 2ND READING HOUSE AMDS CONCURRED 34 16 

4/27 3RD READING PASSED AS AMENDED BY HOUSE 33 17 


4/27 SENT TO ENROLLING 
5/02 RETURNED FROM ENROLLING 
5/04 SIGNED BY PRESIDENT 
5/11 SIGNED BY SPEAKER 
5/11 TRANSMITTED TO GOVERNOR 
5/19 SIGNED BY GOVERNOR 
5/22 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 653 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


SB 124 INTRODUCED BY HERTZ LC0294 DRAFTER: COLES 
REVISE CORPORATE INCOME TAX APPORTIONMENT 


1/04 INTRODUCED 

1/04 FISCAL NOTE REQUESTED 
1/04 REFERRED TO TAXATION 
1/11 FISCAL NOTE RECEIVED 
1/11 FISCAL NOTE PRINTED 
1/17 HEARING 


SENATE BILLS 91 


COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 9 8 
COMMITTEE REPORT — BILL PASSED AS AMENDED 
2ND READING PASSED 33 16 


REREFERRED TO FINANCE AND CLAIMS 
REVISED FISCAL NOTE RECEIVED 
REVISED FISCAL NOTE PRINTED 


HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 13 6 
COMMITTEE REPORT — BILL PASSED 

38RD READING PASSED 382 17 


TRANSMITTED TO HOUSE 

REFERRED TO TAXATION 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 21 0 
COMMITTEE REPORT — BILL CONCURRED 

REREFERRED TO APPROPRIATIONS 


HEARING 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 19 0 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 95 5 
3RD READING CONCURRED 94 4 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 51 
EFFECTIVE DATE: 1/01/2025 - ALL SECTIONS 


SB 125 INTRODUCED BY HERTZ LC0303 DRAFTER: M. MOORE 


LIMIT CERTAIN PROPERTY TAX LEVIES TO 5 YEARS WITHOUT REAPPROVAL 


1/02 
1/06 
1/31 
2/21 
2/21 
2/23 
3/13 


INTRODUCED 

REFERRED TO TAXATION 

HEARING 

COMMITTEE EXEC ACTION — BILL NOT PASSED 5 7 
COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 5 7 
TABLED IN COMMITTEE 12 0 


MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


SB 126 INTRODUCED BY HERTZ LC0326 DRAFTER: JOHNSON 


PROVIDE FUNDING FOR MONTANA STATE FUND 


1/05 
1/05 
1/05 
1/12 
1/13 
1/16 
2/07 
3/18 


INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO FINANCE AND CLAIMS 

HEARING 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

TABLED IN COMMITTEE 19 O 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


92 MONTANA HISTORY AND FINAL STATUS 2023 


SB 127 INTRODUCED BY HERTZ [C0311 DRAFTER: JOHNSON 
REQUIRE MONTANA TO PROVIDE FUNDING FOR ENFORCEMENT OF PL280 


1/05 INTRODUCED 

1/05 FISCAL NOTE REQUESTED 
1/05 REFERRED TO JUDICIARY 
1/26 FISCAL NOTE RECEIVED 
2/18 FISCAL NOTE PRINTED 
2/16 HEARING 


2/16 COMMITTEE EXEC ACTION — BILL PASSED 7 ~#«4 
2/17 COMMITTEE REPORT — BILL PASSED 
2/22 2ND READING PASSED 34 16 


2/22 REREFERRED TO FINANCE AND CLAIMS 
2/24 HEARING 


2/28 COMMITTEE EXEC ACTION — BILL PASSED 13 6 
2/28 COMMITTEE REPORT — BILL PASSED 
3/02 3RD READING PASSED 36 14 


TRANSMITTED TO HOUSE 

3/13 REFERRED TO JUDICIARY 

3/21 REREFERRED TO APPROPRIATIONS 

3/24 HEARING 

3/29 TABLED IN COMMITTEE 19 4 
DIED IN STANDING COMMITTEE 


SB 128 INTRODUCED BY ELLSWORTH LC2976 DRAFTER: EVERTS 
GENERALLY REVISE LAWS RELATING LEGISLATIVE EXEMPT PERSONAL STAFF 


1/05 INTRODUCED 

1/05 REFERRED TO STATE ADMINISTRATION 

1/18 COMMITTEE EXEC ACTION — BILL PASSED 10 0 
1/18 HEARING 

1/19 COMMITTEE REPORT — BILL PASSED 

1/24 2ND READING PASSED 47 2 
1/25 3RD READING PASSED 47 2 


TRANSMITTED TO HOUSE 
2/07 REFERRED TO LEGISLATIVE ADMINISTRATION 
3/17 HEARING 


3/24 COMMITTEE EXEC ACTION — BILL CONCURRED 16 0 
3/24 COMMITTEE REPORT — BILL CONCURRED 

4/05 2ND READING CONCURRED 99 0 
4/06 3RD READING CONCURRED 92 0 


RETURNED TO SENATE 

4/07 SENT TO ENROLLING 
4/13 RETURNED FROM ENROLLING 
4/19 SIGNED BY PRESIDENT 
4/22 SIGNED BY SPEAKER 
4/24 TRANSMITTED TO GOVERNOR 
5/01 SIGNED BY GOVERNOR 
5/02 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 326 

EFFECTIVE DATE: 5/01/2023 - ALL SECTIONS 


SB 129 INTRODUCED BY TEMPEL 


SENATE BILLS 


REVISE LAWS RELATED TO COMPULSORY ATTENDANCE 


1/04 
1/09 
1/20 
1/23 
1/24 
1/27 
1/30 


2/07 
2/18 
3/18 


SB 130 INTRODUCED BY MANDEVILLE 


INTRODUCED 

REFERRED TO EDUCATION AND CULTURAL RESOURCES 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 

COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO HOUSE 
REFERRED TO EDUCATION 
HEARING 

TABLED IN COMMITTEE 

DIED IN STANDING COMMITTEE 


ALLOW FOR A COUNTY CONSOLIDATED LAND USE BOARD 


1/05 
1/05 
1/11 
1/13 
1/17 
1/19 
1/20 


2/14 
3/16 
3/21 
3/22 
4/05 
4/06 


4/07 
4/17 
4/19 
4/22 
4/24 
5/01 
5/02 


SB 131 INTRODUCED BY MANDEVILLE 


INTRODUCED 

REFERRED TO LOCAL GOVERNMENT 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO LOCAL GOVERNMENT 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 327 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


REVISE EXEMPT SUBDIVISION REVIEW TIMELINES 


1/05 
1/05 
1/11 
1/13 
1/17 
1/19 
1/20 


INTRODUCED 

REFERRED TO LOCAL GOVERNMENT 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

38RD READING PASSED 


93 


LC0340 DRAFTER: MCCRACKEN 


LC0726 DRAFTER: HENNEMAN 


9 O 
48 2 
49 0 
16 0 
99 1 
93 0 


LC0729 DRAFTER: HENNEMAN 


44 6 
47 2 


94 MONTANA HISTORY AND FINAL STATUS 2023 


TRANSMITTED TO HOUSE 
2/14 REFERRED TO LOCAL GOVERNMENT 
3/23 HEARING 


3/25 COMMITTEE EXEC ACTION — BILL CONCURRED 16 0 
3/27 COMMITTEE REPORT — BILL CONCURRED 

4/05 2ND READING CONCURRED 100 0O 
4/06 38RD READING CONCURRED 91 O 


RETURNED TO SENATE 

4/07 SENT TO ENROLLING 
4/13 RETURNED FROM ENROLLING 
4/19 SIGNED BY PRESIDENT 
4/22 SIGNED BY SPEAKER 
4/24 TRANSMITTED TO GOVERNOR 
5/01 SIGNED BY GOVERNOR 
5/02 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 328 

EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


SB 132 INTRODUCED BY BEARD LC0149 DRAFTER: MCCRACKEN 
REVISE AGRICULTURAL EDUCATION LAWS 


1/05 INTRODUCED 

1/05 FISCAL NOTE REQUESTED 

1/06 REFERRED TO EDUCATION AND CULTURAL RESOURCES 
1/11 FISCAL NOTE RECEIVED 

1/11 FISCAL NOTE SIGNED 

1/11 FISCAL NOTE PRINTED 

1/11 HEARING 


1/16 COMMITTEE EXEC ACTION — BILL PASSED 11 0 
1/17 COMMITTEE REPORT — BILL PASSED 
1/20 2ND READING PASSED 47 2 


1/20 REREFERRED TO FINANCE AND CLAIMS 

1/26 HEARING 

1/26 REVISED FISCAL NOTE REQUESTED 

1/27 REVISED FISCAL NOTE RECEIVED 

1/27 REVISED FISCAL NOTE SIGNED 

1/27 REVISED FISCAL NOTE PRINTED (LOCAL GOVERNMENT FISCAL 


IMPACT) 
2/01 | COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 18 1 
2/022 COMMITTEE REPORT — BILL PASSED AS AMENDED 
2/14. 2ND READING PASSED 44 6 
2/15 38RD READING PASSED 46 4 


TRANSMITTED TO HOUSE 
3/13 REFERRED TO EDUCATION 
3/17 HEARING 


3/24 COMMITTEE EXEC ACTION — BILL CONCURRED 13 (0 
3/27 COMMITTEE REPORT — BILL CONCURRED 
4/05 2ND READING CONCURRED 82 17 


4/05 REREFERRED TO APPROPRIATIONS 

4/06 HEARING 

4/13 TABLED IN COMMITTEE 17 6 
DIED IN STANDING COMMITTEE 


SB 133 INTRODUCED BY MCGILLVRAY LC0293 DRAFTER: J. WALKER 


GENERALLY REVIEW GAMBLING LAWS RELATED TO PARIMUTUEL WAGERING 


1/05 
1/05 
1/05 
1/06 
1/12 
1/17 
1/26 
1/26 
1/26 
1/30 
1/31 


3/11 
3/23 
3/24 
3/25 
4/04 
4/05 


SB 134 INTRODUCED BY S. FITZPATRICK 


SENATE BILLS 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO BUSINESS AND LABOR 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO SENATE WITH AMENDMENTS 
DIED IN PROCESS 


REVISE INJUNCTION LAWS 


1/06 
1/06 
1/06 
1/09 
1/12 
1/12 
1/13 
1/16 
1/19 
1/25 
1/26 


2/06 
2/10 
2/18 
2/18 
2/16 
2/17 


2/20 
3/02 
3/10 
3/14 
3/16 
3/23 
3/23 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO JUDICIARY 
HEARING 
FISCAL NOTE RECEIVED 

COMMITTEE EXEC ACTION — BILL PASSED 
FISCAL NOTE PRINTED 

COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 78 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


10 


AT 
50 


19 


100 
96 


34 


78 
75 


95 


LC0573 DRAFTER: BURKHARDT 


15 


22 
22 


96 


SB 135 INTRODUCED BY S. FITZPATRICK 


MONTANA HISTORY AND FINAL STATUS 2023 


REVISE INJUNCTION LAWS 


1/06 


SB 136 INTRODUCED BY S. FITZPATRICK 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 79 
EFFECTIVE DATE: 3/23/2023 - ALL SECTIONS 


REVISE INJUNCTION LAWS 


1/06 
1/09 
1/12 
1/12 
1/30 
2/01 
2/02 


2/06 
2/10 
2/18 
2/18 
2/16 
2/17 


2/20 
3/01 
3/10 
3/14 
3/16 
3/23 
3/23 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 80 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


11 


34 
35 


13 


68 
66 


11 


50 
50 


18 


85 
88 


LC0577 DRAFTER: BURKHARDT 


15 
13 


32 
31 


LC0576 DRAFTER: BURKHARDT 


SENATE BILLS 97 


SB 137 INTRODUCED BY S. FITZPATRICK LC0062 DRAFTER: CARROLL 


REVISE BIKE SAFETY LAWS 


1/06 
1/09 
1/17 
1/30 
3/18 


INTRODUCED 

REFERRED TO HIGHWAYS AND TRANSPORTATION 

HEARING 

TABLED IN COMMITTEE 7 #5 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


SB 138 INTRODUCED BY S. FITZPATRICK LC0589 DRAFTER: CARROLL 


PROVIDE FOR PRESERVATION OF PRESCRIPTIVE EASEMENTS ON LAND 
ACQUIRED BY STATE 


1/06 
1/09 
1/18 
1/25 
1/26 
1/30 
1/31 


3/11 
3/17 
3/21 
3/21 
4/06 
4/07 


4/07 
4/13 
4/19 
4/22 
4/24 
5/01 
5/02 


INTRODUCED 

REFERRED TO NATURAL RESOURCES 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 11 0 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 47 
3RD READING PASSED 50 0 


H 


TRANSMITTED TO HOUSE 
REFERRED TO JUDICIARY 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 19 O 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 100 O 
38RD READING CONCURRED 95 0 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 329 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


SB 139 INTRODUCED BY MCGILLVRAY LC4278 DRAFTER: PALLISTER 
REVISE NON RESIDENT LICENSE LAWS RELATED TO HARVESTING MOUNTAIN 
LIONS 
1/06 INTRODUCED 
1/09 REFERRED TO FISH AND GAME 
1/17 HEARING 
1/25 TABLED IN COMMITTEE 12 0 


3/13 


MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


SB 140 INTRODUCED BY K. REGIER LC0924 DRAFTER: J. WALKER 


REVISE UNION MEMBERSHIP LAWS 


1/06 


INTRODUCED 


98 


1/09 
1/20 
1/25 
3/13 


SB 141 INTRODUCED BY MORIGEAU 


MONTANA HISTORY AND FINAL STATUS 2023 


REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 


HEARING 

TABLED IN COMMITTEE 

MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


CREATE INDIGENOUS PEOPLE'S DAY 


1/06 
1/24 
2/08 
2/18 
3/13 


SB 142 INTRODUCED BY K. REGIER 


INTRODUCED 

REFERRED TO EDUCATION AND CULTURAL RESOURCES 
HEARING 

TABLED IN COMMITTEE 

MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


PROVIDE OVERSIGHT OF LOCAL IMPACT FEE LAWS 


1/06 
1/06 
1/06 
1/09 
1/16 
1/16 
1/17 
1/23 
1/24 
1/26 
1/27 


2/17 
2/17 
2/23 
2/23 
3/16 
3/21 
3/22 
4/06 
4/07 


4/07 
4/13 
4/19 
4/22 
4/24 
5/01 
5/02 


SB 143 INTRODUCED BY ESP 


ALLOW FOR A REFERENDUM TO TERMINATE CITIZEN INITIATED ZONING 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO LOCAL GOVERNMENT 

HEARING 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 
2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO HOUSE 

REVISED FISCAL NOTE REQUESTED 

REFERRED TO LOCAL GOVERNMENT 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 330 
EFFECTIVE DATE: 1/01/2024 - ALL SECTIONS 


DISTRICT 


10 


11 


65 


LC4217 DRAFTER: MCCRACKEN 


LC0661 DRAFTER: HENNEMAN 


LC3562 DRAFTER: HENNEMAN 


SENATE BILLS 99 


1/09 INTRODUCED 
1/09 REFERRED TO LOCAL GOVERNMENT 
1/16 HEARING 


1/18 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 8. 1 
1/19 COMMITTEE REPORT — BILL PASSED AS AMENDED 

1/24 2ND READING PASSED 84 15 
1/25 38RD READING PASSED 84 15 


TRANSMITTED TO HOUSE 
2/17 REFERRED TO LOCAL GOVERNMENT 
3/21 HEARING 


3/25 COMMITTEE EXEC ACTION — BILL CONCURRED 11 5 
3/27 COMMITTEE REPORT — BILL CONCURRED 
4/07 2ND READING NOT CONCURRED 25 73 
4/07 RECONSIDERED PREVIOUS ACTION; REMAINS IN 2ND READING 

PROCESS 50 41 
4/12 2ND READING CONCURRED 65 35 
4/13 38RD READING CONCURRED 64 36 


RETURNED TO SENATE 

4/14 SENT TO ENROLLING 
4/18 RETURNED FROM ENROLLING 
4/20 SIGNED BY PRESIDENT 
4/26 SIGNED BY SPEAKER 
4/26 TRANSMITTED TO GOVERNOR 
5/03 SIGNED BY GOVERNOR 
5/04 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 401 

EFFECTIVE DATE: 5/03/2023 - ALL SECTIONS 


SB 144 INTRODUCED BY TEMPEL LC4403 DRAFTER: CARROLL 


REVISE HELMET REQUIREMENT REGARDING COMPLETELY ENCLOSED 
AUTOCYCLES 


1/10 INTRODUCED 
1/10 REFERRED TO HIGHWAYS AND TRANSPORTATION 
1/17 HEARING 


1/19 COMMITTEE EXEC ACTION — BILL PASSED 11 1 
1/20 COMMITTEE REPORT — BILL PASSED 

1/26 2ND READING PASSED 47 2 
1/27 38RD READING PASSED 47 2 


TRANSMITTED TO HOUSE 
2/17 REFERRED TO TRANSPORTATION 
2/22 HEARING 


3/17 COMMITTEE EXEC ACTION — CONCURRED AS AMD 15 0 

3/20 COMMITTEE REPORT — CONCURRED AS AMD 

4/04 2ND READING CONCURRED 99 1 

4/05 3RD READING CONCURRED 97 0 
RETURNED TO SENATE WITH AMENDMENTS 

4/20 2ND READING HOUSE AMDS CONCURRED 48 1 

4/21 38RD READING PASSED AS AMENDED BY HOUSE 47 2 


4/22 SENT TO ENROLLING 

4/25 RETURNED FROM ENROLLING 
5/04 SIGNED BY PRESIDENT 

5/11 SIGNED BY SPEAKER 

5/11 TRANSMITTED TO GOVERNOR 
5/19 SIGNED BY GOVERNOR 


100 MONTANA HISTORY AND FINAL STATUS 2023 


5/22 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 654 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


SB 145 INTRODUCED BY K. REGIER LC0826 DRAFTER: M. MOORE 


PROVIDE FOR LOCAL DISTRIBUTION OF LODGING TAX REVENUE 


1/09 FISCAL NOTE PROBABLE 
1/09 INTRODUCED 

1/09 FISCAL NOTE REQUESTED 
1/09 REFERRED TO TAXATION 
1/18 HEARING 

1/19 FISCAL NOTE RECEIVED 
1/19 FISCAL NOTE PRINTED 


3/22 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED (a) 
3/22 REVISED FISCAL NOTE REQUESTED 
3/23 COMMITTEE REPORT — BILL PASSED AS AMENDED 
3/27 REREFERRED TO FINANCE AND CLAIMS 
3/27 2ND READING PASSED 29 21 
3/27 FISCAL NOTE RECEIVED 
3/27 FISCAL NOTE PRINTED 
3/29 HEARING 
3/30 TABLED IN COMMITTEE 19 O 
4/06 MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 
SB 146 INTRODUCED BY MORIGEAU LC4215 DRAFTER: E. SULLIVAN 
REVISE LAWS RELATING TO WAGE TRANSPARENCY 
1/10 INTRODUCED 
1/11 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
1/17 HEARING 
2/01 TABLED IN COMMITTEE 10 0 
3/13 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 
SB 147 INTRODUCED BY POPE LC2356 DRAFTER: GRAFF 
CREATE STATE ENERGY CONSERVATION STANDARDS 
1/10 INTRODUCED 
1/11 REFERRED TO ENERGY AND TELECOMMUNICATIONS 
1/17 HEARING 
1/25 TABLED IN COMMITTEE (a) 
3/18 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 
SB 148 INTRODUCED BY LENZ LC0881 DRAFTER: KREZOWSKI 


REVISE LAWS REGARDING LEGAL REPRESENTATION OF CHILDREN 


1/11 FISCAL NOTE PROBABLE 
1/11 INTRODUCED 

1/11 REFERRED TO JUDICIARY 
1/11 FISCAL NOTE REQUESTED 
1/13 HEARING 

1/19 FISCAL NOTE RECEIVED 
1/23 FISCAL NOTE PRINTED 


SENATE BILLS 101 


1/24 COMMITTEE EXEC ACTION — BILL PASSED 9 2 
1/25 COMMITTEE REPORT — BILL PASSED 
1/27 2ND READING PASSED 46 3 


1/27 REREFERRED TO FINANCE AND CLAIMS 
2/02 HEARING 


2/09 COMMITTEE EXEC ACTION — BILL PASSED 19 O 
2/10 COMMITTEE REPORT — BILL PASSED 
2/14 3RD READING PASSED 49 1 


TRANSMITTED TO HOUSE 
3/10 REFERRED TO JUDICIARY 
3/10 REVISED FISCAL NOTE REQUESTED 
3/16 HEARING 
3/16 REVISED FISCAL NOTE RECEIVED 
3/16 REVISED FISCAL NOTE PRINTED 


3/17 COMMITTEE EXEC ACTION — BILL CONCURRED 19 O 
3/17 COMMITTEE REPORT — BILL CONCURRED 
4/06 2ND READING CONCURRED 95 5 


4/06 REREFERRED TO APPROPRIATIONS 

4/07 HEARING 

4/13 COMMITTEE EXEC ACTION — CONCURRED AS AMD 19 #1 
4/14 REVISED FISCAL NOTE REQUESTED 

4/14 COMMITTEE REPORT — CONCURRED AS AMD 

4/17 2ND READING CONCURRED 99 0 
4/18 3RD READING CONCURRED 98 1 


RETURNED TO SENATE WITH AMENDMENTS 
4/21 2ND READING HOUSE AMDS NOT CONCURRED 50 0 


4/25 CONFERENCE COMMITTEE APPOINTED 

4/27 CONFERENCE COMMITTEE APPOINTED 

4/28 HEARING 

4/28 CONFERENCE COMMITTEE REPORT RECEIVED 6 0 
4/28 CONFERENCE COMMITTEE REPORT RECEIVED 6 0 
5/01 2ND READING CONFERENCE COMMITTEE REPORT ADOPTED 49 0 
5/01 2ND READING CONFERENCE COMMITTEE REPORT ADOPTED 67 33 
5/01 3RD READING CONFERENCE COMMITTEE REPORT ADOPTED 49 0 
5/02 38RD READING CONFERENCE COMMITTEE REPORT ADOPTED 75 20 


5/02 SENT TO ENROLLING 
5/08 RETURNED FROM ENROLLING 
5/10 SIGNED BY PRESIDENT 
5/11 SIGNED BY SPEAKER 
5/11 TRANSMITTED TO GOVERNOR 
5/19 SIGNED BY GOVERNOR 
5/22 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 655 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


SB 149 INTRODUCED BY LENZ LC0548 DRAFTER: KREZOWSKI 


ESTABLISH PENALTIES FOR FALSE REPORTING IN CHILD PROTECTIVE SERVICES 
CASES 


1/10 INTRODUCED 
1/11 REFERRED TO JUDICIARY 
1/13 HEARING 


V/17 COMMITTEE EXEC ACTION — BILL PASSED 11 0 
1/18 COMMITTEE REPORT — BILL PASSED 
1/20 2ND READING PASSED 49 0 


1/23 3RD READING PASSED 49 0 
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TRANSMITTED TO HOUSE 
3/11 REFERRED TO JUDICIARY 
3/16 HEARING 
3/21 COMMITTEE EXEC ACTION — CONCURRED AS AMD 13 6 
3/21 FISCAL NOTE REQUESTED 
3/21 COMMITTEE REPORT — CONCURRED AS AMD 
3/28 FISCAL NOTE RECEIVED 
3/29 FISCAL NOTE PRINTED 
4/04 2ND READING CONCURRED 72 27 
4/05 3RD READING CONCURRED 70 27 


RETURNED TO SENATE WITH AMENDMENTS 
4/20 2ND READING HOUSE AMDS NOT CONCURRED 31 18 
4/21 CONFERENCE COMMITTEE APPOINTED 
4/24 CONFERENCE COMMITTEE APPOINTED 
4/26 HEARING 
4/27 HEARING 


4/27 CONFERENCE COMMITTEE REPORT RECEIVED 5 1 
4/27 CONFERENCE COMMITTEE REPORT RECEIVED 5 1 
5/01 2ND READING CONFERENCE COMMITTEE REPORT ADOPTED 88 11 
5/02 2ND READING CONFERENCE COMMITTEE REPORT ADOPTED 34 16 
5/02 38RD READING CONFERENCE COMMITTEE REPORT ADOPTED 76 20 
5/02 3RD READING CONFERENCE COMMITTEE REPORT ADOPTED 85 15 


5/02 SENT TO ENROLLING 
5/08 RETURNED FROM ENROLLING 
5/10 SIGNED BY PRESIDENT 
5/11 SIGNED BY SPEAKER 
5/11 TRANSMITTED TO GOVERNOR 
5/19 SIGNED BY GOVERNOR 
5/22 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 656 
EFFECTIVE DATE: 5/19/2023 - ALL SECTIONS 


SB 150 INTRODUCED BY LENZ LC0547 DRAFTER: KREZOWSKI 
GENERALLY REVISE LAWS RELATED TO DRUG TESTING IN CPS CASES 
1/10 INTRODUCED 


1/11 REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
1/18 HEARING 


2/20 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 9 O 
2/21 COMMITTEE REPORT — BILL PASSED AS AMENDED 

2/24 2ND READING PASSED 50 =O 
2/27 3RD READING PASSED 48 2 


TRANSMITTED TO HOUSE 
3/13 REFERRED TO HUMAN SERVICES 
3/28 HEARING 


4/05 COMMITTEE EXEC ACTION — BILL CONCURRED 20 1 
4/06 COMMITTEE REPORT — BILL CONCURRED 

4/12 2ND READING CONCURRED 99 0 
4/13 38RD READING CONCURRED 100 O 


RETURNED TO SENATE 
4/14 SENT TO ENROLLING 
4/18 RETURNED FROM ENROLLING 
4/20 SIGNED BY PRESIDENT 
4/29 SIGNED BY SPEAKER 


5/01 
5/04 
5/04 


SB 151 INTRODUCED BY LENZ 


REVISE LAWS RELATED TO PARENTAL FINANCIAL RESPONSIBILITY IN CPS 


CASES 


1/10 
1/10 
1/11 
1/11 
1/17 
1/18 
1/18 
1/20 
1/23 
1/26 
1/27 


3/11 
3/15 
3/20 
3/21 
4/04 
4/05 


4/20 
4/21 
4/22 
4/25 
5/04 
5/11 
5/11 
5/19 
5/22 


SB 152 INTRODUCED BY MANDEVILLE 


SENATE BILLS 


TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 429 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


FISCAL NOTE PROBABLE 
INTRODUCED 


REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 


FISCAL NOTE REQUESTED 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO HUMAN SERVICES 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO SENATE WITH AMENDMENTS 
2ND READING HOUSE AMDS CONCURRED 
3RD READING PASSED AS AMENDED BY HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 657 
EFFECTIVE DATE: 5/19/2023 - ALL SECTIONS 


REVISE MINOR SUBDIVISION LAWS 


1/10 
1/11 
1/13 
1/16 
1/17 
1/19 
1/20 


2/17 
3/23 
3/25 


INTRODUCED 
REFERRED TO LOCAL GOVERNMENT 
HEARING 


COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 


2ND READING PASSED 
3RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO LOCAL GOVERNMENT 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 


31 


45 
43 


46 


16 


103 


LC0546 DRAFTER: KREZOWSKI 


18 
18 


22 
18 


LC0725 DRAFTER: HENNEMAN 


nN 
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3/27 COMMITTEE REPORT — CONCURRED AS AMD 


4/04 2ND READING CONCURRED 100 0O 

4/05 38RD READING CONCURRED 97 0 
RETURNED TO SENATE WITH AMENDMENTS 

4/07 2ND READING HOUSE AMDS CONCURRED 50 =O 

4/11 3RD READING PASSED AS AMENDED BY HOUSE 49 0 


4/11 SENT TO ENROLLING 
4/17 RETURNED FROM ENROLLING 
4/19 SIGNED BY PRESIDENT 
4/22 SIGNED BY SPEAKER 
4/24 TRANSMITTED TO GOVERNOR 
5/01 SIGNED BY GOVERNOR 
5/02 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 331 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


SB 153 INTRODUCED BY MOLNAR LC0025 DRAFTER: CARROLL 
REVISE BALLOT INITIATIVE LAWS 


1/10 FISCAL NOTE PROBABLE 

1/10 INTRODUCED 

1/10 FISCAL NOTE REQUESTED 

1/11 REFERRED TO STATE ADMINISTRATION 
1/19 FISCAL NOTE RECEIVED 

1/19 FISCAL NOTE SIGNED 

1/20 FISCAL NOTE PRINTED 

1/23 HEARING 


1/25 TABLED IN COMMITTEE 10 O 
2/03 TAKEN FROM TABLE IN COMMITTEE 
2/03 COMMITTEE EXEC ACTION — BILL PASSED 10 0 
2/07 COMMITTEE REPORT — BILL PASSED 
2/09 2ND READING PASS MOTION FAILED 20 30 
2/09 2ND READING INDEFINITELY POSTPONED 31 18 


3/13 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN PROCESS 


SB 154 INTRODUCED BY K. REGIER LC0908 DRAFTER: KREZOWSKI 
DEFINE THE RIGHT TO PRIVACY TO CLARIFY NO RIGHT TO ABORTION 
1/11 INTRODUCED 


1/11 REFERRED TO JUDICIARY 
1/17 HEARING 


1/18 COMMITTEE EXEC ACTION — BILL PASSED 7 =#4 
1/19 COMMITTEE REPORT — BILL PASSED 

1/25 2ND READING PASSED 28 21 
1/26 3RD READING PASSED 28 21 


TRANSMITTED TO HOUSE 
3/11 REFERRED TO JUDICIARY 
3/31 HEARING 


4/04 COMMITTEE EXEC ACTION — BILL CONCURRED 12. «7 
4/04 COMMITTEE REPORT — BILL CONCURRED 

4/12 2ND READING CONCURRED 67 33 
4/13 38RD READING CONCURRED 67 33 


RETURNED TO SENATE 
4/14 SENT TO ENROLLING 


SENATE BILLS 105 


4/18 RETURNED FROM ENROLLING 
4/20 SIGNED BY PRESIDENT 
4/25 SIGNED BY SPEAKER 
4/25 TRANSMITTED TO GOVERNOR 
5/03 SIGNED BY GOVERNOR 
5/04 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 402 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


SB 155 INTRODUCED BY BOGNER LC0960 DRAFTER: E. SULLIVAN 
CREATE OCCUPATIONAL THERAPY LICENSURE COMPACT 
1/10 INTRODUCED 


1/11 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
1/17 HEARING 


1/17 COMMITTEE EXEC ACTION — BILL PASSED 10 0 
1/17 COMMITTEE REPORT — BILL PASSED 

1/20 2ND READING PASSED AS AMENDED 49 0 
1/20 38RD READING PASSED 49 0 


TRANSMITTED TO HOUSE 
3/11 REFERRED TO BUSINESS AND LABOR 
3/17 HEARING 


3/20 COMMITTEE EXEC ACTION — BILL CONCURRED 19 0 
3/20 COMMITTEE REPORT — BILL CONCURRED 

4/06 2ND READING CONCURRED 100 0 
4/07 3RD READING CONCURRED 95 O 


RETURNED TO SENATE 

4/07 SENT TO ENROLLING 
4/18 RETURNED FROM ENROLLING 
4/20 SIGNED BY PRESIDENT 
4/23 SIGNED BY SPEAKER 
4/26 TRANSMITTED TO GOVERNOR 
5/03 SIGNED BY GOVERNOR 
5/04 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 403 

EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


SB 156 INTRODUCED BY MCKAMEY LC1935 DRAFTER: HENNEMAN 
REQUIRE ELECTED COUNTY CLERKS TO RUN NONPARTISAN 


1/10 INTRODUCED 
1/11 REFERRED TO STATE ADMINISTRATION 
1/23 HEARING 
2/27 TABLED IN COMMITTEE 10 O 
3/18 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


SB 157 INTRODUCED BY ELLSWORTH LC2977 DRAFTER: EVERTS 
GENERALLY REVISE LAWS RELATING TO LEGISLATIVE EXEMPT STAFF 


1/11 INTRODUCED 

1/11 FISCAL NOTE PROBABLE 
1/11 FISCAL NOTE REQUESTED 
1/19 FISCAL NOTE RECEIVED 
1/23 FISCAL NOTE PRINTED 
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3/18 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
3/20 REFERRED TO JUDICIARY 
3/27 BILL NOT HEARD AT SPONSOR’S REQUEST 

DIED IN STANDING COMMITTEE 


SB 158 INTRODUCED BY ELLSWORTH 
REVISE FAMILY TRANSFER LAW 


1/11 INTRODUCED 

1/11 REFERRED TO LOCAL GOVERNMENT 

1/13 HEARING 

1/13 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
1/17 COMMITTEE REPORT — BILL PASSED AS AMENDED 

1/24 2ND READING PASSED 

1/25 38RD READING PASSED 


TRANSMITTED TO HOUSE 
3/11 REFERRED TO LOCAL GOVERNMENT 
3/21 HEARING 
3/25 COMMITTEE EXEC ACTION — BILL CONCURRED 
3/27 COMMITTEE REPORT — BILL CONCURRED 
4/05 2ND READING CONCURRED 
4/06 3RD READING CONCURRED 


RETURNED TO SENATE 

4/07 SENT TO ENROLLING 
4/13 RETURNED FROM ENROLLING 
4/19 SIGNED BY PRESIDENT 
4/22 SIGNED BY SPEAKER 
4/24 TRANSMITTED TO GOVERNOR 
5/01 SIGNED BY GOVERNOR 
5/02 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 332 

EFFECTIVE DATE: 5/01/2023 - ALL SECTIONS 


SB 159 INTRODUCED BY BEARD 
RESTRICT USE OF EMINENT DOMAIN 


1/11 INTRODUCED 

1/12 REFERRED TO JUDICIARY 

1/18 HEARING 

1/19 COMMITTEE EXEC ACTION — BILL PASSED 
1/19 COMMITTEE REPORT — BILL PASSED 

1/24 2ND READING PASSED 

1/25 38RD READING PASSED 


TRANSMITTED TO HOUSE 
3/11 REFERRED TO JUDICIARY 
3/17 HEARING 
3/21 COMMITTEE EXEC ACTION — BILL CONCURRED 
3/21 COMMITTEE REPORT — BILL CONCURRED 
3/28 2ND READING CONCURRED 
3/29 3RD READING CONCURRED 


RETURNED TO SENATE 
3/30 SENT TO ENROLLING 
4/05 RETURNED FROM ENROLLING 
4/07 SIGNED BY PRESIDENT 


33 


65 
66 


34 


14 


68 


LC2975 DRAFTER: CARROLL 


16 
16 


34 
27 


LC0339 DRAFTER: KOLMAN 


15 
16 


32 
31 


4/14 
4/24 
4/24 


SB 160 INTRODUCED BY MOLNAR 


SENATE BILLS 


SIGNED BY SPEAKER 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 238 
EFFECTIVE DATE: 4/24/2023 - ALL SECTIONS 


GENERALLY REVISE DRUG AND HUMAN TRAFFICKING LAWS 


1/11 
1/12 
1/16 
1/18 
1/24 
1/26 
1/26 
1/27 
1/31 
1/31 
2/07 
2/09 
2/28 
2/28 
3/03 
3/30 
3/30 
3/30 
4/03 
4/04 


4/17 
4/19 
4/24 


SB 161 INTRODUCED BY MOLNAR 


INTRODUCED 

REFERRED TO JUDICIARY 

FISCAL NOTE REQUESTED 

HEARING 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 

REREFERRED TO FINANCE AND CLAIMS 

HEARING 

TABLED IN COMMITTEE 

REVISED FISCAL NOTE REQUESTED 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE PRINTED 

TAKEN FROM TABLE IN COMMITTEE 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO HOUSE 
REFERRED TO JUDICIARY 
HEARING 

TABLED IN COMMITTEE 

DIED IN STANDING COMMITTEE 


REVISE BOARD OF INVESTMENT LAWS 


1/11 
1/11 
1/11 
1/12 
1/19 
1/19 
1/20 
1/25 
1/27 
3/13 


SB 162 INTRODUCED BY LENZ 


FISCAL NOTE PROBABLE 
INTRODUCED 
FISCAL NOTE REQUESTED 


REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 


FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

TABLED IN COMMITTEE 

MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


PROVIDE NOTICE TO FOSTER PARENTS IN CPS CASES 


1/11 
1/11 
1/11 


FISCAL NOTE PROBABLE 
INTRODUCED 
FISCAL NOTE REQUESTED 


44 


12 


19 


10 


LC0018 DRAFTER: WEISS 


ww 


0 
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1/12 
1/19 
1/20 
1/20 
1/20 
1/23 
1/26 
1/27 


3/11 
3/17 
3/20 
3/21 
4/05 
4/06 


4/07 
4/13 
4/19 
4/22 
4/24 
5/01 
5/02 


SB 163 INTRODUCED BY LENZ 


ESTABLISH VOLUNTEER PROGRAM IN CHILD PROTECTIVE SERVICES 


1/11 
1/11 
1/11 
1/12 
1/19 
1/23 
1/23 
1/25 
1/26 
1/30 
1/30 
1/30 
2/01 
2/06 
2/07 
2/07 
2/08 
2/09 


3/10 
3/14 
3/16 
3/17 
4/06 
4/07 
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REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 


FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO HUMAN SERVICES 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 333 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


FISCAL NOTE PROBABLE 
INTRODUCED 
FISCAL NOTE REQUESTED 


REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 


FISCAL NOTE RECEIVED 
FISCAL NOTE PRINTED 
HEARING 


COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 


2ND READING PASSED 

REREFERRED TO FINANCE AND CLAIMS 
REVISED FISCAL NOTE REQUESTED 
REVISED FISCAL NOTE RECEIVED 
REVISED FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

3RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO HUMAN SERVICES 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

38RD READING CONCURRED 


49 


96 
88 


42 


18 


47 


14 


71 
66 


LC0529 DRAFTER: SANDRU 


29 
29 


4/07 
4/17 
4/19 
4/22 
4/24 
5/01 
5/02 


SENATE BILLS 109 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 334 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


SB 164 INTRODUCED BY USHER LC0087 DRAFTER: ALLEN 


NAME MHP HEADQUARTERS FOR KRIS HANSEN 


1/12 
1/12 
1/12 
1/12 
1/19 
1/23 
1/30 
1/30 
1/31 
2/02 
2/03 


3/10 
3/15 
3/16 
3/16 
4/06 
4/07 


4/07 
4/18 
4/19 
4/22 
4/24 
5/02 
5/04 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO STATE ADMINISTRATION 
FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 


HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 10 0 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 50 0 
38RD READING PASSED 50 0 


TRANSMITTED TO HOUSE 
REFERRED TO JUDICIARY 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 16 2 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 96 4 
3RD READING CONCURRED 88 7 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 337 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


SB 165 INTRODUCED BY USHER LC0490 DRAFTER: J. WALKER 


ESTABLISHING A DUTY OF COOPERATION RELATING TO INSURANCE POLICIES 


1/11 
1/12 
2/02 
2/10 
2/18 
2/15 
2/16 


3/18 


INTRODUCED 
REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
HEARING 


COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED (i) 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 34 16 
3RD READING PASSED 34 14 


TRANSMITTED TO HOUSE 
REFERRED TO BUSINESS AND LABOR 
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4/04 HEARING 


4/05 COMMITTEE EXEC ACTION — BILL CONCURRED 18 1 
4/05 COMMITTEE REPORT — BILL CONCURRED 

4/07 2ND READING CONCURRED 83 15 
4/12 38RD READING CONCURRED 82 16 


RETURNED TO SENATE 

4/13 SENT TO ENROLLING 
4/18 RETURNED FROM ENROLLING 
4/20 SIGNED BY PRESIDENT 
4/29 SIGNED BY SPEAKER 
5/01 TRANSMITTED TO GOVERNOR 
5/04 SIGNED BY GOVERNOR 
5/04 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 430 

EFFECTIVE DATE: 5/04/2023 - ALL SECTIONS 


SB 166 INTRODUCED BY R. LYNCH LC0077 DRAFTER: WEISS 


EXEMPT BARBERING SERVICES IN PRISONS AND DETENTION CENTERS FROM 
LICENSING LAWS 


1/12 INTRODUCED 
1/16 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
1/19 HEARING 


1/20 COMMITTEE EXEC ACTION — BILL PASSED 10 0 
1/23 COMMITTEE REPORT — BILL PASSED 

1/25 2ND READING PASSED 47 2 
1/26 3RD READING PASSED 48 1 


TRANSMITTED TO HOUSE 
3/11 REFERRED TO BUSINESS AND LABOR 
3/21 HEARING 


3/23 COMMITTEE EXEC ACTION — BILL CONCURRED 14 0 

3/23 COMMITTEE REPORT — BILL CONCURRED 

4/05 2ND READING CONCURRED 99 1 

4/06 38RD READING CONCURRED 92 1 
RETURNED TO SENATE 


4/07 SENT TO ENROLLING 
4/17 RETURNED FROM ENROLLING 
4/19 SIGNED BY PRESIDENT 
4/22 SIGNED BY SPEAKER 
4/24 TRANSMITTED TO GOVERNOR 
5/02 SIGNED BY GOVERNOR 
5/04 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 338 
EFFECTIVE DATE: 5/02/2023 - ALL SECTIONS 


SB 167 INTRODUCED BY S. FITZPATRICK LC2674 DRAFTER: J. WALKER 
REVISE NONPROFIT CORPORATION LAWS RELATING TO DIRECTORS 
1/13 INTRODUCED 


1/16 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
1/20 HEARING 


1/24 COMMITTEE EXEC ACTION — BILL PASSED 10 0 
1/25 COMMITTEE REPORT — BILL PASSED 
1/27 2ND READING PASSED 43 6 


1/30 3RD READING PASSED 44 4 


3/11 
3/21 
3/23 
3/23 
4/04 
4/05 


4/07 
4/11 
4/11 
AI17 
4/19 
4/22 
4/24 
5/02 
5/04 


SB 168 INTRODUCED BY HERTZ 


REVISE LOTTERY LAWS RELATING TO SALES AGENT COMMISSIONS 


1/12 
1/12 
1/12 
1/16 
1/19 
1/20 
1/24 
1/27 
1/30 
2/01 
2/01 
2/07 
2/07 
2/08 
2/09 


3/10 
3/20 
3/21 
3/21 
4/06 
4/06 
4/07 
4/07 


SB 169 INTRODUCED BY HERTZ 


SENATE BILLS 


TRANSMITTED TO HOUSE 

REFERRED TO BUSINESS AND LABOR 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO SENATE WITH AMENDMENTS 
2ND READING HOUSE AMDS CONCURRED 
3RD READING PASSED AS AMENDED BY HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 339 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


FISCAL NOTE PROBABLE 
INTRODUCED 
FISCAL NOTE REQUESTED 


REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 


HEARING 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

REREFERRED TO FINANCE AND CLAIMS 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

3RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO BUSINESS AND LABOR 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

REREFERRED TO APPROPRIATIONS 

HEARING 

TABLED IN COMMITTEE 

DIED IN STANDING COMMITTEE 


GENERALLY REVISE PUNITIVE DAMAGE LAWS 


1/12 
1/12 
1/12 


FISCAL NOTE PROBABLE 
INTRODUCED 
FISCAL NOTE REQUESTED 


14 


87 
89 


AT 
50 


10 


42 


16 


46 


17 


89 


12 


LC0331 DRAFTER: J. WALKER 


11 


11 


LC0929 DRAFTER: KREZOWSKI 


112 


1/16 
1/19 
1/24 
1/24 
2/09 
2/18 
2/15 
2/16 


2/27 
3/18 
3/24 
3/25 
3/27 
4/04 
4/05 
4/06 


4/11 
4/11 
4/20 
4/21 
4/22 
4/25 
5/04 
5/11 
5/11 
5/19 
5/22 


SB 170 INTRODUCED BY MANDEVILLE 


MONTANA HISTORY AND FINAL STATUS 2023 


REFERRED TO JUDICIARY 

HEARING 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO HOUSE 

REVISED FISCAL NOTE REQUESTED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED AS AMD 

REVISED FISCAL NOTE REQUESTED 

38RD READING CONCURRED 


RETURNED TO SENATE WITH AMENDMENTS 
REVISED FISCAL NOTE RECEIVED 
REVISED FISCAL NOTE PRINTED 
2ND READING HOUSE AMDS CONCURRED 
3RD READING PASSED AS AMENDED BY HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 658 
EFFECTIVE DATE: 5/19/2023 - ALL SECTIONS 


ALLOW FOR ADMINISTRATIVE MINOR SUBDIVISION PROCESS 


1/12 
1/16 
1/18 
1/25 
1/26 
1/30 
1/31 


3/11 
3/25 
3/28 
3/29 
4/04 
4/05 


4/07 
4/11 
4/11 
4/17 
4/19 


INTRODUCED 

REFERRED TO LOCAL GOVERNMENT 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO LOCAL GOVERNMENT 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO SENATE WITH AMENDMENTS 
2ND READING HOUSE AMDS CONCURRED 

3RD READING PASSED AS AMENDED BY HOUSE 
SENT TO ENROLLING 

RETURNED FROM ENROLLING 

SIGNED BY PRESIDENT 


34 
34 


12 


66 


64 


39 
34 


47 


16 
14 


33 


11 
16 


LC0724 DRAFTER: HENNEMAN 


H 


4/22 
4/24 
5/02 
5/04 
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SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 340 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


SB 171 INTRODUCED BY K. REGIER LC0076 DRAFTER: WEISS 


PROVIDE FOR DISTRIBUTION OF CERTAIN PROPERTY/FUNDS AFTER INMATE 
DIES IN CUSTODY 


12/29 
1/12 
1/12 
1/16 
1/16 
1/16 
1/19 
1/26 
1/26 
2/01 
2/02 


3/11 
3/21 
3/25 
3/27 
4/05 
4/06 


4/07 
4/18 
4/20 
4/29 
5/01 
5/04 
5/04 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
FISCAL NOTE RECEIVED 
REFERRED TO JUDICIARY 
FISCAL NOTE PRINTED 


HEARING 

COMMITTEE REPORT — BILL PASSED AS AMENDED 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 10 1 
2ND READING PASSED 387 138 
3RD READING PASSED 40 10 


TRANSMITTED TO HOUSE 
REFERRED TO JUDICIARY 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 18 1 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 98 2 
38RD READING CONCURRED 86 7 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 431 
EFFECTIVE DATE: 5/04/2023 - ALL SECTIONS 


SB 172 INTRODUCED BY FRIEDEL LC0059 DRAFTER: CARROLL 


GENERALLY REVISE BAIL BOND LAWS 


1/12 
1/16 
1/19 
2/22 
2/24 
3/02 
3/02 


3/13 
3/24 
3/31 
3/31 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 6 5 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 382 18 
3RD READING PASSED 39 11 


TRANSMITTED TO HOUSE 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 11 8 
COMMITTEE REPORT — BILL CONCURRED 
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4/06 2ND READING NOT CONCURRED 18 82 
DIED IN PROCESS 
SB 173 INTRODUCED BY BOGNER LC0962 DRAFTER: SANKEY KEIP 


REVISE COUNTY ROAD ABANDONMENT PROCESS LAWS 


1/12 INTRODUCED 
1/16 REFERRED TO LOCAL GOVERNMENT 
1/18 HEARING 


1/18 COMMITTEE EXEC ACTION — BILL PASSED 9 O 
1/19 COMMITTEE REPORT — BILL PASSED 

1/24 2ND READING PASSED 49 0 
1/25 38RD READING PASSED 49 0 


TRANSMITTED TO HOUSE 
3/11 REFERRED TO LOCAL GOVERNMENT 
3/21 HEARING 


3/25 COMMITTEE EXEC ACTION — BILL CONCURRED 16 0 

3/27 COMMITTEE REPORT — BILL CONCURRED 

4/06 2ND READING CONCURRED 100 O 

4/07 3RD READING CONCURRED 96 O 
RETURNED TO SENATE 


4/07 SENT TO ENROLLING 
4/17 RETURNED FROM ENROLLING 
4/19 SIGNED BY PRESIDENT 
4/22 SIGNED BY SPEAKER 
4/24 TRANSMITTED TO GOVERNOR 
5/02 SIGNED BY GOVERNOR 
5/04 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 341 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


SB 174 INTRODUCED BY MCKAMEY LC1936 DRAFTER: HENNEMAN 
ALLOW COUNTIES FUNDING FOR BROADBAND INFRASTRUCTURE 
1/12 INTRODUCED 


1/16 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
1/20 HEARING 


2/01 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 10 O 
2/02 COMMITTEE REPORT — BILL PASSED AS AMENDED 

2/06 2ND READING PASSED 48 1 
2/07 38RD READING PASSED 49 0 


TRANSMITTED TO HOUSE 
3/10 REFERRED TO LOCAL GOVERNMENT 
3/30 HEARING 


4/04 COMMITTEE EXEC ACTION — BILL CONCURRED 16 0 
4/05 COMMITTEE REPORT — BILL CONCURRED 

4/07 2ND READING CONCURRED 98 1 
4/12 3RD READING CONCURRED 96 2 


RETURNED TO SENATE 
4/13 SENT TO ENROLLING 
4/17 RETURNED FROM ENROLLING 
4/19 SIGNED BY PRESIDENT 
4/22 SIGNED BY SPEAKER 
4/24 TRANSMITTED TO GOVERNOR 


5/02 
5/04 


SB 175 INTRODUCED BY DUNWELL 


SENATE BILLS 


SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 342 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 
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[C1714 DRAFTER: E. SULLIVAN 


GENERALLY REVISE ECONOMIC LAWS RELATED TO PUBLIC WORKS CONTRACTS 


1/13 
1/16 
1/30 
2/03 
3/18 


SB 176 INTRODUCED BY K. REGIER 


INTRODUCED 

REFERRED TO STATE ADMINISTRATION 

HEARING 

TABLED IN COMMITTEE 

MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


REVISE INTERIM AND STATUTORY COMMITTEE MEMBERSHIP 


1/13 
1/13 
1/13 
1/16 
1/23 
1/23 
1/30 
2/03 
2/07 
2/10 
2/18 


2/17 
3/16 
3/17 
3/17 
3/21 
3/23 


3/27 
3/28 
3/29 
4/05 
4/21 
5/01 
5/01 
5/04 
5/04 


SB 177 INTRODUCED BY D. ZOLNIKOV 


REVISING ALLOWED LOCAL GOVERNMENT EMPLOYER BENEFITS 


1/16 
1/18 
1/25 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO STATE ADMINISTRATION 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 
2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO LEGISLATIVE ADMINISTRATION 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED AS AMD 

3RD READING CONCURRED 


RETURNED TO SENATE WITH AMENDMENTS 
2ND READING HOUSE AMDS CONCURRED 
38RD READING PASSED AS AMENDED BY HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 432 
EFFECTIVE DATE: 5/04/2023 - ALL SECTIONS 


INTRODUCED 


REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 


HEARING 


30 


48 
34 


LC0825 DRAFTER: EVERTS 


19 
17 


34 
31 


LC3009 DRAFTER: HENNEMAN 
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1/27 COMMITTEE EXEC ACTION — BILL PASSED 10 O 
1/30 COMMITTEE REPORT — BILL PASSED 

2/01 2ND READING PASSED 41 9 
2/02 3RD READING PASSED 386 14 


TRANSMITTED TO HOUSE 
3/11 REFERRED TO BUSINESS AND LABOR 
3/21 HEARING 


3/23 COMMITTEE EXEC ACTION — BILL CONCURRED 15 4 
3/23 COMMITTEE REPORT — BILL CONCURRED 

4/06 2ND READING CONCURRED 67 31 
4/07 38RD READING CONCURRED 65 31 


RETURNED TO SENATE 

4/07 SENT TO ENROLLING 
4/17 RETURNED FROM ENROLLING 
4/19 SIGNED BY PRESIDENT 
4/22 SIGNED BY SPEAKER 
4/24 TRANSMITTED TO GOVERNOR 
5/02 SIGNED BY GOVERNOR 
5/04 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 343 

EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


SB 178 INTRODUCED BY D. ZOLNIKOV LC1083 DRAFTER: GRAFF 
GENERALLY REVISE CRYPTOCURRENCY LAWS 


1/16 INTRODUCED 

1/18 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 

2/02 HEARING 

2/10 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 8 2 
2/18 COMMITTEE REPORT — BILL PASSED AS AMENDED 

2/18 FISCAL NOTE REQUESTED 

2/20 FISCAL NOTE RECEIVED 

2/20 FISCAL NOTE PRINTED 

2/23 2ND READING PASSED AS AMENDED 387 13 
2/27 38RD READING PASSED 86 14 


TRANSMITTED TO HOUSE 
3/14 REFERRED TO BUSINESS AND LABOR 
3/24 HEARING 


3/28 COMMITTEE EXEC ACTION — BILL CONCURRED 15 4 
3/28 COMMITTEE REPORT — BILL CONCURRED 
4/06 2ND READING CONCURRED 62 38 
4/07 3RD READING FAILED 46 50 
4/07 RECONSIDERED PREVIOUS ACTION; REMAINS IN 3RD READING 

PROCESS 64 28 
4/12 38RD READING CONCURRED 64 35 


RETURNED TO SENATE 

4/13 SENT TO ENROLLING 
4/17 RETURNED FROM ENROLLING 
4/19 SIGNED BY PRESIDENT 
4/22 SIGNED BY SPEAKER 
4/24 TRANSMITTED TO GOVERNOR 
5/02 SIGNED BY GOVERNOR 
5/04 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 344 

EFFECTIVE DATE: 5/02/2023 - ALL SECTIONS 


SENATE BILLS 117 


SB 179 INTRODUCED BY SMALL LC0762 DRAFTER: J. WALKER 
REVISE ALCOHOL LAWS RELATING TO BEER PURCHASES 
1/17 INTRODUCED 


1/18 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
1/24 HEARING 


1/24 COMMITTEE EXEC ACTION — BILL PASSED 10 0 
1/25 COMMITTEE REPORT — BILL PASSED 

1/27 2ND READING PASSED 41 8 
1/30 38RD READING PASSED 40 8 


TRANSMITTED TO HOUSE 

3/11 REFERRED TO BUSINESS AND LABOR 

3/24 HEARING 

3/28 TABLED IN COMMITTEE 13 6 
DIED IN STANDING COMMITTEE 


SB 180 INTRODUCED BY LENZ LC0545 DRAFTER: KREZOWSKI 


GENERALLY REVISE COURT-APPOINTED SPECIAL ADVOCATE AND GUARDIAN AD 
LITEM LAWS 


1/17 INTRODUCED 
1/18 REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
1/23 HEARING 


2/22 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 5 64 
2/23 COMMITTEE REPORT — BILL PASSED AS AMENDED 

2/27 2ND READING PASSED 27 238 
2/28 3RD READING PASSED 28 22 


TRANSMITTED TO HOUSE 

3/13 REFERRED TO JUDICIARY 

3/24 HEARING 

3/31 TABLED IN COMMITTEE 19 O 
DIED IN STANDING COMMITTEE 


SB 181 INTRODUCED BY LENZ LC0584 DRAFTER: KREZOWSKI 


REQUIRE NOTICE OF PARENT LEGAL RIGHTS IN CHILD PROTECTIVE SERVICES 
CASES 


1/17 INTRODUCED 
1/18 REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
1/23 HEARING 


1/25 COMMITTEE EXEC ACTION — BILL PASSED 8 1 
1/26 COMMITTEE REPORT — BILL PASSED 

1/30 2ND READING PASSED 42 6 
1/31 38RD READING PASSED 46 4 


TRANSMITTED TO HOUSE 
3/11 REFERRED TO HUMAN SERVICES 
3/20 HEARING 


3/28 COMMITTEE EXEC ACTION — CONCURRED AS AMD 13 8 
3/24 COMMITTEE REPORT — CONCURRED AS AMD 
4/04 2ND READING CONCURRED 68 30 


4/05 3RD READING CONCURRED 67 29 
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RETURNED TO SENATE WITH AMENDMENTS 
4/11 2ND READING HOUSE AMDS CONCURRED 49 1 
4/13 38RD READING PASSED AS AMENDED BY HOUSE 50 «(0 
4/14 SENT TO ENROLLING 
4/17 RETURNED FROM ENROLLING 
4/19 SIGNED BY PRESIDENT 
4/24 SIGNED BY SPEAKER 
4/24 TRANSMITTED TO GOVERNOR 
5/02 RETURNED WITH GOVERNOR’S PROPOSED AMENDMENTS 
5/02 2ND READING GOVERNOR’S PROPOSED AMENDMENTS ADOPTED 70 29 
5/02 38RD READING GOVERNOR’S PROPOSED AMENDMENTS ADOPTED ~ 68 28 
5/11 RETURNED TO SENATE CONCURRED IN GOVERNOR’S PROPOSED 
AMENDMENTS 
7/12 TRANSMITTED TO GOVERNOR 
7/18 SIGNED BY GOVERNOR 
7/18 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 783 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


SB 182 INTRODUCED BY LENZ LC0542 DRAFTER: SANDRU 


CREATE TASK FORCE ON A COURT SYSTEM FOR DEPENDENCY AND NEGLECT 
CASES 


1/17 INTRODUCED 

1/18 REFERRED TO JUDICIARY 

1/18 FISCAL NOTE REQUESTED 

1/24 HEARING 

1/25 FISCAL NOTE RECEIVED 

1/31 COMMITTEE EXEC ACTION — BILL PASSED 11 0 
2/01 COMMITTEE REPORT — BILL PASSED 

2/02 FISCAL NOTE PRINTED 

2/06 2ND READING PASSED 49 0 
2/06 REREFERRED TO FINANCE AND CLAIMS 

2/09 HEARING 

2/18 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 19 O 
2/14 COMMITTEE REPORT — BILL PASSED AS AMENDED 

2/14 REVISED FISCAL NOTE REQUESTED 

2/21 REVISED FISCAL NOTE RECEIVED 


2/21 2ND READING PASSED 50 =O 
2/21 REVISED FISCAL NOTE PRINTED 
2/22 3RD READING PASSED 50 =O 


TRANSMITTED TO HOUSE 
3/14 REFERRED TO JUDICIARY 
3/23 HEARING 


3/25 COMMITTEE EXEC ACTION — BILL CONCURRED 19 O 
3/27 COMMITTEE REPORT — BILL CONCURRED 
4/06 2ND READING CONCURRED 97 3 


4/06 REREFERRED TO APPROPRIATIONS 
4/07 HEARING 


4/18 COMMITTEE EXEC ACTION — CONCURRED AS AMD 21 2 
4/19 COMMITTEE REPORT — CONCURRED AS AMD 

4/24 2ND READING CONCURRED 88 11 
4/26 3RD READING CONCURRED 86 13 


RETURNED TO SENATE WITH AMENDMENTS 
5/02 2ND READING HOUSE AMDS CONCURRED 50 0 
5/02 38RD READING PASSED AS AMENDED BY HOUSE 50 (0 


5/02 
5/05 
5/10 
5/11 
5/11 
5/19 
5/22 
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SENT TO ENROLLING 

RETURNED FROM ENROLLING 

SIGNED BY PRESIDENT 

SIGNED BY SPEAKER 

TRANSMITTED TO GOVERNOR 

SIGNED BY GOVERNOR 

CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 659 
EFFECTIVE DATE: 5/19/2023 - SECTIONS 1-2 AND 4-6 
EFFECTIVE DATE: 7/01/2023 - SECTION 3 


SB 183 INTRODUCED BY LENZ LC0554 DRAFTER: O°?CONNELL 


PROVIDE FOR JURY TRIALS IN CASES INVOLVING TERMINATION OF PARENTAL 


RIGHTS 


1/17 
1/17 
1/18 
1/18 
1/20 
1/24 
1/26 
1/26 
1/27 
1/31 
1/31 
2/07 
2/18 
3/18 


FISCAL NOTE PROBABLE 
INTRODUCED 

REFERRED TO JUDICIARY 
FISCAL NOTE REQUESTED 
HEARING 
FISCAL NOTE RECEIVED 
FISCAL NOTE PRINTED 


COMMITTEE EXEC ACTION — BILL PASSED 7 ~#«4 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 36 14 
REREFERRED TO FINANCE AND CLAIMS 

HEARING 

TABLED IN COMMITTEE 19 O 


MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


SB 184 INTRODUCED BY LENZ [C0527 DRAFTER: SANDRU 


REVISE PROCEDURAL REQUIREMENTS IN CHILD ABUSE AND NEGLECT 
PROCEEDINGS 


1/17 
1/18 
1/24 
1/25 
1/27 
1/31 
2/01 


3/11 
3/24 
3/27 
3/27 
4/06 
4/07 


4/07 
AI17 
4/18 
4/19 
4/24 
4/24 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 6 5 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 34 16 
3RD READING PASSED 34 16 


TRANSMITTED TO HOUSE 
REFERRED TO JUDICIARY 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 13 6 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 67 33 
38RD READING CONCURRED 65 31 


RETURNED TO SENATE 

SENT TO ENROLLING 
RETURNED FROM ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
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5/01 RETURNED WITH GOVERNOR’S PROPOSED AMENDMENTS 


5/02 2ND READING GOVERNOR’S PROPOSED AMENDMENTS ADOPTED 50 0 
5/02 38RD READING GOVERNOR’S PROPOSED AMENDMENTS ADOPTED 48 2 
5/02 2ND READING GOVERNOR’S PROPOSED AMENDMENTS ADOPTED 91 8 
5/02 3RD READING GOVERNOR’S PROPOSED AMENDMENTS ADOPTED 888 
5/11 RETURNED TO SENATE CONCURRED IN GOVERNOR’S PROPOSED 
AMENDMENTS 
6/09 SENT TO ENROLLING 
6/10 RETURNED FROM ENROLLING 
6/20 SIGNED BY PRESIDENT 
6/20 SIGNED BY SPEAKER 
6/20 TRANSMITTED TO GOVERNOR 
6/29 SIGNED BY GOVERNOR 
6/29 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 779 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 
SB 185 INTRODUCED BY LENZ LC0987 DRAFTER: JOHNSON 
REVISE FUNDING FOR MONTANA HISTORICAL SOCIETY/MUSEUM 
1/17 INTRODUCED 
1/18 REFERRED TO STATE ADMINISTRATION 
1/19 BILL NOT HEARD AT SPONSOR'S REQUEST 
3/18 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 
SB 186 INTRODUCED BY LENZ LC0557 DRAFTER: O°CONNELL 


ESTABLISH REQUIREMENTS FOR UPGRADING THE COMPUTER SYSTEM FOR CPS 
CASES 


1/17 FISCAL NOTE PROBABLE 

1/17 INTRODUCED 

1/18 REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
1/18 FISCAL NOTE REQUESTED 

1/23 HEARING 

1/25 FISCAL NOTE RECEIVED 

1/25 FISCAL NOTE PRINTED 

1/30 REVISED FISCAL NOTE RECEIVED 

1/31 REVISED FISCAL NOTE PRINTED 

2/06 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 6 38 
2/07 COMMITTEE REPORT — BILL PASSED AS AMENDED 

2/08 REVISED FISCAL NOTE REQUESTED 

2/18 REVISED FISCAL NOTE RECEIVED 

2/15 REVISED FISCAL NOTE PRINTED 


2/16 2ND READING PASSED 46 4 
2/16 REREFERRED TO FINANCE AND CLAIMS 
2/17 3RD READING PASSED 45 3 
2/20 RECONSIDERED PREVIOUS ACTION; REMAINS IN 38RD READING 

PROCESS 


2/20 REREFERRED TO FINANCE AND CLAIMS 
2/21 HEARING 
2/23 TABLED IN COMMITTEE 15 4 
3/13 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


SB 187 INTRODUCED BY FRIEDEL LC0970 DRAFTER: WEISS 


ALLOW REMOTE APPEARANCES BY COUNSEL IN CRIMINAL AND CERTAIN CIVIL 
HEARINGS 


SENATE BILLS 121 


1/18 FISCAL NOTE PROBABLE 

1/18 INTRODUCED 

1/18 FISCAL NOTE REQUESTED 

1/18 REFERRED TO JUDICIARY 

1/20 HEARING 

1/24 FISCAL NOTE RECEIVED 

1/26 FISCAL NOTE PRINTED 

1/31 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 7 ~#«4 
2/01 REVISED FISCAL NOTE REQUESTED 

2/01 COMMITTEE REPORT — BILL PASSED AS AMENDED 

2/10 2ND READING PASSED 46 4 
2/18 3RD READING PASSED 42 6 


TRANSMITTED TO HOUSE 

3/10 REFERRED TO JUDICIARY 

3/15 HEARING 

3/17 TABLED IN COMMITTEE 19 O 
DIED IN STANDING COMMITTEE 


SB 188 INTRODUCED BY FRIEDEL LC3864 DRAFTER: JOHNSON 


REVISING DEFINITION OF SERVICES RELATED TO PUBLIC PROCUREMENT 
CONTRACTS 


1/18 INTRODUCED 
1/18 REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
1/25 HEARING 


2/01 COMMITTEE EXEC ACTION — BILL PASSED 6 3 
2/02 COMMITTEE REPORT — BILL PASSED 

2/06 2ND READING PASSED 32 17 
2/07 38RD READING PASSED 382 17 


TRANSMITTED TO HOUSE 
3/10 REFERRED TO STATE ADMINISTRATION 
3/16 HEARING 


4/06 COMMITTEE EXEC ACTION — CONCURRED AS AMD 12 6 
4/06 COMMITTEE REPORT — CONCURRED AS AMD 

4/17 2ND READING CONCURRED 59 40 
4/18 3RD READING FAILED 45 54 


DIED IN PROCESS 
SB 189 INTRODUCED BY MANZELLA LC00388 DRAFTER: WEISS 


SUPERMAJORITY VOTE OF LEGISLATURE TO HOLD CERTAIN SPECIAL 
ELECTIONS BY MAIL 


1/18 INTRODUCED 
1/18 REFERRED TO STATE ADMINISTRATION 
2/01 HEARING 
2/06 TABLED IN COMMITTEE 9 1 
3/18 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


SB 190 INTRODUCED BY MANDEVILLE LC0846 DRAFTER: POWER 
GENERALLY REVISE ELECTION LAWS RELATED TO RECOUNTS 


1/18 INTRODUCED 
1/18 FISCAL NOTE REQUESTED 
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1/19 REFERRED TO STATE ADMINISTRATION 
1/30 FISCAL NOTE RECEIVED 

1/31 FISCAL NOTE PRINTED 

2/01 HEARING 


2/06 COMMITTEE EXEC ACTION — BILL PASSED 9 1 
2/07 COMMITTEE REPORT — BILL PASSED 

2/09 2ND READING PASSED 44 6 
2/10 3RD READING PASSED 46 1 


TRANSMITTED TO HOUSE 

3/10 REFERRED TO STATE ADMINISTRATION 

3/16 HEARING 

3/31 TABLED IN COMMITTEE 18 0 
DIED IN STANDING COMMITTEE 


SB 191 INTRODUCED BY S. FITZPATRICK LC0831 DRAFTER: CARROLL 
REVISE PRELIMINARY INJUNCTION LAWS 
1/18 INTRODUCED 


1/19 REFERRED TO JUDICIARY 
1/24 HEARING 


1/26 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 7 ~#«4 
1/27 COMMITTEE REPORT — BILL PASSED AS AMENDED 

1/31 2ND READING PASSED 33 17 
2/01 3RD READING PASSED 33 17 


TRANSMITTED TO HOUSE 
2/06 REFERRED TO JUDICIARY 
2/09 HEARING 


2/09 COMMITTEE EXEC ACTION — BILL CONCURRED 15 4 
2/09 COMMITTEE REPORT — BILL CONCURRED 

2/10 2ND READING CONCURRED 66 33 
2/18 38RD READING CONCURRED 67 30 


RETURNED TO SENATE 

2/14 SENT TO ENROLLING 
2/23 RETURNED FROM ENROLLING 
2/23 SIGNED BY PRESIDENT 
2/24 TRANSMITTED TO GOVERNOR 
2/24 SIGNED BY SPEAKER 
3/02 SIGNED BY GOVERNOR 
3/06 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 43 

EFFECTIVE DATE: 3/02/2023 - ALL SECTIONS 


SB 192 INTRODUCED BY DUNWELL [C1701 DRAFTER: COLES 
PROPERTY TAX REFORM FOR INTANGIBLE PERSONAL PROPERTY 


1/18 FISCAL NOTE PROBABLE 

1/18 INTRODUCED 

1/19 REFERRED TO TAXATION 

1/25 FISCAL NOTE RECEIVED 

1/25 FISCAL NOTE SIGNED 

1/25 FISCAL NOTE PRINTED 

1/26 BILL NOT HEARD AT SPONSOR'S REQUEST 

1/26 TABLED IN COMMITTEE 

4/06 MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


SENATE BILLS 123 


SB 193 INTRODUCED BY DUNWELL LC1696 DRAFTER: COLES 
REQUIRE LEGAL REVIEW NOTES BE PROVIDED TO THE LEGISLATURE AND THE 
PUBLIC 
1/18 INTRODUCED 
1/19 REFERRED TO LEGISLATIVE ADMINISTRATION 
2/14 HEARING 
2/17 TABLED IN COMMITTEE 4 1 


3/13 


MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


SB 194 INTRODUCED BY DUNWELL LC1698 DRAFTER: M. MOORE 


INCOME TAX CREDIT FOR LANDLORDS WHO RENT FOR BELOW MARKET RATE 


1/18 
1/18 
1/19 
1/19 
1/25 
1/26 
1/26 
1/31 
3/27 
4/06 


FISCAL NOTE PROBABLE 

INTRODUCED 

REFERRED TO TAXATION 

FISCAL NOTE REQUESTED 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

FISCAL NOTE SIGNED 

HEARING 

TABLED IN COMMITTEE (a) 
MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


SB 195 INTRODUCED BY TREBAS LC1965 DRAFTER: HENNEMAN 
EXEMPT CERTAIN STRUCTURES FROM BUILDING CODE FIRE SPRINKLER 
REQUIREMENT 
1/18 INTRODUCED 
1/19 REFERRED TO LOCAL GOVERNMENT 
1/23 HEARING 
1/25 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 6 38 
1/26 COMMITTEE REPORT — BILL PASSED AS AMENDED 
1/30 2ND READING PASSED AS AMENDED 382 16 
2/01 3RD READING PASSED 32 18 


3/11 
3/25 
3/28 
3/29 
4/04 
4/05 


4/20 
4/21 
4/22 
4/25 
5/04 
5/11 
5/11 
5/19 
5/22 


TRANSMITTED TO HOUSE 
REFERRED TO LOCAL GOVERNMENT 


HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 16 0 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 78 19 
38RD READING CONCURRED 74 23 
RETURNED TO SENATE WITH AMENDMENTS 

2ND READING HOUSE AMDS CONCURRED 33 16 
3RD READING PASSED AS AMENDED BY HOUSE 32 18 


SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
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CHAPTER NUMBER 660 
EFFECTIVE DATE: 5/19/2023 - ALL SECTIONS 


SB 196 INTRODUCED BY SALES LC0596 DRAFTER: O’>CONNELL 


REQUIRE PAYMENT PARITY IN INSURANCE COVERAGE OF TELEHEALTH 
SERVICES 


1/18 
1/19 
1/25 
2/15 
3/13 


INTRODUCED 

REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 

HEARING 

TABLED IN COMMITTEE 6 3 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


SB 197 INTRODUCED BY CUFFE LC1437 DRAFTER: POWER 


REVISE AND EXTEND POST-ELECTION AUDIT PROCESS 


1/19 
1/23 
2/08 
2/10 
2/18 
2/15 
2/16 


3/13 
3/21 
3/31 
3/31 
4/06 
4/07 


4/07 
4/17 
4/19 
4/22 
4/24 
5/02 
5/04 


INTRODUCED 

REFERRED TO STATE ADMINISTRATION 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 10 O 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 46 4 
3RD READING PASSED 47 1 


TRANSMITTED TO HOUSE 
REFERRED TO STATE ADMINISTRATION 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 1. % 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 68 32 
38RD READING CONCURRED 63 32 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 345 
EFFECTIVE DATE: 5/02/2023 - ALL SECTIONS 


SB 198 INTRODUCED BY GROSS LC1244 DRAFTER: O°CONNELL 


REVISE LAWS RELATED TO BEHAVIORAL HEALTH PEER SUPPORT SPECIALISTS 


1/19 
1/20 
1/23 
1/26 
1/30 
2/10 
2/27 
2/28 
2/28 
3/01 


INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 6 38 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

REVISED FISCAL NOTE REQUESTED 

2ND READING PASSED 35 15 


3/02 


3/09 
3/13 
3/15 
4/04 
4/13 


SB 199 INTRODUCED BY HERTZ 


SENATE BILLS 


38RD READING PASSED 


TRANSMITTED TO HOUSE 
REVISED FISCAL NOTE RECEIVED 
REFERRED TO HUMAN SERVICES 
REVISED FISCAL NOTE PRINTED 
HEARING 

TABLED IN COMMITTEE 

DIED IN STANDING COMMITTEE 


REVISE ELIGIBILITY FOR RESORT COMMUNITIES AND RESORT AREAS 


1/19 
1/23 
1/25 
1/30 
1/31 
2/02 
2/02 
2/03 


2/07 
2/08 


3/10 
3/23 
3/25 
3/27 
4/06 
4/07 


4/07 
4/17 
4/19 
4/22 
4/24 
5/02 
5/04 


SB 200 INTRODUCED BY HERTZ 


INTRODUCED 

REFERRED TO LOCAL GOVERNMENT 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASS MOTION FAILED 

2ND READING INDEFINITELY POSTPONED 
RECONSIDERED PREVIOUS ACTION; REMAINS IN 2ND READING 
PROCESS 

2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO LOCAL GOVERNMENT 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 346 
EFFECTIVE DATE: 5/02/2023 - ALL SECTIONS 


REVISE USE OF PARTY AFFILIATION FOR NONPARTISAN RACES 


1/19 
1/23 
2/06 
2/08 
2/09 
2/10 
2/20 
2/20 
3/18 


INTRODUCED 

REFERRED TO STATE ADMINISTRATION 

HEARING 

HEARING 

FISCAL NOTE REQUESTED 

TABLED IN COMMITTEE 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


33 


13 


57 
52 


10 


125 


17 


8 


LC0321 DRAFTER: M. MOORE 


42 
44 


LC0297 DRAFTER: WEISS 
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SB 201 INTRODUCED BY HERTZ LC0308 DRAFTER: WEISS 


REVISE JUDICIAL RECUSAL LAWS WHEN PARTIES MADE CAMPAIGN 
CONTRIBUTIONS 


1/19 INTRODUCED 
1/23 REFERRED TO JUDICIARY 
1/26 HEARING 


2/03 COMMITTEE EXEC ACTION — BILL PASSED 7 ~=4 
2/06 COMMITTEE REPORT — BILL PASSED 

2/08 2ND READING PASSED AS AMENDED 85 15 
2/10 38RD READING PASSED 33 14 


TRANSMITTED TO HOUSE 
3/10 REFERRED TO JUDICIARY 
3/17 HEARING 


3/31 COMMITTEE EXEC ACTION — CONCURRED AS AMD 13 6 

3/31 COMMITTEE REPORT — CONCURRED AS AMD 

4/04 2ND READING CONCURRED 68 32 

4/05 3RD READING CONCURRED 65 31 
RETURNED TO SENATE WITH AMENDMENTS 

4/18 2ND READING HOUSE AMDS CONCURRED 33 17 

4/19 38RD READING PASSED AS AMENDED BY HOUSE 31 18 


4/20 SENT TO ENROLLING 
4/24 RETURNED FROM ENROLLING 
4/27 SIGNED BY PRESIDENT 
4/29 SIGNED BY SPEAKER 
5/01 TRANSMITTED TO GOVERNOR 
5/04 SIGNED BY GOVERNOR 
5/04 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 433 
EFFECTIVE DATE: 5/04/2023 - ALL SECTIONS 


SB 202 INTRODUCED BY HERTZ LC0307 DRAFTER: MOHR 
GENERALLY REVISE THE MONTANA LOCAL FOOD CHOICE ACT 
1/19 INTRODUCED 


1/23 REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
1/30 HEARING 


2/01 COMMITTEE EXEC ACTION — BILL PASSED 6 3 
2/02 COMMITTEE REPORT — BILL PASSED 

2/06 2ND READING PASSED 33 16 
2/07 38RD READING PASSED 33 16 


TRANSMITTED TO HOUSE 
2/17 REFERRED TO AGRICULTURE 
3/21 HEARING 


3/23 COMMITTEE EXEC ACTION — BILL CONCURRED 12. #7 
3/24 COMMITTEE REPORT — BILL CONCURRED 

4/06 2ND READING CONCURRED 76 24 
4/07 3RD READING CONCURRED 69 27 


RETURNED TO SENATE 
4/07 SENT TO ENROLLING 
4/17 RETURNED FROM ENROLLING 
4/19 SIGNED BY PRESIDENT 
4/22 SIGNED BY SPEAKER 


SENATE BILLS 127 


4/24 TRANSMITTED TO GOVERNOR 
5/02 SIGNED BY GOVERNOR 
5/04 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 347 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


SB 203 INTRODUCED BY BOGNER LC0614 DRAFTER: CARROLL 


REVISE LAW FOR TRANSFER OF CRITICAL INFRASTRUCTURE AND 
AGRICULTURAL LAND 


1/20 INTRODUCED 
1/23 REFERRED TO AGRICULTURE, LIVESTOCK AND IRRIGATION 
1/26 HEARING 


2/16 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 9 2 
2/20 COMMITTEE REPORT — BILL PASSED AS AMENDED 

2/24 2ND READING PASSED AS AMENDED 49 0 
2/28 RECONSIDERED PREVIOUS ACTION; PLACED ON 2ND READING 50 «~O 
3/01 2ND READING PASSED AS AMENDED 48 2 
3/02 38RD READING PASSED 44 6 


TRANSMITTED TO HOUSE 
3/13 REFERRED TO BUSINESS AND LABOR 
3/24 HEARING 


3/28 COMMITTEE EXEC ACTION — BILL CONCURRED 19 O 
3/28 COMMITTEE REPORT — BILL CONCURRED 

4/05 2ND READING CONCURRED 100 0 
4/06 38RD READING CONCURRED 94 +O 


RETURNED TO SENATE 

4/07 SENT TO ENROLLING 
4/17 RETURNED FROM ENROLLING 
4/19 SIGNED BY PRESIDENT 
4/22 SIGNED BY SPEAKER 
4/24 TRANSMITTED TO GOVERNOR 
5/04 SIGNED BY GOVERNOR 
5/04 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 434 

EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


SB 204 INTRODUCED BY TREBAS LC1968 DRAFTER: BURKHARDT 
GENERALLY REVISE DUI LAWS 


1/23 INTRODUCED 
1/24 REFERRED TO JUDICIARY 
1/31 HEARING 
2/08 TABLED IN COMMITTEE 9 2 
3/13 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


SB 205 INTRODUCED BY TREBAS LC1967 DRAFTER: J. WALKER 
GENERALLY REVISE MONTANA INDOOR CLEAN AIR ACT 


1/23 INTRODUCED 
1/24 REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
2/01 HEARING 
2/06 TABLED IN COMMITTEE 9 O 
3/18 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 
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SB 206 INTRODUCED BY TREBAS LC4190 DRAFTER: HESS 
EXEMPT CERTAIN CELL PHONE USE FROM LOCAL ORDINANCES 
1/23 INTRODUCED 


1/24 REFERRED TO LOCAL GOVERNMENT 
1/30 HEARING 


2/06 COMMITTEE EXEC ACTION — BILL PASSED 6 38 
2/07 COMMITTEE REPORT — BILL PASSED 

2/10 2ND READING PASSED 27 238 
2/18 38RD READING PASSED 25 238 


TRANSMITTED TO HOUSE 

3/10 REFERRED TO LOCAL GOVERNMENT 

3/30 HEARING 

4/04 TABLED IN COMMITTEE 16 0 
DIED IN STANDING COMMITTEE 


SB 207 INTRODUCED BY BROWN LC1344 DRAFTER: MOHR 
CLARIFY FINAL DECREE PROCESS FOR COMPACTS 
1/23 INTRODUCED 
1/24 REFERRED TO STATE ADMINISTRATION 


1/25 REREFERRED TO NATURAL RESOURCES 
1/27 HEARING 


1/27 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 11 0 
1/30 COMMITTEE REPORT — BILL PASSED AS AMENDED 

2/01 2ND READING PASSED 50 =O 
2/02 3RD READING PASSED 50 =O 


TRANSMITTED TO HOUSE 

2/14 REFERRED TO NATURAL RESOURCES 

2/17 HEARING 

2/17 TABLED IN COMMITTEE 9 6 
DIED IN STANDING COMMITTEE 


SB 208 INTRODUCED BY SMALL LC0065 DRAFTER: GRAFF 


PROHIBIT LOCAL GOVERNMENTS FROM BANNING OR LIMITING ENERGY 
CHOICES 


1/23 INTRODUCED 

1/24 REFERRED TO ENERGY AND TELECOMMUNICATIONS 
1/31 HEARING 

2/23 TAKEN FROM TABLE IN COMMITTEE 


2/23 COMMITTEE EXEC ACTION — BILL PASSED (a) 
2/24 COMMITTEE REPORT — BILL PASSED 

3/01 2ND READING PASSED 33 17 
3/02 3RD READING PASSED 33 17 


TRANSMITTED TO HOUSE 
3/13 REFERRED TO ENERGY, TECHNOLOGY AND FEDERAL RELATIONS 
3/20 HEARING 


4/05 COMMITTEE EXEC ACTION — BILL CONCURRED 10 38 
4/06 COMMITTEE REPORT — BILL CONCURRED 
4/12 2ND READING CONCURRED 72 28 


4/13 38RD READING CONCURRED 73° 25 


4/14 
4/18 
4/20 
4/29 
5/01 
5/04 
5/04 


SB 209 INTRODUCED BY HERTZ 


SENATE BILLS 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 435 
EFFECTIVE DATE: 5/04/2023 - ALL SECTIONS 


REVISE LAWS RELATING TO MONTANA DISTILLERIES 


1/23 
1/24 
2/02 
2/03 
2/06 
2/08 
2/09 


3/10 
3/20 
3/21 
3/21 
4/04 
4/05 


4/11 
4/11 
4/13 
4/18 
4/18 
4/19 
4/21 
4/24 
4/25 
4/26 
4/27 
5/01 
5/04 
5/11 
5/11 
5/19 
5/22 


SB 210 INTRODUCED BY GLIMM 


PROHIBIT CONSENT AS A DEFENSE FOR PHYSICIAN-ASSISTED SUICIDE 


1/25 
1/25 
2/01 
2/09 


INTRODUCED 

REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO BUSINESS AND LABOR 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO SENATE WITH AMENDMENTS 
2ND READING HOUSE AMDS NOT CONCURRED 
CONFERENCE COMMITTEE APPOINTED 
CONFERENCE COMMITTEE APPOINTED 
HEARING 
CONFERENCE COMMITTEE REPORT RECEIVED 
CONFERENCE COMMITTEE REPORT RECEIVED 
2ND READING CONFERENCE COMMITTEE REPORT ADOPTED 
2ND READING CONFERENCE COMMITTEE REPORT ADOPTED 
3RD READING CONFERENCE COMMITTEE REPORT ADOPTED 
38RD READING CONFERENCE COMMITTEE REPORT ADOPTED 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 661 

EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 


10 


48 


129 


LC3163 DRAFTER: J. WALKER 


@moonaoned 


LC1043 DRAFTER: KREZOWSKI 
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2/18 COMMITTEE REPORT — BILL PASSED AS AMENDED 


2/21 2ND READING PASSED 26 24 
2/22 38RD READING FAILED 24 26 
3/13 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN PROCESS 
SB 211 INTRODUCED BY MCGILLVRAY LC0167 DRAFTER: KREZOWSKI 


ARTICLE V CONVENTION COMMISSIONER SELECTION AND CREDENTIALING ACT 


1/25 INTRODUCED 
1/25 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
2/01 HEARING 


2/10 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 7 38 
2/18 COMMITTEE REPORT — BILL PASSED AS AMENDED 

2/21 2ND READING PASSED 31 19 
2/22 3RD READING PASSED 30 20 


TRANSMITTED TO HOUSE 

3/14 REFERRED TO JUDICIARY 

4/04 HEARING 

4/05 TABLED IN COMMITTEE 19 O 
DIED IN STANDING COMMITTEE 


SB 212 INTRODUCED BY LENZ LC0552 DRAFTER: POWER 
REVISE EDUCATION REQUIREMENTS FOR STATE JOBS 


1/24 INTRODUCED 
1/25 FISCAL NOTE REQUESTED 
1/25 REFERRED TO EDUCATION AND CULTURAL RESOURCES 
2/01 FISCAL NOTE RECEIVED 
2/01 HEARING 
2/02 FISCAL NOTE PRINTED 
2/07 TABLED IN COMMITTEE 8 3 
3/13 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


SB 213 INTRODUCED BY MCCLAFFERTY LC0151 DRAFTER: MCCRACKEN 
REVISE LAWS RELATED TO SCHOOL SAFETY TEAMS 
1/24 INTRODUCED 


1/25 REFERRED TO EDUCATION AND CULTURAL RESOURCES 
2/01 HEARING 


2/15 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 11 0 
2/16 COMMITTEE REPORT — BILL PASSED AS AMENDED 

2/23 2ND READING PASSED 50. «(OO 
2/24 3RD READING PASSED 50 0 


TRANSMITTED TO HOUSE 
3/13 REFERRED TO EDUCATION 
3/20 HEARING 


3/24 COMMITTEE EXEC ACTION — BILL CONCURRED 11 2 
3/27 COMMITTEE REPORT — BILL CONCURRED 

4/05 2ND READING CONCURRED 82 18 
4/06 38RD READING CONCURRED 76 16 


RETURNED TO SENATE 
4/07 SENT TO ENROLLING 


SENATE BILLS 131 


4/17 RETURNED FROM ENROLLING 
4/19 SIGNED BY PRESIDENT 
4/22 SIGNED BY SPEAKER 
4/24 TRANSMITTED TO GOVERNOR 
5/02 SIGNED BY GOVERNOR 
5/04 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 348 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


SB 214 INTRODUCED BY MCCLAFFERTY LC0503 DRAFTER: KREZOWSKI 
ENACT AUDIO AND SPEECH-LANGUAGE PATHOLOGY INTERSTATE COMPACT 


1/24 INTRODUCED 

1/25 FISCAL NOTE REQUESTED 

1/25 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
1/30 FISCAL NOTE RECEIVED 

1/31 HEARING 

1/31 FISCAL NOTE PRINTED 


2/01 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 10 0 
2/02 COMMITTEE REPORT — BILL PASSED AS AMENDED 

2/06 2ND READING PASSED 49 0 
2/07 3RD READING PASSED 49 0 


TRANSMITTED TO HOUSE 
3/10 REFERRED TO BUSINESS AND LABOR 
3/17 HEARING 


3/20 COMMITTEE EXEC ACTION — BILL CONCURRED 19 O 
3/20 COMMITTEE REPORT — BILL CONCURRED 

4/05 2ND READING CONCURRED 97 3 
4/06 38RD READING CONCURRED 90 3 


RETURNED TO SENATE 

4/07 SENT TO ENROLLING 
4/17 RETURNED FROM ENROLLING 
4/19 SIGNED BY PRESIDENT 
4/22 SIGNED BY SPEAKER 
4/24 TRANSMITTED TO GOVERNOR 
5/02 SIGNED BY GOVERNOR 
5/04 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 349 

EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


SB 215 INTRODUCED BY S. FITZPATRICK LC0758 DRAFTER: CARROLL 


REVISE DEQ RULE ARM 17.36.328 TO REQUIRE CONNECTION FROM PROPOSED 
SUBDIVISION 


1/25 FISCAL NOTE PROBABLE 

1/25 INTRODUCED 

1/25 FISCAL NOTE REQUESTED 

1/25 REFERRED TO LOCAL GOVERNMENT 
1/30 HEARING 

2/02 FISCAL NOTE RECEIVED 

2/06 FISCAL NOTE PRINTED 


2/06 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 6 38 
2/07 COMMITTEE REPORT — BILL PASSED AS AMENDED 
2/09 2ND READING PASSED 34 16 


2/10 38RD READING PASSED 32 15 
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TRANSMITTED TO HOUSE 
3/10 REFERRED TO NATURAL RESOURCES 
3/17 HEARING 


3/17 COMMITTEE EXEC ACTION — BILL CONCURRED 14 #1 
3/20 COMMITTEE REPORT — BILL CONCURRED 

3/28 2ND READING CONCURRED 71 29 
3/29 3RD READING CONCURRED 66 30 


RETURNED TO SENATE 

3/30 SENT TO ENROLLING 
4/05 RETURNED FROM ENROLLING 
4/07 SIGNED BY PRESIDENT 
4/14 SIGNED BY SPEAKER 
4/14 TRANSMITTED TO GOVERNOR 
4/24 SIGNED BY GOVERNOR 
4/24 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 239 

EFFECTIVE DATE: 4/24/2023 - ALL SECTIONS 


SB 216 INTRODUCED BY S. FITZPATRICK [C1197 DRAFTER: J. WALKER 
REVISE LAWS RELATED TO LITIGATION AND PRODUCTS 
1/25 INTRODUCED 
1/25 REFERRED TO JUDICIARY 


1/26 REREFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
2/02 HEARING 


2/10 COMMITTEE EXEC ACTION — BILL PASSED 7 38 
2/18 COMMITTEE REPORT — BILL PASSED 

2/15 2ND READING PASSED 33 17 
2/16 3RD READING PASSED 33 15 


TRANSMITTED TO HOUSE 
3/18 REFERRED TO JUDICIARY 
3/24 HEARING 


4/04 COMMITTEE EXEC ACTION — CONCURRED AS AMD 11 8 

4/04 COMMITTEE REPORT — CONCURRED AS AMD 

4/12 2ND READING CONCURRED 53 46 

4/13 3RD READING CONCURRED 52 48 
RETURNED TO SENATE WITH AMENDMENTS 

4/18 2ND READING HOUSE AMDS CONCURRED 35 15 

4/19 38RD READING PASSED AS AMENDED BY HOUSE 82 17 


4/20 SENT TO ENROLLING 
4/24 RETURNED FROM ENROLLING 
4/27 SIGNED BY PRESIDENT 
4/29 SIGNED BY SPEAKER 
5/01 TRANSMITTED TO GOVERNOR 
5/04 SIGNED BY GOVERNOR 
5/04 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 436 
EFFECTIVE DATE: 5/04/2023 - ALL SECTIONS 


SB 217 INTRODUCED BY GILLESPIE LC4226 DRAFTER: HARDIN 
REVISE RANGELAND IMPROVEMENT LOAN STATE SPECIAL REVENUE ACCOUNT 
1/25 INTRODUCED 


1/25 REFERRED TO AGRICULTURE, LIVESTOCK AND IRRIGATION 
2/07 HEARING 


SB 218 INTRODUCED BY HERTZ 


SENATE BILLS 


COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO AGRICULTURE 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 437 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


REVISE LAWS PERTAINING TO SETTLEMENTS 


1/25 
1/27 
2/02 
2/09 
2/18 
2/16 
2/17 


3/14 
4/04 
4/05 
4/05 
4/14 
4/17 


4/18 
4/19 
4/20 
4/21 
4/21 
4/26 
4/27 


SB 219 INTRODUCED BY CURDY 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 273 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


REVISE WILDFIRE SUPPRESSION LAWS 


1/25 
1/26 


INTRODUCED 
FISCAL NOTE REQUESTED 


11 


50 
50 


19 


99 
99 


37 


68 
66 


133 


LC0980 DRAFTER: BURKHARDT 


13 
14 


32 
31 


LC2341 DRAFTER: CARROLL 


134 


1/27 
2/01 
2/01 
2/01 
2/06 
2/07 
2/09 
2/10 


3/10 
3/15 
3/24 
3/25 
4/04 
4/05 


4/20 
4/21 
4/22 
4/25 
5/04 
5/11 
5/11 
5/19 
5/22 


SB 220 INTRODUCED BY GLIMM 


MONTANA HISTORY AND FINAL STATUS 2023 


REFERRED TO NATURAL RESOURCES 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO NATURAL RESOURCES 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO SENATE WITH AMENDMENTS 
2ND READING HOUSE AMDS CONCURRED 
3RD READING PASSED AS AMENDED BY HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 662 
EFFECTIVE DATE: 5/19/2023 - ALL SECTIONS 


36 


49 
46 


13 
10 


LC3961 DRAFTER: HENNEMAN 


INCLUDE PUBLIC INFRASTRUCTURE AND COUNTY-OWNED PARKS IN MUNICIPAL 
ANNEXATION 


1/26 
1/27 
2/01 
2/06 
2/07 
2/09 
2/10 


3/10 
3/28 
4/04 
4/05 
4/07 
4/12 


4/13 
4/17 
4/19 
4/24 
5/02 
5/04 


INTRODUCED 

REFERRED TO LOCAL GOVERNMENT 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO LOCAL GOVERNMENT 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 350 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


50 


99 
96 


SB 221 INTRODUCED BY USHER 


SENATE BILLS 


ALLOW USS MONTANA CREW TO APPLY FOR LICENSE PLATES 


1/26 
1/26 
1/26 
1/27 
2/02 
2/03 
2/03 
2/03 
2/07 
2/08 
2/10 
2/18 


2/17 
3/15 
3/17 
3/20 
3/20 
3/24 
3/24 
4/04 
4/05 


4/19 
4/21 
4/21 


4/21 
4/21 
4/26 
4/27 
4/27 
4/27 
5/01 
5/01 
5/01 
5/02 
5/02 
5/05 
5/10 
5/11 
5/11 
5/19 
5/22 


SB 222 INTRODUCED BY TREBAS 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO HIGHWAYS AND TRANSPORTATION 
HEARING 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO TRANSPORTATION 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
REVISED FISCAL NOTE REQUESTED 

COMMITTEE REPORT — CONCURRED AS AMD 
REVISED FISCAL NOTE SIGNED 

REVISED FISCAL NOTE PRINTED 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO SENATE WITH AMENDMENTS 
2ND READING HOUSE AMDS NOT CONCUR MOTION FAILED 
2ND READING HOUSE AMDS CONCURRED 
RECONSIDERED PREVIOUS ACTION; REMAINS IN 2ND READING 
PROCESS 
2ND READING HOUSE AMDS NOT CONCURRED 
CONFERENCE COMMITTEE APPOINTED 
CONFERENCE COMMITTEE APPOINTED 
HEARING 
CONFERENCE COMMITTEE REPORT RECEIVED 
CONFERENCE COMMITTEE REPORT RECEIVED 
2ND READING CONFERENCE COMMITTEE REPORT ADOPTED 
2ND READING CONFERENCE COMMITTEE REPORT ADOPTED 
3RD READING CONFERENCE COMMITTEE REPORT ADOPTED 
38RD READING CONFERENCE COMMITTEE REPORT ADOPTED 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 663 

EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


ESTABLISH THE MONTANA INDIVIDUAL FREEDOM ACT 


1/26 
1/27 


INTRODUCED 
REFERRED TO STATE ADMINISTRATION 


12 


50 
48 


15 


135 


LC1066 DRAFTER: CARROLL 


woordoo 


LC0615 DRAFTER: E. SULLIVAN 


136 


2/03 
2/10 
2/18 
2/15 
2/16 


3/18 
3/20 
3/31 


MONTANA HISTORY AND FINAL STATUS 2023 


HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED () 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 33 17 
38RD READING PASSED 34 14 


TRANSMITTED TO HOUSE 

REFERRED TO STATE ADMINISTRATION 

HEARING 

TABLED IN COMMITTEE 18 0 
DIED IN STANDING COMMITTEE 


SB 223 INTRODUCED BY S. FITZPATRICK LC0568 DRAFTER: O°?CONNELL 


ESTABLISH REQUIREMENTS FOR INSURANCE COVERAGE OF 
CLINICIAN-ADMINISTERED DRUGS 


1/26 
1/27 
2/03 
2/10 
3/13 


INTRODUCED 

REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 

HEARING 

TABLED IN COMMITTEE 10 O 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


SB 224 INTRODUCED BY HERTZ LC0670 DRAFTER: WEISS 


REQUIRE COURT REPORT ON DISTRICT COURT CASE NUMBERS AND 
SUBSTITUTIONS 


1/09 
1/26 
1/26 
1/27 
1/27 
1/31 
2/02 
2/08 
2/09 
2/10 
2/20 
2/20 
2/21 
2/21 
2/24 
2/24 
2/24 
3/01 
3/02 


3/18 
4/04 
4/05 
4/05 
4/14 
4/17 


4/18 
4/19 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO JUDICIARY 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 7 ~#«4 
COMMITTEE REPORT — BILL PASSED AS AMENDED 
REVISED FISCAL NOTE REQUESTED 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE PRINTED 


2ND READING PASSED AS AMENDED 31 19 
REREFERRED TO FINANCE AND CLAIMS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 13 6 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 34 16 
38RD READING PASSED 34 16 


TRANSMITTED TO HOUSE 
REFERRED TO JUDICIARY 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 13 6 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 68 32 
3RD READING CONCURRED 66 30 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 


4/20 
4/21 
4/21 
4/26 
4/27 


SB 225 INTRODUCED BY GLIMM 


REQUIRE DEQ REFUND FEES FOR SUBDIVISION REVIEW EXTENSIONS 


1/26 
1/26 
1/26 
1/27 
2/01 
2/01 
2/02 
2/06 
2/07 
2/09 
2/09 
2/18 
2/23 
4/06 


SB 226 INTRODUCED BY MANDEVILLE 


SENATE BILLS 


SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 274 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO LOCAL GOVERNMENT 
FISCAL NOTE RECEIVED 

HEARING 

FISCAL NOTE PRINTED 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

REREFERRED TO FINANCE AND CLAIMS 
HEARING 

TABLED IN COMMITTEE 

MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


LC1037 DRAFTER: KOLMAN 


6 3 
31 19 
17) 2 


LC0728 DRAFTER: HENNEMAN 


ALLOW FOR SUBDIVISION REVIEWS BY INDEPENDENT REVIEWING ENTITIES 


1/26 
1/26 
1/27 
2/01 
2/01 
2/02 
2/08 
2/09 
2/10 
2/18 
2/18 
2/16 
2/23 
3/18 


SB 227 INTRODUCED BY MANDEVILLE 


INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO LOCAL GOVERNMENT 

FISCAL NOTE RECEIVED 

HEARING 

FISCAL NOTE PRINTED 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 
REVISED FISCAL NOTE REQUESTED 

2ND READING PASSED AS AMENDED 

REREFERRED TO FINANCE AND CLAIMS 

HEARING 

TABLED IN COMMITTEE 

MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


ALLOW DEQ TO PRE-CERTIFY SUBDIVISION APPLICANTS 


1/26 
1/26 
1/27 
2/01 
2/01 
2/02 
2/08 
2/09 


INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO LOCAL GOVERNMENT 

FISCAL NOTE RECEIVED 

HEARING 

FISCAL NOTE PRINTED 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 


33 15 


LC0727 DRAFTER: HENNEMAN 
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2/18 2ND READING PASSED AS AMENDED 31 17 
2/18 REREFERRED TO FINANCE AND CLAIMS 
2/16 HEARING 
2/23 TABLED IN COMMITTEE 17 2 
3/18 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


SB 228 INTRODUCED BY SMALL LC0584 DRAFTER: GRAFF 
PROHIBIT LOCAL GOVERNMENTS FROM BANNING PETROLEUM FUELS 
1/26 INTRODUCED 


1/27 REFERRED TO ENERGY AND TELECOMMUNICATIONS 
2/07 HEARING 


2/28 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 7 #5 
3/01 COMMITTEE REPORT — BILL PASSED AS AMENDED 

3/02 2ND READING PASSED 382 17 
3/02 3RD READING PASSED 33 17 


TRANSMITTED TO HOUSE 
3/18 REFERRED TO TRANSPORTATION 
3/20 HEARING 


4/05 COMMITTEE EXEC ACTION — BILL CONCURRED 10 5 
4/06 COMMITTEE REPORT — BILL CONCURRED 

4/12 2ND READING CONCURRED 67 33 
4/13 3RD READING CONCURRED 68 32 


RETURNED TO SENATE 

4/14 SENT TO ENROLLING 
4/18 RETURNED FROM ENROLLING 
4/20 SIGNED BY PRESIDENT 
4/29 SIGNED BY SPEAKER 
5/04 TRANSMITTED TO GOVERNOR 
5/04 SIGNED BY GOVERNOR 
5/04 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 438 

EFFECTIVE DATE: 5/04/2023 - ALL SECTIONS 


SB 229 INTRODUCED BY USHER LC0880 DRAFTER: WEISS 
REIMBURSE COUNTIES FOR ACTUAL WITNESS COSTS 


1/09 FISCAL NOTE PROBABLE 
1/26 INTRODUCED 

1/27 REFERRED TO JUDICIARY 
2/03 HEARING 
2/03 FISCAL NOTE REQUESTED 
2/03 FISCAL NOTE RECEIVED 
2/07 FISCAL NOTE PRINTED 


2/08 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 11 0 
2/09 COMMITTEE REPORT — BILL PASSED AS AMENDED 
2/18 2ND READING PASSED 47 1 


2/18 REREFERRED TO FINANCE AND CLAIMS 
2/16 HEARING 


2/21 COMMITTEE EXEC ACTION — BILL PASSED 19 O 
2/22 COMMITTEE REPORT — BILL PASSED 
2/24 38RD READING PASSED 46 4 


TRANSMITTED TO HOUSE 
3/18 REFERRED TO JUDICIARY 


3/17 
3/21 
3/21 
4/04 
4/04 
4/05 
4/13 
4/14 
4/14 
AI17 
4/17 
4/18 
4/19 


5/02 
5/02 
5/02 
5/05 
5/10 
5/11 
5/11 
5/19 
5/22 


SENATE BILLS 139 


HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 14° «5 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 91 9 
REREFERRED TO APPROPRIATIONS 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 19 O 


REVISED FISCAL NOTE REQUESTED 
COMMITTEE REPORT — CONCURRED AS AMD 
REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE PRINTED 


2ND READING CONCURRED 95 5 
38RD READING CONCURRED 95 3 
RETURNED TO SENATE WITH AMENDMENTS 

2ND READING HOUSE AMDS CONCURRED 36 14 
3RD READING PASSED AS AMENDED BY HOUSE 40 10 


SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 664 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


SB 230 INTRODUCED BY FULLER [C1358 DRAFTER: COLES 


PROVIDE THAT OFFICE OF COURT ADMINISTRATOR IS UNDER CLERK OF THE 
SUPREME COURT 


1/26 
1/27 
2/02 
2/03 
2/06 
2/08 
2/08 
3/13 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 6 5 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASS MOTION FAILED 20 30 
2ND READING INDEFINITELY POSTPONED 35 15 


MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN PROCESS 


SB 231 INTRODUCED BY LENZ LC1242 DRAFTER: KREZOWSKI 


CREATE TASK FORCE ON ESTABLISHING A DEPENDENT NEGLECT COURT 
SYSTEM 


1/27 
1/27 
1/27 
1/30 
2/03 
2/06 
2/08 
2/08 
3/18 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO JUDICIARY 
HEARING 
FISCAL NOTE RECEIVED 

TABLED IN COMMITTEE 7 ~#«4 
FISCAL NOTE PRINTED 

MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 
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SB 232 INTRODUCED BY ELLIS [C1325 DRAFTER: SANKEY KEIP 
PROVIDE FOR DEADLINES TO RESPOND TO PUBLIC INFORMATION REQUESTS 


1/27 INTRODUCED 

1/27 FISCAL NOTE REQUESTED 

1/30 REFERRED TO STATE ADMINISTRATION 

2/07 FISCAL NOTE RECEIVED 

2/08 FISCAL NOTE PRINTED 

2/22 HEARING 

2/22 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 10 0 
2/23 COMMITTEE REPORT — BILL PASSED AS AMENDED 

2/27 REVISED FISCAL NOTE REQUESTED 

2/28 2ND READING PASSED AS AMENDED 50 «=O 
2/28 REREFERRED TO FINANCE AND CLAIMS 

3/01 HEARING 

3/01 COMMITTEE EXEC ACTION — BILL PASSED 19 O 
3/01 REVISED FISCAL NOTE RECEIVED 

3/01 REVISED FISCAL NOTE SIGNED 

3/01 REVISED FISCAL NOTE PRINTED 

3/01 COMMITTEE REPORT — BILL PASSED 

3/02 3RD READING PASSED 50 0 


TRANSMITTED TO HOUSE 
3/13 REFERRED TO STATE ADMINISTRATION 
3/20 HEARING 


4/04 TABLED IN COMMITTEE 17,1 
4/14 TAKEN FROM TABLE IN COMMITTEE 15 3 
4/14 COMMITTEE EXEC ACTION — BILL CONCURRED 15 3 
4/14 COMMITTEE REPORT — BILL CONCURRED 

4/17 2ND READING CONCURRED 97 2 
4/18 38RD READING CONCURRED 96 2 


RETURNED TO SENATE 

4/19 SENT TO ENROLLING 
4/23 RETURNED FROM ENROLLING 
4/27 SIGNED BY PRESIDENT 
4/29 SIGNED BY SPEAKER 
5/01 TRANSMITTED TO GOVERNOR 
5/04 SIGNED BY GOVERNOR 
5/04 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 439 

EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


SB 233 INTRODUCED BY MORIGEAU LC1013 DRAFTER: MCCRACKEN 
ENHANCE LEGISLATIVE UNDERSTANDING OF STATE-TRIBAL RELATIONS 
1/27 INTRODUCED 
1/30 REFERRED TO LEGISLATIVE ADMINISTRATION 
2/14 HEARING 
2/17 TABLED IN COMMITTEE 4 1 
3/13 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 
SB 234 INTRODUCED BY USHER LC0099 DRAFTER: CARROLL 
REVISE LAWS RELATED TO VENDING MACHINE INSTALLATION AT REST AREAS 


1/30 INTRODUCED 


1/31 
2/07 
2/07 
2/08 
2/10 
2/18 


2/17 
3/15 
3/17 
3/20 
4/05 
4/06 


4/07 
AI17 
4/19 
4/22 
4/24 
5/02 
5/04 


SB 235 INTRODUCED BY EMRICH 


ESTABLISH REQUIREMENTS FOR SCIENCE INSTRUCTION IN PUBLIC SCHOOLS 


1/30 
1/31 
2/06 
2/138 
3/13 


SB 236 INTRODUCED BY HERTZ 


SENATE BILLS 


REFERRED TO HIGHWAYS AND TRANSPORTATION 


HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO TRANSPORTATION 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 351 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


INTRODUCED 


REFERRED TO EDUCATION AND CULTURAL RESOURCES 


HEARING 
TABLED IN COMMITTEE 


MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 


DIED IN STANDING COMMITTEE 


ESTABLISH TIME LIMITED DEMAND STANDARDS 


1/30 
1/30 
1/30 
1/31 
2/02 
2/06 
2/08 
2/10 
2/18 
2/18 
2/16 
2/17 


3/14 
4/04 
4/05 
4/05 
4/07 


FISCAL NOTE PROBABLE 
INTRODUCED 
FISCAL NOTE REQUESTED 


REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 


HEARING 
FISCAL NOTE RECEIVED 
FISCAL NOTE PRINTED 


COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 


REVISED FISCAL NOTE REQUESTED 


COMMITTEE REPORT — BILL PASSED AS AMENDED 


2ND READING PASSED 
38RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO BUSINESS AND LABOR 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 


12 


45 
47 


13 


95 
90 


11 


10 


34 


34 


18 


82 


141 


Ol 


LC2215 DRAFTER: MCCRACKEN 


LC0931 DRAFTER: J. WALKER 


16 
14 


17 


142 


4/12 


4/13 
AI17 
4/19 
4/22 
4/24 
5/02 
5/04 


MONTANA HISTORY AND FINAL STATUS 2023 


38RD READING CONCURRED 


RETURNED TO SENATE 

SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 352 


EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


SB 237 INTRODUCED BY VANCE 


REQUIRE DEVELOPMENT PLANS FOR PUBLIC WATER AND WASTEWATER 


SYSTEM CONNECTIONS 


1/30 
1/31 
2/08 
2/15 
2/16 
2/21 
2/22 


3/14 
3/20 
3/24 
3/25 
4/05 
4/06 


4/07 
4/17 
4/19 
4/22 
4/24 
5/02 
5/04 


INTRODUCED 


REFERRED TO NATURAL RESOURCES 


HEARING 


COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 


2ND READING PASSED 
38RD READING PASSED 


TRANSMITTED TO HOUSE 


REFERRED TO NATURAL RESOURCES 


HEARING 


COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 


2ND READING CONCURRED 
3RD READING CONCURRED 


RETURNED TO SENATE 

SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 353 


EFFECTIVE DATE: 5/02/2023 - ALL SECTIONS 


SB 238 INTRODUCED BY K. REGIER 


REQUIRE DENTAL INSURANCE TO INCLUDE AN ASSIGNABILITY CLAUSE 


1/31 
1/31 
2/08 
2/15 
3/18 


INTRODUCED 


REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 


HEARING 
TABLED IN COMMITTEE 


MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


SB 239 INTRODUCED BY LENZ 


REVISE PHARMACIST ADMINISTRATION OF IMMUNIZATION LAWS 


83 16 


LC2980 DRAFTER: HENNEMAN 


11 0 
49 1 
50 «(OO 
15 0 
100 O 
93 0 


LC4279 DRAFTER: J. WALKER 


[C1198 DRAFTER: O’°CONNELL 


1/31 
1/31 
2/08 
2/09 
3/18 


SENATE BILLS 143 


INTRODUCED 

REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 

TABLED IN COMMITTEE 9 O 
BILL NOT HEARD AT SPONSOR’S REQUEST 

MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


SB 240 INTRODUCED BY SMALL LC0899 DRAFTER: KOLMAN 


EXCEMPT CERTAIN SUBDIVISIONS FROM ENVIRONMENTAL REVIEW 


1/31 
1/31 
2/03 
2/08 
2/15 
2/16 
2/22 
2/23 


3/13 
3/24 
3/27 
3/28 
4/05 
4/06 


4/07 
AI17 
4/19 
4/22 
4/24 
5/02 
5/04 


INTRODUCED 
REFERRED TO LOCAL GOVERNMENT 
REREFERRED TO NATURAL RESOURCES 


HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 7 ~#«4 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 32 18 
3RD READING PASSED 34 14 


TRANSMITTED TO HOUSE 
REFERRED TO NATURAL RESOURCES 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 10 5 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 69 31 
38RD READING CONCURRED 64 29 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 354 
EFFECTIVE DATE: 5/02/2023 - ALL SECTIONS 


SB 241 INTRODUCED BY SMALL LC0906 DRAFTER: J. WALKER 


REVISE LABOR LAWS RELATING TO VIOLENCE AGAINST HEALTHCARE WORKERS 


1/31 
1/31 
1/31 
2/02 
2/03 
3/13 


INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 

BILL NOT HEARD AT SPONSOR’S REQUEST 

TABLED IN COMMITTEE 9 O 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


SB 242 INTRODUCED BY SMALL LC0498 DRAFTER: GRAFF 


REVISING AVOIDED COST RATEMAKING 


1/31 
1/31 
3/18 


INTRODUCED 

REFERRED TO ENERGY AND TELECOMMUNICATIONS 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 
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SB 243 INTRODUCED BY K. REGIER LC0058 DRAFTER: KREZOWSKI 
PROHIBIT DISCRIMINATION IN REAL-ESTATE SECTOR BASED ON FREE SPEECH 
AND RELIGION 
2/01 INTRODUCED 


2/01 
2/10 
2/22 
3/13 


REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 

HEARING 

TABLED IN COMMITTEE 10 0 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


SB 244 INTRODUCED BY CUFFE LC4000 DRAFTER: E. SULLIVAN 


REVISE LAWS RELATED TO INTERNSHIPS IN FUNERAL HOMES 


2/01 
2/01 
2/08 
2/10 
2/18 
2/16 
2/17 


3/14 
3/23 
3/24 
3/24 
4/05 
4/06 


4/07 
AI17 
4/19 
4/22 
4/24 
5/02 
5/04 


INTRODUCED 
REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
HEARING 


COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 10 O 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 50 0 
3RD READING PASSED 48 0 


TRANSMITTED TO HOUSE 
REFERRED TO BUSINESS AND LABOR 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 19 O 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 99 1 
38RD READING CONCURRED 93 O 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 355 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


SB 245 INTRODUCED BY D. ZOLNIKOV LC0624 DRAFTER: HENNEMAN 


REVISE MUNICIPAL ZONING TO ALLOW MULTIFAMILY AND MIXED USE 
DEVELOPMENT 


2/01 
2/01 
2/08 
2/15 
2/17 
2/23 
2/24 


3/18 
3/23 
4/04 


INTRODUCED 

REFERRED TO LOCAL GOVERNMENT 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 8 1 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 41 9 
38RD READING PASSED 40 10 


TRANSMITTED TO HOUSE 

REFERRED TO LOCAL GOVERNMENT 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 14 2 


SENATE BILLS 145 


4/05 COMMITTEE REPORT — CONCURRED AS AMD 
4/12 2ND READING CONCURRED 97 3 
4/13 38RD READING CONCURRED 96 4 


RETURNED TO SENATE WITH AMENDMENTS 
4/18 2ND READING HOUSE AMDS CONCUR MOTION FAILED 22 28 
4/25 FC COMMITTEE APPOINTED 
4/27 FC COMMITTEE APPOINTED 
4/28 HEARING 


4/28 FC COMMITTEE REPORT RECEIVED 5 0 
4/28 FC COMMITTEE REPORT RECEIVED 5 0 
5/01 2ND READING FC COMMITTEE REPORT ADOPTED 45 5 
5/01 2ND READING FC COMMITTEE REPORT ADOPTED 94 4 
5/01 38RD READING FC COMMITTEE REPORT ADOPTED 49 0 
5/02 3RD READING FC COMMITTEE REPORT ADOPTED 87 «8 
5/02 SENT TO ENROLLING 
5/08 RETURNED FROM ENROLLING 
5/10 SIGNED BY PRESIDENT 
5/11 SIGNED BY SPEAKER 
5/11 TRANSMITTED TO GOVERNOR 
5/17 SIGNED BY GOVERNOR 
5/18 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 499 
EFFECTIVE DATE: 5/17/2023 - ALL SECTIONS 

SB 246 INTRODUCED BY D. ZOLNIKOV LC3006 DRAFTER: COLES 
REVISE CORPORATE INCOME TAX WATER’S-EDGE ELECTION LAWS 
2/01 INTRODUCED 
2/01 FISCAL NOTE REQUESTED 
2/01 REFERRED TO TAXATION 
2/09 FISCAL NOTE RECEIVED 
2/09 FISCAL NOTE SIGNED 
2/10 FISCAL NOTE PRINTED 
2/17 HEARING 
2/21 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED (a) 
2/21 COMMITTEE REPORT — BILL PASSED AS AMENDED 
3/18 2ND READING PASSED 33 17 
3/13 REREFERRED TO FINANCE AND CLAIMS 
3/16 HEARING 
3/21 COMMITTEE EXEC ACTION — BILL PASSED 13 6 
3/22 COMMITTEE REPORT — BILL PASSED 
3/23 3RD READING PASSED 34 16 

TRANSMITTED TO HOUSE 

3/25 REFERRED TO TAXATION 
4/06 HEARING 
4/14 COMMITTEE EXEC ACTION — BILL CONCURRED 20 1 
4/14 COMMITTEE REPORT — BILL CONCURRED 
4/19 2ND READING CONCURRED 77° 22 
4/19 REREFERRED TO APPROPRIATIONS 
4/19 HEARING 
4/20 TABLED IN COMMITTEE 16 «7 
4/20 TAKEN FROM TABLE IN COMMITTEE 16 «7 
4/20 COMMITTEE EXEC ACTION — BILL CONCURRED 15 8 


4/21 COMMITTEE REPORT — BILL CONCURRED 
4/24 38RD READING CONCURRED 75 23 


146 


4/24 
4/27 
5/04 
5/11 
5/12 
5/22 
5/22 


SB 247 INTRODUCED BY S. FITZPATRICK 


MONTANA HISTORY AND FINAL STATUS 2023 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 750 
EFFECTIVE DATE: 5/22/2023 - ALL SECTIONS 


REVISE COVENANT LAWS 


2/01 
2/01 
2/01 
2/02 
2/06 
2/07 
2/09 
2/18 
2/15 
2/16 


3/13 
3/21 
3/27 
3/27 
4/04 
4/05 


4/12 
4/12 
4/19 
4/27 
4/27 
4/27 
4/28 
5/01 
5/01 
5/01 
5/02 
5/04 
5/05 
5/11 
5/11 
5/19 
5/22 


SB 248 INTRODUCED BY MANZELLA 


INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO JUDICIARY 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO SENATE WITH AMENDMENTS 
2ND READING HOUSE AMDS NOT CONCURRED 
CONFERENCE COMMITTEE APPOINTED 
CONFERENCE COMMITTEE APPOINTED 
HEARING 
CONFERENCE COMMITTEE REPORT RECEIVED 
CONFERENCE COMMITTEE REPORT RECEIVED 
2ND READING CONFERENCE COMMITTEE REPORT ADOPTED 
2ND READING CONFERENCE COMMITTEE REPORT ADOPTED 
38RD READING CONFERENCE COMMITTEE REPORT ADOPTED 
3RD READING CONFERENCE COMMITTEE REPORT ADOPTED 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 665 

EFFECTIVE DATE: 5/19/2023 - ALL SECTIONS 


REVISE LAWS RELATED TO RETENTION OF ELECTION RECORDS 


2/01 


INTRODUCED 


11 


50 


LC0560 DRAFTER: CARROLL 


41 
39 


LC0032 DRAFTER: POWER 


2/01 
2/06 
2/14 
2/15 
2/24 
3/13 


SENATE BILLS 147 


REFERRED TO STATE ADMINISTRATION 

FISCAL NOTE REQUESTED 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

BILL NOT HEARD AT SPONSOR'S REQUEST 

MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


SB 249 INTRODUCED BY MANZELLA LC0692 DRAFTER: SANDRU 


GENERALLY REVISE YOUTH TREATMENT PLAN LAWS 


2/01 
2/01 
2/01 
2/01 
2/07 
2/09 
2/09 
2/09 
2/21 
2/22 
2/27 
2/27 
3/13 


FISCAL NOTE PROBABLE 
INTRODUCED 

REFERRED TO JUDICIARY 
FISCAL NOTE REQUESTED 
HEARING 
FISCAL NOTE RECEIVED 
FISCAL NOTE SIGNED 
FISCAL NOTE PRINTED 


COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 7 ~#«4 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASS MOTION FAILED 20 29 
2ND READING INDEFINITELY POSTPONED 88 11 


MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN PROCESS 


SB 250 INTRODUCED BY MANZELLA LC0695 DRAFTER: SANDRU 


ADOPT SAFETY OF THE CHILD FIRST ACT 


2/01 
2/01 
2/01 
2/01 
2/07 
2/09 
2/14 
2/23 
2/23 
2/27 
2/27 
2/27 
2/28 


3/01 
3/01 
3/09 
3/18 
38/15 
3/24 
3/27 
3/27 
3/29 
3/30 


3/31 
3/31 
4/03 


FISCAL NOTE PROBABLE 

INTRODUCED 

REFERRED TO JUDICIARY 

FISCAL NOTE REQUESTED 

HEARING 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 7 #4 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

REVISED FISCAL NOTE REQUESTED 


2ND READING PASS MOTION FAILED 25 25 
2ND READING INDEFINITELY POSTPONED 387 138 
RECONSIDERED PREVIOUS ACTION; REMAINS IN 2ND READING 

PROCESS 29 21 
2ND READING PASSED AS AMENDED 29 21 


REREFERRED TO FINANCE AND CLAIMS 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 17 2 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

REVISED FISCAL NOTE REQUESTED 

2ND READING PASSED 387 13 
38RD READING PASSED 35 13 


TRANSMITTED TO HOUSE 
REVISED FISCAL NOTE RECEIVED 
REVISED FISCAL NOTE PRINTED 
REFERRED TO JUDICIARY 
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4/18 HEARING 
4/19 COMMITTEE EXEC ACTION — CONCURRED AS AMD 
4/19 COMMITTEE REPORT — CONCURRED AS AMD 
4/24 2ND READING NOT CONCURRED 
DIED IN PROCESS 


SB 251 INTRODUCED BY HERTZ 


11 


49 


SUNSET OR REAPPROVE EXISTING VOTER-APPROVED PROPERTY TAX LEVIES 


2/01 INTRODUCED 

2/01 REFERRED TO TAXATION 

2/15 HEARING 

2/28 TABLED IN COMMITTEE 

3/18 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


SB 252 INTRODUCED BY HERTZ 


12 


8 


51 


LC0304 DRAFTER: M. MOORE 


LC1889 DRAFTER: COLES 


EXPAND STATE ETHICS LAWS TO INCLUDE THE JUDICIAL BRANCH AND JUDGES 


2/01 INTRODUCED 

2/01 REFERRED TO JUDICIARY 

2/08 HEARING 

2/09 COMMITTEE EXEC ACTION — BILL PASSED 
2/18 COMMITTEE REPORT — BILL PASSED 

2/15 2ND READING PASSED 

2/16 38RD READING PASSED 


TRANSMITTED TO HOUSE 
3/18 REFERRED TO JUDICIARY 
4/06 HEARING 
4/13 COMMITTEE EXEC ACTION — BILL CONCURRED 
4/13 COMMITTEE REPORT — BILL CONCURRED 
4/17 2ND READING CONCURRED 
4/18 3RD READING CONCURRED 


RETURNED TO SENATE 

4/19 SENT TO ENROLLING 
4/23 RETURNED FROM ENROLLING 
4/27 SIGNED BY PRESIDENT 
4/29 SIGNED BY SPEAKER 
5/01 TRANSMITTED TO GOVERNOR 
5/04 SIGNED BY GOVERNOR 
5/04 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 440 

EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


SB 253 INTRODUCED BY HERTZ 
REVISE CONTRACTOR'S GROSS RECEIPTS TAX 


2/01 INTRODUCED 

2/01 REFERRED TO TAXATION 

2/01 FISCAL NOTE REQUESTED 

2/06 FISCAL NOTE RECEIVED 

2/08 FISCAL NOTE PRINTED 

2/14 HEARING 

2/22 REVISED FISCAL NOTE REQUESTED 

2/22 COMMITTEE REPORT — BILL PASSED AS AMENDED 


11 


34 
34 


19 


99 
94 


16 


LC0943 DRAFTER: COLES 


2/24 
2/27 
3/09 
3/21 
3/27 
3/27 
3/29 
3/29 
3/30 
3/30 
3/30 
3/30 
3/30 
4/03 


4/05 
4/13 
AI17 
4/17 
4/19 
4/19 
4/19 
4/20 
4/20 
4/21 


4/24 
4/27 
5/04 
5/11 
5/12 
5/22 
5/22 


SB 254 INTRODUCED BY BOGNER 


SENATE BILLS 


REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE PRINTED 

REREFERRED TO TAXATION 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 
REVISED FISCAL NOTE REQUESTED 

2ND READING PASSED 

REREFERRED TO FINANCE AND CLAIMS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE PRINTED 

COMMITTEE REPORT — BILL PASSED 

3RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO TAXATION 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

REREFERRED TO APPROPRIATIONS 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

38RD READING CONCURRED 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 751 
EFFECTIVE DATE: 5/22/2023 - ALL SECTIONS 


GENERALLY REVISE ELECTION LAWS 


2/01 
2/01 
2/08 
2/10 
2/18 
2/15 
2/16 


3/13 
3/21 
3/31 
3/31 
4/05 
4/06 


4/07 


INTRODUCED 

REFERRED TO STATE ADMINISTRATION 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO STATE ADMINISTRATION 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO SENATE 
SENT TO ENROLLING 


50 


19 


49 


21 


100 


19 


95 


10 


50 
48 


18 


98 
92 


149 


LC0616 DRAFTER: POWER 
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4/17 RETURNED FROM ENROLLING 
4/19 SIGNED BY PRESIDENT 
4/24 SIGNED BY SPEAKER 
4/24 TRANSMITTED TO GOVERNOR 
5/01 RETURNED WITH GOVERNOR’S PROPOSED AMENDMENTS 
5/02 2ND READING GOVERNOR’S PROPOSED AMENDMENTS ADOPTED 49° 1 
5/02 3RD READING GOVERNOR’S PROPOSED AMENDMENTS ADOPTED 49 = 1 
5/02 2ND READING GOVERNOR’S PROPOSED AMENDMENTS ADOPTED — 67 32 
5/02 38RD READING GOVERNOR’S PROPOSED AMENDMENTS ADOPTED — 58 37 
5/11 RETURNED TO SENATE CONCURRED IN GOVERNOR’S PROPOSED 
AMENDMENTS 
6/09 SENT TO ENROLLING 
6/10 RETURNED FROM ENROLLING 
6/20 SIGNED BY PRESIDENT 
6/20 SIGNED BY SPEAKER 
6/20 TRANSMITTED TO GOVERNOR 
6/29 SIGNED BY GOVERNOR 
6/29 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 780 
EFFECTIVE DATE: 6/29/2023 - ALL SECTIONS 


SB 255 INTRODUCED BY POPE LC2357 DRAFTER: GRAFF 
REVISING ELECTRIC VEHICLE CHARGING STATION LAWS 
2/01 INTRODUCED 


2/03 REFERRED TO ENERGY AND TELECOMMUNICATIONS 
2/14 HEARING 


2/21 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 9 8 
2/22 COMMITTEE REPORT — BILL PASSED AS AMENDED 

2/24 2ND READING PASSED 33 17 
2/27 38RD READING PASSED 31 19 


TRANSMITTED TO HOUSE 
3/14 REFERRED TO TRANSPORTATION 
3/20 HEARING 


3/24 COMMITTEE EXEC ACTION — CONCURRED AS AMD 15 0 
3/25 COMMITTEE REPORT — CONCURRED AS AMD 

4/04 2ND READING CONCURRED 93 7 
4/05 3RD READING FAILED 35 62 


DIED IN PROCESS 
SB 256 INTRODUCED BY GLIMM [C1038 DRAFTER: J. WALKER 


PROHIBIT OWNERSHIP OF PRIVATE PROPERTY WITHIN STATE BY CITIZENS OF 
ENEMY STATES 


2/01 FISCAL NOTE PROBABLE 
2/01 INTRODUCED 

2/01 FISCAL NOTE REQUESTED 
2/03 REFERRED TO JUDICIARY 
2/06 FISCAL NOTE RECEIVED 
2/07 FISCAL NOTE SIGNED 

2/07 FISCAL NOTE PRINTED 
2/08 HEARING 


2/22 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 7 ~#«4 
2/24 COMMITTEE REPORT — BILL PASSED AS AMENDED 
3/01 2ND READING NOT PASSED 380 20 


3/18 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN PROCESS 


SENATE BILLS 151 


SB 257 INTRODUCED BY USHER LC0091 DRAFTER: BURKHARDT 
GENERALLY REVISE LAWS REGARDING THE JUDICIARY 


2/02 INTRODUCED 

2/03 REFERRED TO JUDICIARY 

2/24 BILL NOT HEARD AT SPONSOR'S REQUEST 

3/13 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


SB 258 INTRODUCED BY DUNWELL LC1697 DRAFTER: COLES 
ESTABLISH SOCIAL SECURITY INCOME TAX CREDIT 


2/02 FISCAL NOTE PROBABLE 

2/02 INTRODUCED 

2/02 FISCAL NOTE REQUESTED 

2/03 REFERRED TO TAXATION 

2/10 FISCAL NOTE RECEIVED 

2/10 FISCAL NOTE SIGNED 

2/18 FISCAL NOTE PRINTED 

2/17 HEARING 

3/22 TABLED IN COMMITTEE 11 1 

4/06 MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


SB 259 INTRODUCED BY DUNWELL [C1703 DRAFTER: COLES 
SMALL BUSINESS TAX CREDIT FOR PAYING A LIVABLE WAGE 


2/02 INTRODUCED 
2/02 FISCAL NOTE REQUESTED 
2/03 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
2/18 FISCAL NOTE RECEIVED 
2/13 FISCAL NOTE SIGNED 
2/138 FISCAL NOTE PRINTED 
2/14 HEARING 
2/16 TABLED IN COMMITTEE (i) 
4/06 MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


SB 260 INTRODUCED BY SALOMON [C4327 DRAFTER: J. WALKER 


REVISE INSURANCE UNFAIR TRADE PRACTICES ACT RELATING TO CERTAIN 
INSURERS 


2/02 INTRODUCED 

2/02 FISCAL NOTE REQUESTED 

2/03 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
2/09 FISCAL NOTE RECEIVED 

2/09 FISCAL NOTE PRINTED 

2/09 HEARING 


2/09 COMMITTEE EXEC ACTION — BILL PASSED 10 O 
2/09 COMMITTEE REPORT — BILL PASSED 

2/18 2ND READING PASSED 86 12 
2/14 38RD READING PASSED 46 4 


TRANSMITTED TO HOUSE 
3/10 REFERRED TO BUSINESS AND LABOR 
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3/21 
3/23 
3/23 
4/05 
4/06 


4/07 
AI17 
4/19 
4/22 
4/24 
5/02 
5/04 
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HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 17 (OO 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 100 O 
38RD READING CONCURRED 93 0 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 356 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


SB 261 INTRODUCED BY K. REGIER LC0833 DRAFTER: MOHR 


REVISE OBJECTIONS TO WATER RIGHTS APPLICATION 


2/02 
2/03 
2/138 
2/24 
3/13 


INTRODUCED 

REFERRED TO NATURAL RESOURCES 

HEARING 

TABLED IN COMMITTEE 11 0 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


SB 262 INTRODUCED BY D. ZOLNIKOV LC1954 DRAFTER: E. SULLIVAN 


GENERALLY REVISE LICENSING REQUIREMENTS 


2/02 
2/03 
2/08 
2/18 
2/14 
2/17 
2/17 


3/14 
3/20 
4/05 
4/05 
4/07 
4/12 


4/13 
AI17 
4/19 
4/22 
4/24 
5/02 
5/04 


INTRODUCED 

REFERRED TO LOCAL GOVERNMENT 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 6 38 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 34 16 
3RD READING PASSED 34 14 


TRANSMITTED TO HOUSE 
REFERRED TO BUSINESS AND LABOR 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 10 9 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 68 31 
38RD READING CONCURRED 67 32 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 357 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


SENATE BILLS 153 


SB 263 INTRODUCED BY K. REGIER LC3376 DRAFTER: CARROLL 


ALLOW AIRPORT AUTHORITIES TO ENTER INTO CERTAIN CONTRACTS FOR 50 
YEARS 


2/02 INTRODUCED 

2/03 FISCAL NOTE REQUESTED 

2/03 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
2/06 FISCAL NOTE RECEIVED 

2/07 FISCAL NOTE PRINTED 

2/10 HEARING 


2/10 COMMITTEE EXEC ACTION — BILL PASSED 10 O 
2/18 COMMITTEE REPORT — BILL PASSED 

2/16 2ND READING PASSED 50 0 
2/17 38RD READING PASSED 48 0 


TRANSMITTED TO HOUSE 
3/14 REFERRED TO TRANSPORTATION 
3/20 HEARING 


3/24 COMMITTEE EXEC ACTION — BILL CONCURRED 15 0 
3/25 COMMITTEE REPORT — BILL CONCURRED 

4/05 2ND READING CONCURRED 100 0 
4/06 3RD READING CONCURRED 93 0 


RETURNED TO SENATE 

4/07 SENT TO ENROLLING 
4/17 RETURNED FROM ENROLLING 
4/19 SIGNED BY PRESIDENT 
4/22 SIGNED BY SPEAKER 
4/24 TRANSMITTED TO GOVERNOR 
5/02 SIGNED BY GOVERNOR 
5/04 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 358 

EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


SB 264 INTRODUCED BY K. REGIER LC3375 DRAFTER: J. WALKER 
REVISE AIRPORT ALL-BEVERAGE LICENSE LAWS 


2/02 FISCAL NOTE PROBABLE 

2/02 INTRODUCED 

2/03 FISCAL NOTE REQUESTED 

2/03 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
2/06 FISCAL NOTE RECEIVED 

2/07 FISCAL NOTE PRINTED 

2/10 HEARING 


2/16 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 10 O 
2/17 COMMITTEE REPORT — BILL PASSED AS AMENDED 

2/23 2ND READING PASSED 48 2 
2/24 38RD READING PASSED 46 4 


TRANSMITTED TO HOUSE 
3/14 REFERRED TO BUSINESS AND LABOR 
3/21 HEARING 


3/23 COMMITTEE EXEC ACTION — BILL CONCURRED 17 (0 
3/23 COMMITTEE REPORT — BILL CONCURRED 
4/06 2ND READING CONCURRED 91 9 


4/07 3RD READING CONCURRED 90 6 
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RETURNED TO SENATE 

4/07 SENT TO ENROLLING 
4/17 RETURNED FROM ENROLLING 
4/19 SIGNED BY PRESIDENT 
4/22 SIGNED BY SPEAKER 
4/24 TRANSMITTED TO GOVERNOR 
5/02 SIGNED BY GOVERNOR 
5/04 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 359 

EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


SB 265 INTRODUCED BY NOLAND [C1519 DRAFTER: BURKHARDT 


INCREASE PENALTY FOR CONVICTION OF CRIMINAL ACTIVITY OF HUMAN 
TRAFFICKING 


2/02 INTRODUCED 
2/03 REFERRED TO JUDICIARY 
2/07 HEARING 


2/08 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 11 0 
2/09 COMMITTEE REPORT — BILL PASSED AS AMENDED 

2/18 2ND READING PASSED 48 0 
2/14 3RD READING PASSED 50 0 


TRANSMITTED TO HOUSE 
3/10 REFERRED TO JUDICIARY 
3/16 HEARING 


4/04 COMMITTEE EXEC ACTION — CONCURRED AS AMD 13 6 

4/04 COMMITTEE REPORT — CONCURRED AS AMD 

4/07 2ND READING CONCURRED 74 25 

4/12 38RD READING CONCURRED 85 14 
RETURNED TO SENATE WITH AMENDMENTS 

5/02 2ND READING HOUSE AMDS CONCURRED 49 1 

5/02 3RD READING PASSED AS AMENDED BY HOUSE 41 9 


5/02 SENT TO ENROLLING 
5/05 RETURNED FROM ENROLLING 
5/10 SIGNED BY PRESIDENT 
5/11 SIGNED BY SPEAKER 
5/11 TRANSMITTED TO GOVERNOR 
5/19 SIGNED BY GOVERNOR 
5/22 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 666 
EFFECTIVE DATE: 5/19/2023 - ALL SECTIONS 


SB 266 INTRODUCED BY MANZELLA LC0694 DRAFTER: SANDRU 
GENERALLY REVISE CHILD ABUSE AND NEGLECT LAWS 


2/02 FISCAL NOTE PROBABLE 
2/02 INTRODUCED 
2/03 FISCAL NOTE REQUESTED 
2/03 REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
2/08 HEARING 
2/10 FISCAL NOTE RECEIVED 
2/14 FISCAL NOTE PRINTED 
2/22 TABLED IN COMMITTEE 6 3 
3/13 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


SENATE BILLS 155 


SB 267 INTRODUCED BY HERTZ LC0986 DRAFTER: J. WALKER 


REVISE LAWS RELATED TO STATE FUND AND GOVERNMENT AGENCIES 


2/03 
2/03 
2/09 
3/13 


INTRODUCED 

REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
BILL NOT HEARD AT SPONSOR’S REQUEST 

MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


SB 268 INTRODUCED BY HERTZ LC0300 DRAFTER: CARROLL 


GENERALLY REVISE SHORT-TERM RENTAL LAWS 


2/03 
2/03 
2/20 
2/24 
3/01 
3/02 
3/02 


3/13 
3/24 
4/06 
4/06 
4/12 


INTRODUCED 

REFERRED TO LOCAL GOVERNMENT 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 8 1 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 386 14 
3RD READING PASSED 31 19 


TRANSMITTED TO HOUSE 
REFERRED TO JUDICIARY 


HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 13 6 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING NOT CONCURRED 27 73 


DIED IN PROCESS 


SB 269 INTRODUCED BY HERTZ LC0932 DRAFTER: J. WALKER 


ESTABLISH CONSUMER PROTECTIONS AND DISCLOSURES IN LITIGATION 
FINANCING 


2/03 
2/03 
2/03 
2/03 
2/18 
2/14 
2/14 
2/16 
2/17 
2/23 
2/24 


3/18 
4/04 
4/05 
4/05 
4/07 
4/12 


4/13 
4/17 
4/19 
4/22 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 


HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 10 O 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 50 =O 
38RD READING PASSED 50 «(0 


TRANSMITTED TO HOUSE 
REFERRED TO BUSINESS AND LABOR 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 19 0 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 99 0 
3RD READING CONCURRED 99 0 


RETURNED TO SENATE 

SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
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4/24 TRANSMITTED TO GOVERNOR 
5/02 SIGNED BY GOVERNOR 
5/04 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 360 
EFFECTIVE DATE: 1/01/2024 - ALL SECTIONS 


SB 270 INTRODUCED BY K. REGIER [C1002 DRAFTER: J. WALKER 
PROHIBIT EMPLOYEE TERMINATION FOR LEGAL SOCIAL MEDIA POSTS 
2/03 INTRODUCED 


2/03 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
2/08 HEARING 


2/10 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 10 O 
2/18 COMMITTEE REPORT — BILL PASSED AS AMENDED 

2/16 2ND READING PASSED 387 138 
2/17 3RD READING PASSED 37 11 


TRANSMITTED TO HOUSE 
3/14 REFERRED TO BUSINESS AND LABOR 
3/21 HEARING 


3/23 COMMITTEE EXEC ACTION — BILL CONCURRED 14° 5 
3/23 COMMITTEE REPORT — BILL CONCURRED 

4/07 2ND READING CONCURRED 71 28 
4/12 38RD READING CONCURRED 70 29 


RETURNED TO SENATE 

4/13 SENT TO ENROLLING 
4/17 RETURNED FROM ENROLLING 
4/19 SIGNED BY PRESIDENT 
4/22 SIGNED BY SPEAKER 
4/24 TRANSMITTED TO GOVERNOR 
5/02 SIGNED BY GOVERNOR 
5/04 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 361 

EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


SB 271 INTRODUCED BY S. FITZPATRICK LC2578 DRAFTER: KOLMAN 
REVISE COURT COSTS RELATED TO NATURAL RESOURCES 


2/03 INTRODUCED 
2/03 REFERRED TO NATURAL RESOURCES 
2/16 BILL NOT HEARD AT SPONSOR’S REQUEST 
2/20 TABLED IN COMMITTEE 11 0 
3/13 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


SB 272 INTRODUCED BY MANZELLA LC0693 DRAFTER: BURKHARDT 
CONSTITUTIONAL AMENDMENT TO SECURE THE OFFICE OF COUNTY SHERIFF 


2/03 INTRODUCED 
3/20 REFERRED TO JUDICIARY 
3/29 HEARING 
3/30 COMMITTEE EXEC ACTION — BILL PASSED 7 ~#«4 
3/31 COMMITTEE REPORT — BILL PASSED 
4/03 2ND READING PASS MOTION FAILED; 3RD READING VOTE 
REQUIRED 23° 27 
4/04 38RD READING FAILED; 2ND HOUSE VOTE REQUIRED 22 28 


SENATE BILLS 157 


TRANSMITTED TO HOUSE 

4/05 REFERRED TO JUDICIARY 

4/19 BILL NOT HEARD AT SPONSOR’S REQUEST 
DIED IN STANDING COMMITTEE 


SB 273 INTRODUCED BY MCGILLVRAY LC0768 DRAFTER: O°?CONNELL 
GENERALLY REVISING MEDICAL SAVINGS ACCOUNT LAWS 


2/06 INTRODUCED 
2/06 REFERRED TO TAXATION 
2/06 BILL NOT HEARD AT SPONSOR’S REQUEST 
2/09 TABLED IN COMMITTEE 12 0 
4/06 MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


SB 274 INTRODUCED BY D. ZOLNIKOV LC1090 DRAFTER: GRAFF 
REVISING MAJOR FACILITY SITING ACT DECISION REQUIREMENTS 
2/03 INTRODUCED 


2/06 REFERRED TO NATURAL RESOURCES 
2/15 HEARING 


2/22 COMMITTEE EXEC ACTION — BILL PASSED 11 0 
2/23 COMMITTEE REPORT — BILL PASSED 

2/27 2ND READING PASSED 50 0 
2/28 3RD READING PASSED 50 «(OO 


TRANSMITTED TO HOUSE 
3/13 REFERRED TO ENERGY, TECHNOLOGY AND FEDERAL RELATIONS 
3/20 HEARING 


3/20 COMMITTEE EXEC ACTION — BILL CONCURRED 13 0 
3/21 COMMITTEE REPORT — BILL CONCURRED 

4/06 2ND READING CONCURRED 99 1 
4/07 3RD READING CONCURRED 96 0 


RETURNED TO SENATE 

4/07 SENT TO ENROLLING 
4/17 RETURNED FROM ENROLLING 
4/19 SIGNED BY PRESIDENT 
4/29 SIGNED BY SPEAKER 
5/01 TRANSMITTED TO GOVERNOR 
5/08 SIGNED BY GOVERNOR 
5/09 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 451 

EFFECTIVE DATE: 5/08/2023 - ALL SECTIONS 


SB 275 INTRODUCED BY MANDEVILLE LC1252 DRAFTER: HENNEMAN 
REVISE DEFINITION OF PROPOSED MIXING ZONE & WELL ISOLATION ZONE 
2/06 INTRODUCED 


2/06 REFERRED TO LOCAL GOVERNMENT 
2/18 HEARING 


2/15 COMMITTEE EXEC ACTION — BILL PASSED 6 3 
2/17 COMMITTEE REPORT — BILL PASSED 
2/23 2ND READING PASSED 36 14 


2/24 38RD READING PASSED 36 14 
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TRANSMITTED TO HOUSE 
3/13 REFERRED TO LOCAL GOVERNMENT 
3/30 HEARING 


4/04 COMMITTEE EXEC ACTION — BILL CONCURRED 11 65 
4/05 COMMITTEE REPORT — BILL CONCURRED 

4/12 2ND READING CONCURRED 61 39 
4/13 38RD READING CONCURRED 60 40 


RETURNED TO SENATE 
4/14 SENT TO ENROLLING 
4/18 RETURNED FROM ENROLLING 
4/20 SIGNED BY PRESIDENT 
4/29 SIGNED BY SPEAKER 
5/01 TRANSMITTED TO GOVERNOR 
5/11 VETOED BY GOVERNOR 


SB 276 INTRODUCED BY HINEBAUCH [C1349 DRAFTER: J. WALKER 
REVISE LAWS RELATED TO PREVAILING WAGE 


2/06 INTRODUCED 
2/06 REFERRED TO JUDICIARY 


2/07 REREFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 27 22 
2/14 HEARING 
2/24 TABLED IN COMMITTEE 10 0 


3/13 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


SB 277 INTRODUCED BY MORIGEAU LC4216 DRAFTER: BURKHARDT 
REVISE LAWS RELATING TO VICTIMS OF CRIME 
2/06 INTRODUCED 


2/22 REFERRED TO JUDICIARY 
2/27 HEARING 


2/28 COMMITTEE EXEC ACTION — BILL PASSED 10 1 
2/28 COMMITTEE REPORT — BILL PASSED 

3/02 2ND READING PASSED 46 4 
3/02 3RD READING PASSED 47 3 


TRANSMITTED TO HOUSE 

3/13 REFERRED TO JUDICIARY 

3/21 HEARING 

3/24 HEARING 

3/27 TABLED IN COMMITTEE 19 O 
DIED IN STANDING COMMITTEE 


SB 278 INTRODUCED BY S. FITZPATRICK LC0585 DRAFTER: COLES 


AUTHORIZE LEGISLATIVE OFFICER INTERVENTION IN DECLARATORY 
JUDGMENT ACTION 


2/06 INTRODUCED 
2/06 REFERRED TO JUDICIARY 
2/09 HEARING 


2/17 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 11 0 
2/20 COMMITTEE REPORT — BILL PASSED AS AMENDED 
2/23 2ND READING PASSED 34 16 


2/24 3RD READING PASSED 34 16 


3/13 
3/24 
4/05 
4/05 
4/12 
4/17 


4/20 
4/21 
4/22 
4/25 
5/04 
5/11 
5/11 
5/19 
5/22 


SB 279 INTRODUCED BY S. FITZPATRICK 


SENATE BILLS 


TRANSMITTED TO HOUSE 

REFERRED TO LEGISLATIVE ADMINISTRATION 
HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED AS AMD 

38RD READING CONCURRED 


RETURNED TO SENATE WITH AMENDMENTS 
2ND READING HOUSE AMDS CONCURRED 
3RD READING PASSED AS AMENDED BY HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 667 
EFFECTIVE DATE: 5/19/2023 - ALL SECTIONS 


REVISE OFFER OF SETTLEMENT LAW 


2/06 
2/06 
2/09 
2/14 
2/20 
2/22 
2/23 


3/13 
3/27 
3/28 
3/28 
4/06 
4/07 


4/07 
4/17 
4/19 
4/29 
5/01 
5/08 
5/09 


SB 280 INTRODUCED BY LANG 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 452 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


REVISE BIRD DOG TRAINING LAWS 


2/06 
2/06 
2/08 
2/14 


INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO FISH AND GAME 
FISCAL NOTE RECEIVED 


11 
68 
65 


34 
34 


10 


35 
33 


13 


67 
63 


159 


16 
16 


LC2573 DRAFTER: CARROLL 


15 
16 


32 
33 


LC1058 DRAFTER: KOLMAN 


160 


2/14 
2/14 
2/14 
2/23 
2/24 
2/28 
2/28 
3/13 
3/14 
3/14 
3/15 


3/17 
3/28 
3/30 
3/31 
4/12 
4/13 


4/19 
4/20 
4/20 
4/26 
5/04 
5/11 
5/11 
5/19 
5/22 


SB 281 INTRODUCED BY FLOWERS 


REVISE LAWS RELATED TO NONRESIDENT HUNTING AND FISHING 


2/07 
2/08 
2/18 
2/14 
2/15 
2/16 
2/16 
2/16 
2/17 
2/17 
2/22 
2/23 
2/23 
2/27 
2/27 
2/28 
2/28 
2/28 
3/02 


3/18 
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FISCAL NOTE SIGNED 
FISCAL NOTE PRINTED 
HEARING 


COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 


COMMITTEE REPORT — BILL PASSED AS AMENDED 
2ND READING PASSED 

REREFERRED TO FINANCE AND CLAIMS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

38RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO FISH, WILDLIFE AND PARKS 
HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO SENATE WITH AMENDMENTS 
2ND READING HOUSE AMDS CONCURRED 
38RD READING PASSED AS AMENDED BY HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 668 
EFFECTIVE DATE: 5/19/2023 - ALL SECTIONS 


INTRODUCED 

REFERRED TO FISH AND GAME 
FISCAL NOTE REQUESTED 
HEARING 

FISCAL NOTE RECEIVED 
FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 


COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 


COMMITTEE REPORT — BILL PASSED AS AMENDED 
REVISED FISCAL NOTE REQUESTED 
REVISED FISCAL NOTE RECEIVED 
REVISED FISCAL NOTE SIGNED 

REVISED FISCAL NOTE PRINTED 

2ND READING PASSED 

REREFERRED TO FINANCE AND CLAIMS 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

38RD READING PASSED 


TRANSMITTED TO HOUSE 
REFERRED TO FISH, WILDLIFE AND PARKS 


50 
AT 


12 


49 


19 


49 


14 
12 


LC3707 DRAFTER: PALLISTER 


SENATE BILLS 161 


3/16 HEARING 


3/30 COMMITTEE EXEC ACTION — BILL CONCURRED 11 8 
3/31 COMMITTEE REPORT — BILL CONCURRED 
4/07 2ND READING CONCURRED 90 8 


4/07 REREFERRED TO APPROPRIATIONS 
4/07 HEARING 


4/07 COMMITTEE EXEC ACTION — BILL CONCURRED 19 O 
4/12 COMMITTEE REPORT — BILL CONCURRED 
4/13 38RD READING CONCURRED 78 22 


RETURNED TO SENATE 

4/14 SENT TO ENROLLING 
4/18 RETURNED FROM ENROLLING 
4/20 SIGNED BY PRESIDENT 
4/23 SIGNED BY SPEAKER 
4/26 TRANSMITTED TO GOVERNOR 
5/03 SIGNED BY GOVERNOR 
5/04 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 404 

EFFECTIVE DATE: 3/01/2024 - ALL SECTIONS 


SB 282 INTRODUCED BY LENZ LC0582 DRAFTER: O°CONNELL 
REVISE LAWS RELATED TO AREA AGENCIES ON AGING 


2/07 INTRODUCED 

2/07 FISCAL NOTE REQUESTED 

2/08 REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 

2/15 FISCAL NOTE RECEIVED 

2/15 FISCAL NOTE PRINTED 

2/15 HEARING 

2/22 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 9 O 
2/23 COMMITTEE REPORT — BILL PASSED AS AMENDED 

2/27 REVISED FISCAL NOTE REQUESTED 

2/27 2ND READING PASSED 43 7 
2/27 REREFERRED TO FINANCE AND CLAIMS 

2/28 HEARING 

2/28 COMMITTEE EXEC ACTION — BILL PASSED 10 9 
2/28 COMMITTEE REPORT — BILL PASSED 

2/28 REVISED FISCAL NOTE REQUESTED 

2/28 REVISED FISCAL NOTE RECEIVED 

2/28 REVISED FISCAL NOTE PRINTED 

3/02 3RD READING PASSED 43 7 


TRANSMITTED TO HOUSE 
3/18 REFERRED TO HUMAN SERVICES 
3/23 HEARING 


4/05 COMMITTEE EXEC ACTION — CONCURRED AS AMD 21 0 
4/06 COMMITTEE REPORT — CONCURRED AS AMD 
4/12 2ND READING CONCURRED 91 9 


4/12 REREFERRED TO APPROPRIATIONS 
4/12 HEARING 
4/18 TABLED IN COMMITTEE 20 1 
DIED IN STANDING COMMITTEE 
SB 283 INTRODUCED BY NOLAND LC1526 DRAFTER: J. WALKER 
REVISE LAWS RELATED TO CREDIT UNION COMPLIANCE WITH LAWS 


2/07 FISCAL NOTE PROBABLE 


162 MONTANA HISTORY AND FINAL STATUS 2023 


2/07 INTRODUCED 

2/07 FISCAL NOTE REQUESTED 

2/08 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
2/18 FISCAL NOTE RECEIVED 

2/14 FISCAL NOTE SIGNED 

2/15 HEARING 

2/20 FISCAL NOTE PRINTED 


2/22 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 7 38 
2/23 COMMITTEE REPORT — BILL PASSED AS AMENDED 
2/27 2ND READING PASSED 26 24 
2/28 38RD READING FAILED 25 25 
3/13 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN PROCESS 
SB 284 INTRODUCED BY GLIMM LC1035 DRAFTER: O’°CONNELL 


REQUIRING REPORT OF DRUGS TAKEN BY OR PRESCRIBED TO A VICTIM OF 
SUICIDE 


2/07 FISCAL NOTE PROBABLE 

2/07 INTRODUCED 

2/07 FISCAL NOTE REQUESTED 

2/08 REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
2/14 FISCAL NOTE RECEIVED 

2/15 FISCAL NOTE SIGNED 

2/15 FISCAL NOTE PRINTED 

2/15 HEARING 


2/22 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 6 38 
2/23 COMMITTEE REPORT — BILL PASSED AS AMENDED 

2/28 2ND READING PASSED 34 16 
3/01 3RD READING PASSED 34 16 


TRANSMITTED TO HOUSE 
3/13 REFERRED TO HUMAN SERVICES 
3/23 HEARING 


4/05 COMMITTEE EXEC ACTION — BILL CONCURRED 14. «7 
4/06 COMMITTEE REPORT — BILL CONCURRED 

4/12 2ND READING CONCURRED 63 37 
4/13 38RD READING CONCURRED 64 36 


RETURNED TO SENATE 

4/14 SENT TO ENROLLING 
4/18 RETURNED FROM ENROLLING 
4/20 SIGNED BY PRESIDENT 
4/23 SIGNED BY SPEAKER 
4/26 TRANSMITTED TO GOVERNOR 
5/03 SIGNED BY GOVERNOR 
5/04 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 405 

EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


SB 285 INTRODUCED BY GLIMM LC1042 DRAFTER: KOLMAN 
REVISE SUBDIVISION SANITATION LAWS 


2/07 INTRODUCED 

2/08 REFERRED TO LOCAL GOVERNMENT 

2/18 HEARING 

2/15 COMMITTEE EXEC ACTION — BILL PASSED 6 3 
2/17 COMMITTEE REPORT — BILL PASSED 


2/23 
2/24 


3/13 
3/27 
3/29 
3/30 
4/04 
4/06 


4/29 
5/01 
5/02 
5/03 
5/04 
5/11 
5/12 
5/22 
5/22 


SB 286 INTRODUCED BY S. FITZPATRICK 


SENATE BILLS 


2ND READING PASSED 
3RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO NATURAL RESOURCES 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED AS AMD 

38RD READING CONCURRED 


RETURNED TO SENATE WITH AMENDMENTS 
2ND READING HOUSE AMDS CONCURRED 
3RD READING PASSED AS AMENDED BY HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 752 
EFFECTIVE DATE: 5/22/2023 - ALL SECTIONS 


30 
27 


10 
60 
61 


35 
33 
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15 
16 


LC0752 DRAFTER: CARROLL 


REVISE PROBATE LAW REGARDING COLLECTION OF PERSONAL PROPERTY BY 
AFFIDAVIT 


2/07 
2/07 
2/08 
2/10 
2/10 
2/14 
2/20 
2/24 
2/28 


3/18 
3/21 
3/27 
3/27 
4/07 
4/12 


4/13 
4/17 
4/19 
4/29 
5/01 
5/08 
5/09 


INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO JUDICIARY 

HEARING 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

COMMITTEE REPORT — BILL PASSED 
2ND READING PASSED AS AMENDED 
38RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 453 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


50 
48 


19 


99 
98 
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SB 287 INTRODUCED BY S. FITZPATRICK 


MONTANA HISTORY AND FINAL STATUS 2023 


REVISE PROPERTY LAWS 


2/07 
2/07 
2/08 
2/10 
2/16 
2/20 
2/21 
2/22 
2/23 
2/24 
2/27 
3/01 
3/01 
3/13 


SB 288 INTRODUCED BY CUFFE 


INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO JUDICIARY 

HEARING 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 
REVISED FISCAL NOTE REQUESTED 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE PRINTED 

2ND READING PASS AS AMENDED MOTION FAILED 
2ND READING INDEFINITELY POSTPONED 

MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN PROCESS 


ELIMINATE SUNSET ON JUNK VEHICLE STATUTE 


2/07 
2/08 
2/16 
2/23 
2/24 
3/01 
3/02 


3/13 
3/20 
3/24 
3/25 
4/06 
4/07 


4/07 
4/17 
4/19 
4/29 
5/01 
5/08 
5/09 


SB 289 INTRODUCED BY FRIEDEL 


INTRODUCED 

REFERRED TO HIGHWAYS AND TRANSPORTATION 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO TRANSPORTATION 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 454 
EFFECTIVE DATE: 5/08/2023 - ALL SECTIONS 


LC2646 DRAFTER: CARROLL 


7 4 
23 27 
44 6 


LC3993 DRAFTER: CARROLL 


12 0 
50 0 
50 =O 
15 0 
100 0O 
96 O 


LC0083 DRAFTER: ALLEN 


ALLOW TUITION WAIVERS FOR QUALIFIED SURVIVORS OF FIREFIGHTERS AND 
PEACE OFFIERS 


2/07 
2/08 
2/08 
2/10 


INTRODUCED 

REFERRED TO EDUCATION AND CULTURAL RESOURCES 
FISCAL NOTE REQUESTED 

FISCAL NOTE RECEIVED 


2/10 
2/138 
2/15 
2/22 
2/23 
2/27 
2/28 


3/18 
3/20 
3/24 
3/27 
4/06 
4/07 


4/07 
4/17 
4/19 
4/29 
5/01 
5/08 
5/09 


SB 290 INTRODUCED BY D. ZOLNIKOV 


SENATE BILLS 


FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO EDUCATION 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 455 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


REVISE LAWS REGARDING LEGISLATOR COMPENSATION 


2/07 
2/08 
2/24 
3/13 


SB 291 INTRODUCED BY HERTZ 


REVISE THRESHOLD FOR APPROVAL FOR CERTAIN BOND ELECTIONS 


2/07 
2/08 
2/15 
2/28 
3/13 


SB 292 INTRODUCED BY HERTZ 


REVISING THE THRESHOLD FOR APPROVAL OF A MILL LEVY ELECTION 


2/07 
2/08 
2/15 
2/28 
3/13 


INTRODUCED 

REFERRED TO STATE ADMINISTRATION 

BILL NOT HEARD AT SPONSOR’S REQUEST 

MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


INTRODUCED 

REFERRED TO TAXATION 

HEARING 

TABLED IN COMMITTEE 

MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


INTRODUCED 

REFERRED TO TAXATION 

HEARING 

TABLED IN COMMITTEE 

MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


nih 


48 


12 


12 
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LC1848 DRAFTER: COLES 


[C0325 DRAFTER: M. MOORE 


[C1100 DRAFTER: M. MOORE 


166 


SB 293 INTRODUCED BY NOLAND 


REVISE TRANSPORTATION LAWS RELATED TO INVASIVE SPECIES 


2/07 
2/07 
2/08 
2/14 
2/16 
2/17 
2/22 
2/23 


3/15 
3/20 
3/24 
3/25 
4/06 
4/07 


4/07 
4/17 
4/19 
4/29 
5/01 
5/08 
5/09 


SB 294 INTRODUCED BY USHER 


MONTANA HISTORY AND FINAL STATUS 2023 


FISCAL NOTE PROBABLE 

INTRODUCED 

REFERRED TO FISH AND GAME 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO TRANSPORTATION 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 456 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


ESTABLISH THE END OF WATCH TRUST 


2/07 
2/07 
2/08 
2/08 
2/14 
2/23 
2/24 
2/24 
2/24 
2/27 
2/28 
2/28 
3/01 
3/01 
3/01 
3/02 


3/09 
3/09 
3/13 
3/15 
3/23 
4/05 


FISCAL NOTE PROBABLE 
INTRODUCED 

REFERRED TO JUDICIARY 
FISCAL NOTE REQUESTED 
HEARING 
FISCAL NOTE RECEIVED 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
FISCAL NOTE PRINTED 

COMMITTEE REPORT — BILL PASSED AS AMENDED 
REVISED FISCAL NOTE REQUESTED 

2ND READING PASSED 

REREFERRED TO FINANCE AND CLAIMS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 

COMMITTEE REPORT — BILL PASSED 

3RD READING PASSED 


TRANSMITTED TO HOUSE 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE SIGNED 

REFERRED TO JUDICIARY 

REVISED FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 


LC4528 DRAFTER: HESS 


12 0 
50 =O 
49 0 
15 0 
100 O 
96 0 


[C0173 DRAFTER: ALLEN 


11 O 
50 «(OO 
18 #1 
47 3 


16 3 


SENATE BILLS 167 


4/05 COMMITTEE REPORT — BILL CONCURRED 

4/05 REREFERRED TO APPROPRIATIONS 

4/06 HEARING 

4/21 COMMITTEE EXEC ACTION — CONCURRED AS AMD 21 0 
4/21 COMMITTEE REPORT — CONCURRED AS AMD 

4/24 REVISED FISCAL NOTE REQUESTED 


4/27 2ND READING CONCURRED 96 4 

4/28 REVISED FISCAL NOTE RECEIVED 

4/28 38RD READING CONCURRED 94 5 
RETURNED TO SENATE WITH AMENDMENTS 

5/02 2ND READING HOUSE AMDS CONCURRED 50 «(OO 

5/02 3RD READING PASSED AS AMENDED BY HOUSE 50 «=O 


5/02 SENT TO ENROLLING 

5/05 RETURNED FROM ENROLLING 

5/10 SIGNED BY PRESIDENT 

5/11 SIGNED BY SPEAKER 

5/11 TRANSMITTED TO GOVERNOR 

5/19 SIGNED BY GOVERNOR 

5/22 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 669 
EFFECTIVE DATE: 7/01/2023 - SECTIONS 1-8 AND 10-16 
EFFECTIVE DATE: 1/01/2024 - SECTION 9 


SB 295 INTRODUCED BY GILLESPIE LC0925 DRAFTER: HENNEMAN 
REVISING LAWS TO ACCOMMODATE GRIZZLY BEAR DELISTING 
2/07 INTRODUCED 


2/08 REFERRED TO FISH AND GAME 
2/14 HEARING 


2/21 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 9 8 
2/22 COMMITTEE REPORT — BILL PASSED AS AMENDED 

2/24 2ND READING PASSED AS AMENDED 387 13 
2/28 38RD READING PASSED 35 15 


TRANSMITTED TO HOUSE 
3/18 REFERRED TO FISH, WILDLIFE AND PARKS 
3/21 HEARING 


4/06 COMMITTEE EXEC ACTION — CONCURRED AS AMD 13 6 

4/07 COMMITTEE REPORT — CONCURRED AS AMD 

4/12 2ND READING CONCURRED 73° 27 

4/13 3RD READING CONCURRED 73° 27 
RETURNED TO SENATE WITH AMENDMENTS 

4/19 2ND READING HOUSE AMDS CONCURRED 46 4 

4/20 38RD READING PASSED AS AMENDED BY HOUSE 85 12 


4/20 SENT TO ENROLLING 
4/26 RETURNED FROM ENROLLING 
5/04 SIGNED BY PRESIDENT 
5/11 SIGNED BY SPEAKER 
5/11 TRANSMITTED TO GOVERNOR 
5/19 SIGNED BY GOVERNOR 
5/22 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 670 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


SB 296 INTRODUCED BY BEARD LC0521 DRAFTER: O’°CONNELL 


REVISE NURSING HOME AND/OR ASSISTED LIVING FUNDING 


168 


2/08 
2/09 
2/16 
2/17 
2/24 
2/27 
2/27 
2/28 
3/01 
3/01 
3/15 
3/16 
3/31 
3/31 
3/31 
4/03 
4/03 
4/03 
4/04 


4/05 
4/06 
4/07 
4/07 
4/13 
4/13 
4/14 
4/18 
4/18 
4/18 
4/21 
4/21 
4/27 
4/28 


5/02 
5/02 
5/02 
5/05 
5/10 
5/11 
5/11 
5/18 
6/05 
6/16 


SB 297 INTRODUCED BY VERMEIRE 


MONTANA HISTORY AND FINAL STATUS 2023 


INTRODUCED 

REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
FISCAL NOTE REQUESTED 

HEARING 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 

REREFERRED TO FINANCE AND CLAIMS 

HEARING 

TABLED IN COMMITTEE 

TAKEN FROM TABLE IN COMMITTEE 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 
REVISED FISCAL NOTE REQUESTED 

2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO HUMAN SERVICES 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE SIGNED 

REVISED FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

REREFERRED TO APPROPRIATIONS 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 
2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO SENATE WITH AMENDMENTS 
2ND READING HOUSE AMDS CONCURRED 

38RD READING PASSED AS AMENDED BY HOUSE 
SENT TO ENROLLING 

RETURNED FROM ENROLLING 

SIGNED BY PRESIDENT 

SIGNED BY SPEAKER 

TRANSMITTED TO GOVERNOR 

VETOED BY GOVERNOR 

VETO OVERRIDE VOTE MAIL POLL IN PROGRESS 
VETO OVERRIDE FAILED IN LEGISLATURE 


21 


93 


27 
32 


23 
18 


LC3266 DRAFTER: CARROLL 


ALLOW JUSTICE’S COURTS TO SUSPEND DRIVER’S LICENSES FOR NONPAYMENT 
OF FINES 


2/08 
2/08 
2/08 
2/09 
2/14 


FISCAL NOTE PROBABLE 
FISCAL NOTE REQUESTED 
INTRODUCED 

REFERRED TO JUDICIARY 
HEARING 


2/16 
2/16 
2/16 
2/17 
3/18 


SB 298 INTRODUCED BY MOLNAR 


SENATE BILLS 


FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

TABLED IN COMMITTEE 

MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


REVISE LAWS RELATED TO HUNTING BY DISABLED PERSONS 


2/08 
2/08 
2/08 
2/09 
2/15 
2/16 
2/16 
2/16 
2/16 
2/17 
2/23 
3/16 
3/21 
3/22 
3/27 
3/27 
3/28 
3/29 
3/30 
3/30 
3/30 
3/30 
3/30 
3/30 
3/31 
3/31 
3/31 
4/03 


4/05 
4/13 
4/20 


SB 299 INTRODUCED BY USHER 


FISCAL NOTE PROBABLE 

FISCAL NOTE REQUESTED 

INTRODUCED 

REFERRED TO FISH AND GAME 

FISCAL NOTE RECEIVED 

SPONSOR REBUTTAL TO FISCAL NOTE RECEIVED 
SPONSOR REBUTTAL TO FISCAL NOTE SIGNED 
SPONSOR REBUTTAL TO FISCAL NOTE PRINTED 
HEARING 

FISCAL NOTE PRINTED 

TABLED IN COMMITTEE 

TAKEN FROM TABLE IN COMMITTEE 
COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 
2ND READING PASSED 

REREFERRED TO FINANCE AND CLAIMS 
REVISED FISCAL NOTE REQUESTED 

HEARING 

TABLED IN COMMITTEE 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE PRINTED 

SPONSOR REBUTTAL TO FISCAL NOTE RECEIVED 
SPONSOR REBUTTAL TO FISCAL NOTE SIGNED 
SPONSOR REBUTTAL TO FISCAL NOTE PRINTED 
TAKEN FROM TABLE IN COMMITTEE 
COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

3RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO FISH, WILDLIFE AND PARKS 
HEARING 

TABLED IN COMMITTEE 

DIED IN STANDING COMMITTEE 


REQUIRE AN AUDIT OF THE DISTRICT COURTS 


1/30 
2/08 
2/08 
2/09 
2/14 
2/17 
2/20 
2/21 
2/22 
2/24 


FISCAL NOTE PROBABLE 

FISCAL NOTE REQUESTED 

INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASS MOTION FAILED 


ial 


19 


11 


27 


25 
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LC0017 DRAFTER: KOLMAN 


LC0870 DRAFTER: WEISS 


25 


170 MONTANA HISTORY AND FINAL STATUS 2023 


2/24 2ND READING INDEFINITELY POSTPONED 40 10 
3/13 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN PROCESS 
SB 300 INTRODUCED BY MCCLAFFERTY LC2895 DRAFTER: E. SULLIVAN 


REVISE SPEECH PATHOLOGIST AND AUDIOLOGIST LICENSING LAWS 


2/08 INTRODUCED 
2/09 REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
2/17 HEARING 


2/20 COMMITTEE EXEC ACTION — BILL PASSED 9 O 
2/21 COMMITTEE REPORT — BILL PASSED 

2/24 2ND READING PASSED 50 «(OO 
2/27 3RD READING PASSED 50 0 


TRANSMITTED TO HOUSE 
3/15 REFERRED TO BUSINESS AND LABOR 
3/28 HEARING 


3/31 COMMITTEE EXEC ACTION — BILL CONCURRED 17 (OO 
3/31 COMMITTEE REPORT — BILL CONCURRED 

4/06 2ND READING CONCURRED 96 4 
4/07 38RD READING CONCURRED 94 2 


RETURNED TO SENATE 

4/07 SENT TO ENROLLING 
4/17 RETURNED FROM ENROLLING 
4/19 SIGNED BY PRESIDENT 
4/29 SIGNED BY SPEAKER 
5/01 TRANSMITTED TO GOVERNOR 
5/08 SIGNED BY GOVERNOR 
5/09 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 457 

EFFECTIVE DATE: 1/01/2024 - ALL SECTIONS 


SB 301 INTRODUCED BY HERTZ LC2647 DRAFTER: J. WALKER 
REVISE PROPERTY LAWS RELATED TO LAKESHORE REGULATIONS 
2/08 INTRODUCED 


2/09 REFERRED TO LOCAL GOVERNMENT 
2/20 HEARING 


2/23 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 7 2 
2/24 COMMITTEE REPORT — BILL PASSED AS AMENDED 

3/01 2ND READING PASSED 31 19 
3/02 38RD READING PASSED 32 18 


TRANSMITTED TO HOUSE 
3/15 REFERRED TO LOCAL GOVERNMENT 
3/30 HEARING 


4/06 COMMITTEE EXEC ACTION — BILL CONCURRED 10 6 
4/07 COMMITTEE REPORT — BILL CONCURRED 

4/12 2ND READING CONCURRED 68 32 
4/13 3RD READING CONCURRED 65 35 


RETURNED TO SENATE 
4/14 SENT TO ENROLLING 
4/18 RETURNED FROM ENROLLING 
4/20 SIGNED BY PRESIDENT 
4/29 SIGNED BY SPEAKER 


SENATE BILLS 171 
5/01 TRANSMITTED TO GOVERNOR 
5/11 VETOED BY GOVERNOR 
SB 302 INTRODUCED BY EMRICH LC2233 DRAFTER: WEISS 
REQUIRE PARTISAN GENERAL ELECTIONS FOR JUDGES 
2/08 INTRODUCED 


2/09 REFERRED TO STATE ADMINISTRATION 
2/20 HEARING 


2/22 COMMITTEE EXEC ACTION — BILL PASSED 6 4 
2/23 COMMITTEE REPORT — BILL PASSED 

3/01 2ND READING PASS MOTION FAILED 16 34 
3/01 2ND READING INDEFINITELY POSTPONED 45 5 


3/13 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN PROCESS 


SB 303 INTRODUCED BY HERTZ LC3288 DRAFTER: COLES 
REVISE WITHOLDING PENALTIES FOR CERTAIN TAXES 


2/08 FISCAL NOTE PROBABLE 

2/08 FISCAL NOTE REQUESTED 

2/08 INTRODUCED 

2/09 REFERRED TO TAXATION 

2/17 FISCAL NOTE RECEIVED 

2/17 HEARING 

2/24 FISCAL NOTE PRINTED 

2/28 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 10 2 
3/01 REVISED FISCAL NOTE REQUESTED 

3/01 COMMITTEE REPORT — BILL PASSED AS AMENDED 

3/10 2ND READING PASSED AS AMENDED 48 2 
3/10 REREFERRED TO FINANCE AND CLAIMS 

3/14 HEARING 


3/15 COMMITTEE EXEC ACTION — BILL PASSED 19 0 
38/15 COMMITTEE REPORT — BILL PASSED 
3/16 38RD READING PASSED 48 2 


TRANSMITTED TO HOUSE 
3/20 REVISED FISCAL NOTE RECEIVED 
3/20 REVISED FISCAL NOTE PRINTED 
3/21 REFERRED TO TAXATION 
4/06 HEARING 


4/14 COMMITTEE EXEC ACTION — BILL CONCURRED 21 0 
4/14 COMMITTEE REPORT — BILL CONCURRED 
4/18 2ND READING CONCURRED 100 O 


4/18 REREFERRED TO APPROPRIATIONS 
4/18 HEARING 


4/18 COMMITTEE EXEC ACTION — BILL CONCURRED 19 O 
4/19 COMMITTEE REPORT — BILL CONCURRED 
4/21 3RD READING CONCURRED 95 1 


RETURNED TO SENATE 
4/24 SENT TO ENROLLING 
4/27 RETURNED FROM ENROLLING 
5/04 SIGNED BY PRESIDENT 
5/11 SIGNED BY SPEAKER 
5/12 TRANSMITTED TO GOVERNOR 
5/22 SIGNED BY GOVERNOR 
5/22 CHAPTER NUMBER ASSIGNED 
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MONTANA HISTORY AND FINAL STATUS 2023 


CHAPTER NUMBER 753 
EFFECTIVE DATE: 5/22/2023 - ALL SECTIONS 


SB 304 INTRODUCED BY CUFFE LC0705 DRAFTER: MOHR 


REVISE FWP INSTREAM WATER RIGHTS 


2/08 
2/08 
2/09 
2/20 
2/20 
3/13 
3/20 
3/22 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
REFERRED TO NATURAL RESOURCES 

BILL NOT HEARD AT SPONSOR’S REQUEST 

DIED IN STANDING COMMITTEE 


SB 305 INTRODUCED BY MCGILLVRAY LC0209 DRAFTER: KOLMAN 


REVISE DEFINITION OF NONRESIDENT RELATED TO HUNTING AND FISHING 
LICENSES 


2/09 
2/09 
2/09 
2/10 
2/15 
2/16 
2/16 
2/21 
3/18 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO FISH AND GAME 

FISCAL NOTE RECEIVED 

HEARING 

FISCAL NOTE PRINTED 

TABLED IN COMMITTEE 10 2 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


SB 306 INTRODUCED BY MOLNAR LC4140 DRAFTER: MCCRACKEN 


REVISE EDUCATION LAWS RELATED TO EXTRACURRICULAR ACTIVITIES 


2/09 
2/10 
2/17 
2/22 
2/24 
3/13 


INTRODUCED 

REFERRED TO EDUCATION AND CULTURAL RESOURCES 

HEARING 

HEARING 

TABLED IN COMMITTEE 9 2 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


SB 307 INTRODUCED BY NOLAND [C1873 DRAFTER: CARROLL 


REVISE REPORTING REQUIREMENTS FOR NONPROFITS AND CHARITABLE 
TRUSTS 


2/09 
2/10 
2/17 
2/22 
2/24 
3/01 
3/02 


3/15 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 7 ~#«4 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 33 17 
38RD READING PASSED 34 16 


TRANSMITTED TO HOUSE 
REFERRED TO JUDICIARY 


3/27 
3/28 
3/28 
4/06 
4/07 


4/07 
4/17 
4/19 
4/29 
5/01 
5/08 
5/09 


SB 308 INTRODUCED BY BOGNER 


SENATE BILLS 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 458 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


ESTABLISH PATIENT VISITATION RIGHTS 


2/09 
2/09 
2/10 
2/15 
2/20 
2/22 
2/27 
2/28 
3/01 
3/02 


38/15 
4/05 
4/06 
4/07 
4/12 
4/13 


4/14 
4/18 
4/20 
4/23 
4/26 
5/03 
5/04 


SB 309 INTRODUCED BY BARTEL 


ESTABLISH THE ENSIGN JAMES A SHELTON MEMORIAL HIGHWAY 


2/09 
2/09 
2/09 
2/10 
2/14 


INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO HUMAN SERVICES 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 406 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO HIGHWAYS AND TRANSPORTATION 
FISCAL NOTE RECEIVED 


40 


73 
75 


173 


LC0644 DRAFTER: SANDRU 


10 


27 
25 


LC4214 DRAFTER: HESS 


174 


2/14 
2/16 
2/16 
2/17 
2/21 
2/22 


3/15 
3/24 
3/27 
3/30 
4/07 
4/12 


4/13 
4/17 
4/19 
4/29 
5/01 
5/08 
5/09 


SB 310 INTRODUCED BY SMALL 


MONTANA HISTORY AND FINAL STATUS 2023 


FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO TRANSPORTATION 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 459 
EFFECTIVE DATE: 5/08/2023 - ALL SECTIONS 


REVISE PRESUMPTIVE OCCUPATIONAL DISEASE LAWS 


2/09 
2/09 
2/10 
2/20 
2/20 
2/21 
2/22 
2/23 
2/27 
2/28 


3/15 
3/31 
4/05 
4/05 
4/07 
4/12 


4/13 
4/18 
4/20 
4/29 
5/01 
5/04 
5/04 


INTRODUCED 
FISCAL NOTE REQUESTED 


REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 


FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO BUSINESS AND LABOR 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 442 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


12 


46 
44 


15 


99 
98 


30 


95 
92 


LC0084 DRAFTER: E. SULLIVAN 


20 
16 


SENATE BILLS 175 


SB 311 INTRODUCED BY USHER LC0086 DRAFTER: WEISS 
REDUCE THE NUMBER OF ASSOCIATE JUDGES ON THE SUPREME COURT 


2/09 FISCAL NOTE PROBABLE 
2/09 INTRODUCED 

2/09 FISCAL NOTE REQUESTED 
2/10 REFERRED TO JUDICIARY 
2/15 FISCAL NOTE RECEIVED 
2/15 HEARING 
2/15 FISCAL NOTE SIGNED 
2/15 FISCAL NOTE PRINTED 


2/16 COMMITTEE EXEC ACTION — BILL PASSED 7 ~#«4 
2/17 COMMITTEE REPORT — BILL PASSED 
2/22 2ND READING PASS MOTION FAILED 24 26 
2/22 2ND READING INDEFINITELY POSTPONED 35 15 
2/23 RECONSIDERED PREVIOUS ACTION; REMAINS IN 2ND READING 

PROCESS 25 24 
2/24 2ND READING PASS MOTION FAILED 24 26 
2/24 2ND READING INDEFINITELY POSTPONED 35 15 
3/18 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN PROCESS 

SB 312 INTRODUCED BY VERMEIRE LC0779 DRAFTER: J. WALKER 


GENERALLY REVISE MICROBREWERY LAWS RELATING TO BREWER 
COLLABORATION 


2/09 INTRODUCED 
2/10 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
2/16 HEARING 


2/16 COMMITTEE EXEC ACTION — BILL PASSED 10 O 
2/16 COMMITTEE REPORT — BILL PASSED 

2/21 2ND READING PASSED 48 2 
2/22 3RD READING PASSED 48 2 


TRANSMITTED TO HOUSE 
38/15 REFERRED TO BUSINESS AND LABOR 
4/06 HEARING 


4/13 COMMITTEE EXEC ACTION — BILL CONCURRED 17 2 
4/13 COMMITTEE REPORT — BILL CONCURRED 

4/17 2ND READING CONCURRED 90 9 
4/18 38RD READING CONCURRED 91 8 


RETURNED TO SENATE 

4/19 SENT TO ENROLLING 
4/23 RETURNED FROM ENROLLING 
4/27 SIGNED BY PRESIDENT 
4/29 SIGNED BY SPEAKER 
5/01 TRANSMITTED TO GOVERNOR 
5/04 SIGNED BY GOVERNOR 
5/04 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 443 

EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


SB 313 INTRODUCED BY K. REGIER LC0835 DRAFTER: BURKHARDT 
REVISE JUDICIARY LAWS 


2/09 INTRODUCED 


176 


SB 314 INTRODUCED BY S. FITZPATRICK 


MONTANA HISTORY AND FINAL STATUS 2023 


REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 460 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


REVISE CONSTRUCTION LAWS RELATING TO BONDS 


2/09 
2/10 
2/16 
2/16 
2/16 
2/21 
2/22 


SB 315 INTRODUCED BY DUNWELL 


INTRODUCED 


REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 


HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO BUSINESS AND LABOR 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 407 
EFFECTIVE DATE: 5/03/2023 - ALL SECTIONS 


28 


19 


97 


10 


50 
50 


19 


95 
99 


22 
24 


LC0672 DRAFTER: J. WALKER 


LC0601 DRAFTER: SANKEY KEIP 


PROVIDE FOR COMPREHENSIVE SEX, GENDER, AND SEXUALITY EDUCATION IN 
PUBLIC SCHOOLS 


SENATE BILLS 


2/09 INTRODUCED 

2/10 FISCAL NOTE REQUESTED 

2/10 REFERRED TO EDUCATION AND CULTURAL RESOURCES 
2/17 FISCAL NOTE RECEIVED 

2/17 FISCAL NOTE SIGNED 

2/20 HEARING 

2/20 FISCAL NOTE PRINTED 


2/22 TABLED IN COMMITTEE 7 ~#«4 
3/138 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 
SB 316 INTRODUCED BY CURDY LC1330 DRAFTER: MOHR 
REQUIRE PUBLIC COMMENT FOR AIR QUALITY REGISTRATIONS 
2/10 FISCAL NOTE PROBABLE 
2/10 INTRODUCED 
2/10 FISCAL NOTE REQUESTED 
2/18 REFERRED TO ENERGY AND TELECOMMUNICATIONS 
2/15 REREFERRED TO NATURAL RESOURCES 
2/20 FISCAL NOTE RECEIVED 
2/20 HEARING 
2/20 FISCAL NOTE PRINTED 
2/20 SPONSOR REBUTTAL TO FISCAL NOTE RECEIVED 
2/20 SPONSOR REBUTTAL TO FISCAL NOTE SIGNED 
2/20 SPONSOR REBUTTAL TO FISCAL NOTE PRINTED 
2/24 TABLED IN COMMITTEE 11 0 
3/138 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 
SB 317 INTRODUCED BY FRIEDEL LC3866 DRAFTER: HENNEMAN 
REQUIRE PARTISAN ELECTIONS OF CERTAIN CITY OFFICIALS 
2/10 INTRODUCED 
2/18 REFERRED TO LOCAL GOVERNMENT 
2/15 HEARING 
2/23 COMMITTEE EXEC ACTION — BILL PASSED 5 64 
2/24 COMMITTEE REPORT — BILL PASSED 
3/01 2ND READING PASS MOTION FAILED 20 30 
3/01 2ND READING INDEFINITELY POSTPONED 43 7 
3/13 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN PROCESS 
SB 318 INTRODUCED BY BOLDMAN LC0797 DRAFTER: KREZOWSKI 


REVISE LAWS FOR APPOINTMENT OF A GUARDIAN AD LITEM IN YOUTH IN NEED 


OF CARE CASE 


2/10 INTRODUCED 
2/18 REFERRED TO JUDICIARY 
2/16 HEARING 


2/17 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 


2/20 COMMITTEE REPORT — BILL PASSED AS AMENDED 
2/23 2ND READING PASSED 
2/24 3RD READING PASSED 


TRANSMITTED TO HOUSE 
3/15 REFERRED TO JUDICIARY 


9 2 
46 4 
45 5 
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4/06 HEARING 


4/13 COMMITTEE EXEC ACTION — BILL CONCURRED 12. «7 
4/13 COMMITTEE REPORT — BILL CONCURRED 
4/17 2ND READING NOT CONCURRED 19 80 


DIED IN PROCESS 
SB 319 INTRODUCED BY BOLDMAN LC2495 DRAFTER: HENNEMAN 
REVISE LAWS RELATED TO TRACTS OF RECORD 
2/10 INTRODUCED 


2/18 REFERRED TO LOCAL GOVERNMENT 
2/15 HEARING 


2/23 COMMITTEE EXEC ACTION — BILL PASSED 9 O 

2/24 COMMITTEE REPORT — BILL PASSED 

2/28 2ND READING PASSED 50 0 

3/01 3RD READING PASSED 49 1 
TRANSMITTED TO HOUSE 


3/10 FISCAL NOTE REQUESTED 

3/14 FISCAL NOTE RECEIVED 

3/15 REFERRED TO LOCAL GOVERNMENT 

3/16 FISCAL NOTE PRINTED 

3/21 HEARING 

3/28 TABLED IN COMMITTEE 16 0 
DIED IN STANDING COMMITTEE 


SB 320 INTRODUCED BY BOLDMAN LC2515 DRAFTER: M. MOORE 
REQUIRE THE REFUND OF RESIDENTIAL LEASE APPLICATION FEES 
2/10 INTRODUCED 


2/18 REFERRED TO JUDICIARY 
2/16 HEARING 


2/21 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 6 5 
2/23 COMMITTEE REPORT — BILL PASSED AS AMENDED 

2/24 2ND READING PASSED 35 15 
2/27 38RD READING PASSED 34 16 


TRANSMITTED TO HOUSE 

3/15 REFERRED TO JUDICIARY 

4/06 HEARING 

4/15 TABLED IN COMMITTEE 19 O 
DIED IN STANDING COMMITTEE 


SB 321 INTRODUCED BY BOLDMAN LC0775 DRAFTER: ALLEN 


REVISE STALKING LAWS TO INCLUDE USE OF GPS AND OTHER TECHNOLOGICAL 
MEANS 


2/10 INTRODUCED 
2/18 REFERRED TO JUDICIARY 
2/21 HEARING 


2/21 COMMITTEE EXEC ACTION — BILL PASSED 11 0 
2/22 COMMITTEE REPORT — BILL PASSED 

2/24 2ND READING PASSED 50 «(OO 
2/27 3RD READING PASSED 50 0 


TRANSMITTED TO HOUSE 
3/15 REFERRED TO JUDICIARY 


SENATE BILLS 179 


4/06 HEARING 


4/13 COMMITTEE EXEC ACTION — BILL CONCURRED 16 38 
4/13 COMMITTEE REPORT — BILL CONCURRED 

4/17 2ND READING CONCURRED 99 0 
4/18 38RD READING CONCURRED 99 0 


RETURNED TO SENATE 

4/19 SENT TO ENROLLING 
4/23 RETURNED FROM ENROLLING 
4/27 SIGNED BY PRESIDENT 
4/29 SIGNED BY SPEAKER 
5/01 TRANSMITTED TO GOVERNOR 
5/04 SIGNED BY GOVERNOR 
5/04 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 444 

EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


SB 322 INTRODUCED BY S. FITZPATRICK LC2499 DRAFTER: WEISS 


GENERALLY REVISE ELECTION LAWS ON ORGANIZATION/OPERATION OF 
COMMITTEES 


2/10 INTRODUCED 
2/18 REFERRED TO STATE ADMINISTRATION 
2/20 HEARING 


2/24 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED (i) 
2/27 COMMITTEE REPORT — BILL PASSED AS AMENDED 

3/01 2ND READING PASSED 39 11 
3/02 38RD READING PASSED 45 5 


TRANSMITTED TO HOUSE 
3/15 REFERRED TO STATE ADMINISTRATION 
3/21 HEARING 


4/05 COMMITTEE EXEC ACTION — CONCURRED AS AMD 16 2 

4/05 COMMITTEE REPORT — CONCURRED AS AMD 

4/12 2ND READING CONCURRED 83 17 

4/13 3RD READING CONCURRED 85 15 
RETURNED TO SENATE WITH AMENDMENTS 

4/19 2ND READING HOUSE AMDS CONCURRED 41 9 

4/20 38RD READING PASSED AS AMENDED BY HOUSE 42 5 


4/20 SENT TO ENROLLING 
4/26 RETURNED FROM ENROLLING 
5/04 SIGNED BY PRESIDENT 
5/11 SIGNED BY SPEAKER 
5/11 TRANSMITTED TO GOVERNOR 
5/19 SIGNED BY GOVERNOR 
5/22 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 671 
EFFECTIVE DATE: 5/19/2023 - ALL SECTIONS 


SB 323 INTRODUCED BY TREBAS LC2022 DRAFTER: HENNEMAN 
ALLOW FOR DUPLEX, TRIPLEX, AND FOURPLEX HOUSING IN CITY ZONING 


2/10 INTRODUCED 

2/18 REFERRED TO LOCAL GOVERNMENT 

2/20 HEARING 

2/23 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 8 1 
2/24 COMMITTEE REPORT — BILL PASSED AS AMENDED 
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3/01 2ND READING PASSED 
3/02 3RD READING PASSED 


TRANSMITTED TO HOUSE 
38/15 REFERRED TO LOCAL GOVERNMENT 
3/28 HEARING 
4/04 COMMITTEE EXEC ACTION — CONCURRED AS AMD 
4/05 COMMITTEE REPORT — CONCURRED AS AMD 
4/12 2ND READING CONCURRED 
4/13 38RD READING CONCURRED 


RETURNED TO SENATE WITH AMENDMENTS 

4/18 2ND READING HOUSE AMDS CONCURRED 
4/19 3RD READING PASSED AS AMENDED BY HOUSE 
4/20 SENT TO ENROLLING 
4/24 RETURNED FROM ENROLLING 
4/27 SIGNED BY PRESIDENT 
4/29 SIGNED BY SPEAKER 
5/01 TRANSMITTED TO GOVERNOR 
5/04 SIGNED BY GOVERNOR 
5/04 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 445 

EFFECTIVE DATE: 1/01/2024 - ALL SECTIONS 


42 
47 


13 
76 
72 


27 
35 


23 
14 


SB 324 INTRODUCED BY BROWN LC3229 DRAFTER: KOLMAN 


REVISE FWP INFORMATION DISCLOSURE LAWS 


2/138 INTRODUCED 

2/14 REFERRED TO FISH AND GAME 

2/23 HEARING 

2/23 COMMITTEE EXEC ACTION — BILL PASSED 
2/24 COMMITTEE REPORT — BILL PASSED 

2/28 2ND READING PASSED 

3/01 3RD READING PASSED 


TRANSMITTED TO HOUSE 
3/15 REFERRED TO FISH, WILDLIFE AND PARKS 
3/23 HEARING 
3/30 COMMITTEE EXEC ACTION — BILL CONCURRED 
3/31 COMMITTEE REPORT — BILL CONCURRED 
4/07 2ND READING CONCURRED 
4/12 38RD READING CONCURRED 


RETURNED TO SENATE 

4/13 SENT TO ENROLLING 
4/17 RETURNED FROM ENROLLING 
4/19 SIGNED BY PRESIDENT 
4/29 SIGNED BY SPEAKER 
5/01 TRANSMITTED TO GOVERNOR 
5/08 SIGNED BY GOVERNOR 
5/09 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 461 

EFFECTIVE DATE: 5/08/2023 - ALL SECTIONS 


SB 325 INTRODUCED BY FRIEDEL 
REVISE LAWS RELATING TO THE PRIVACY OF MARITAL COMMUNICATIONS 


2/18 INTRODUCED 


12 


45 


95 
98 


LC1844 DRAFTER: KREZOWSKI 


SENATE BILLS 181 


2/14 REFERRED TO JUDICIARY 
2/21 HEARING 


2/22 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 10 1 
2/24 COMMITTEE REPORT — BILL PASSED AS AMENDED 

3/01 2ND READING PASSED 31 19 
3/02 3RD READING PASSED 34 16 


TRANSMITTED TO HOUSE 
3/15 REFERRED TO JUDICIARY 
4/06 HEARING 


4/13 COMMITTEE EXEC ACTION — BILL CONCURRED 19 O 
4/13 COMMITTEE REPORT — BILL CONCURRED 

4/17 2ND READING CONCURRED 76 23 
4/18 38RD READING CONCURRED 61 37 


RETURNED TO SENATE 

4/19 SENT TO ENROLLING 
4/23 RETURNED FROM ENROLLING 
4/27 SIGNED BY PRESIDENT 
4/29 SIGNED BY SPEAKER 
5/01 TRANSMITTED TO GOVERNOR 
5/04 SIGNED BY GOVERNOR 
5/04 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 446 

EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


SB 326 INTRODUCED BY FRIEDEL LC2570 DRAFTER: BURKHARDT 
GENERALLY REVISE CRIME LAWS 
2/13 INTRODUCED 


2/14 REFERRED TO JUDICIARY 
2/21 HEARING 


2/22 COMMITTEE EXEC ACTION — BILL PASSED 7 ~#«4 
2/24 COMMITTEE REPORT — BILL PASSED 

3/01 2ND READING PASSED 34 16 
3/02 3RD READING PASSED 34 16 


TRANSMITTED TO HOUSE 

3/15 REFERRED TO JUDICIARY 

4/04 HEARING 

4/05 TABLED IN COMMITTEE 19 O 
DIED IN STANDING COMMITTEE 


SB 327 INTRODUCED BY GLIMM LC1041 DRAFTER: MOHR 
ALLOW WATER WELL AT ANY LOCATION WITHIN SETBACKS 
2/18 INTRODUCED 


2/14 REFERRED TO LOCAL GOVERNMENT 
2/22 HEARING 


2/23 COMMITTEE EXEC ACTION — BILL PASSED 6 3 
2/24 COMMITTEE REPORT — BILL PASSED 

3/01 2ND READING PASSED 31 19 
3/02 3RD READING PASSED 32 18 


TRANSMITTED TO HOUSE 
38/15 REFERRED TO LOCAL GOVERNMENT 
3/30 HEARING 
4/04 COMMITTEE EXEC ACTION — CONCURRED AS AMD 16 0 
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4/05 COMMITTEE REPORT — CONCURRED AS AMD 


4/12 2ND READING CONCURRED 100 0O 

4/13 38RD READING CONCURRED 97 0 
RETURNED TO SENATE WITH AMENDMENTS 

4/19 2ND READING HOUSE AMDS NOT CONCUR MOTION FAILED 23 27 

4/27 2ND READING HOUSE AMDS CONCURRED 49 0 

4/28 38RD READING PASSED AS AMENDED BY HOUSE 82 17 


4/29 SENT TO ENROLLING 
5/02 RETURNED FROM ENROLLING 
5/04 SIGNED BY PRESIDENT 
5/11 SIGNED BY SPEAKER 
5/11 TRANSMITTED TO GOVERNOR 
5/19 SIGNED BY GOVERNOR 
5/22 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 673 
EFFECTIVE DATE: 5/19/2023 - ALL SECTIONS 


SB 328 INTRODUCED BY LENZ LC0553 DRAFTER: SANDRU 
APPLY ICWA CONCEPTS TO ALL CHILD PROTECTIVE SERVICES CASES 


2/18 FISCAL NOTE PROBABLE 

2/18 INTRODUCED 

2/18 FISCAL NOTE REQUESTED 

2/14 REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
2/20 HEARING 

2/21 FISCAL NOTE RECEIVED 

2/23 FISCAL NOTE PRINTED 


2/24 COMMITTEE EXEC ACTION — BILL PASSED 6 3 
2/27 COMMITTEE REPORT — BILL PASSED 

3/01 2ND READING PASSED AS AMENDED 50 «(OO 
3/02 38RD READING PASSED 50 «(OO 


TRANSMITTED TO HOUSE 
3/15 REFERRED TO HUMAN SERVICES 
4/04 HEARING 


4/05 COMMITTEE EXEC ACTION — CONCURRED AS AMD 18 38 

4/06 COMMITTEE REPORT — CONCURRED AS AMD 

4/12 2ND READING CONCURRED AS AMD 98 2 

4/17 3RD READING CONCURRED 92 4 
RETURNED TO SENATE WITH AMENDMENTS 

4/20 2ND READING HOUSE AMDS CONCURRED 41 9 

4/21 38RD READING PASSED AS AMENDED BY HOUSE 48 2 


4/22 SENT TO ENROLLING 
4/25 RETURNED FROM ENROLLING 
5/04 SIGNED BY PRESIDENT 
5/11 SIGNED BY SPEAKER 
5/11 TRANSMITTED TO GOVERNOR 
5/19 SIGNED BY GOVERNOR 
5/22 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 674 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


SB 329 INTRODUCED BY LENZ LC0989 DRAFTER: O’CONNELL 


PROVIDE FOR A STATUTORY ADJUSTMENT TO NURSING HOME REIMBURSEMENT 
RATES 


SENATE BILLS 183 


2/18 INTRODUCED 

2/18 FISCAL NOTE REQUESTED 

2/14 REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 

2/15 HEARING 

2/15 BILL NOT HEARD AT SPONSOR’S REQUEST 

2/20 FISCAL NOTE RECEIVED 

2/20 HEARING 

2/20 TABLED IN COMMITTEE 9 O 

2/22 FISCAL NOTE PRINTED 

3/13 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


SB 330 INTRODUCED BY HERTZ LC0329 DRAFTER: HENNEMAN 
REQUIRE COUNTY CLERKS TO ACCEPT ELECTRONIC NOTARIZATIONS 
2/18 INTRODUCED 


2/14 REFERRED TO LOCAL GOVERNMENT 
2/27 HEARING 


2/27 COMMITTEE EXEC ACTION — BILL PASSED 9 O 
3/01 COMMITTEE REPORT — BILL PASSED 

3/02 2ND READING PASSED 46 4 
3/02 3RD READING PASSED 48 2 


TRANSMITTED TO HOUSE 
3/15 REFERRED TO LOCAL GOVERNMENT 
4/04 HEARING 


4/06 COMMITTEE EXEC ACTION — BILL CONCURRED 15 1 
4/07 COMMITTEE REPORT — BILL CONCURRED 

4/12 2ND READING CONCURRED 91 5 
4/13 38RD READING CONCURRED 90 7 


RETURNED TO SENATE 

4/14 SENT TO ENROLLING 
4/18 RETURNED FROM ENROLLING 
4/20 SIGNED BY PRESIDENT 
4/29 SIGNED BY SPEAKER 
5/01 TRANSMITTED TO GOVERNOR 
5/04 SIGNED BY GOVERNOR 
5/04 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 447 

EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


SB 331 INTRODUCED BY HERTZ LC0313 DRAFTER: CARROLL 
REVISE CONDO AND TOWNHOUSE EXEMPTIONS 
2/18 INTRODUCED 


2/14 REFERRED TO LOCAL GOVERNMENT 
2/20 HEARING 


2/23 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 6 38 
2/24 COMMITTEE REPORT — BILL PASSED AS AMENDED 

3/01 2ND READING PASSED 386 14 
3/02 3RD READING PASSED 34 16 


TRANSMITTED TO HOUSE 
38/15 REFERRED TO LOCAL GOVERNMENT 
4/04 HEARING 
4/06 COMMITTEE EXEC ACTION — CONCURRED AS AMD 16 0 
4/07 COMMITTEE REPORT — CONCURRED AS AMD 
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4/12 2ND READING CONCURRED 96 4 

4/13 3RD READING CONCURRED 93 5 
RETURNED TO SENATE WITH AMENDMENTS 

4/18 2ND READING HOUSE AMDS CONCURRED 48 2 

4/19 38RD READING PASSED AS AMENDED BY HOUSE 41 8 


4/20 SENT TO ENROLLING 
4/24 RETURNED FROM ENROLLING 
4/27 SIGNED BY PRESIDENT 
4/29 SIGNED BY SPEAKER 
5/01 TRANSMITTED TO GOVERNOR 
5/04 SIGNED BY GOVERNOR 
5/04 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 448 
EFFECTIVE DATE: 5/04/2023 - ALL SECTIONS 


SB 332 INTRODUCED BY HERTZ LC0328 DRAFTER: M. MOORE 


REQUIRE PROPERTY TAX INCREASE INFORMATION TO BE INCLUDED IN BUDGET 
DISCUSSIONS 


2/18 INTRODUCED 
2/14 REFERRED TO LOCAL GOVERNMENT 
2/22 HEARING 


2/23 COMMITTEE EXEC ACTION — BILL PASSED 8 1 
2/24 COMMITTEE REPORT — BILL PASSED 

3/01 2ND READING PASSED 48 2 
3/02 3RD READING PASSED 45 5 


TRANSMITTED TO HOUSE 
3/15 REFERRED TO TAXATION 
4/06 HEARING 


4/14 COMMITTEE EXEC ACTION — BILL CONCURRED 17. 4 
4/14 COMMITTEE REPORT — BILL CONCURRED 

4/18 2ND READING CONCURRED 85 15 
4/19 38RD READING CONCURRED 83 15 


RETURNED TO SENATE 

4/21 SENT TO ENROLLING 
4/25 RETURNED FROM ENROLLING 
5/04 SIGNED BY PRESIDENT 
5/11 SIGNED BY SPEAKER 
5/11 TRANSMITTED TO GOVERNOR 
5/19 SIGNED BY GOVERNOR 
5/22 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 675 

EFFECTIVE DATE: 5/19/2023 - ALL SECTIONS 


SB 333 INTRODUCED BY HERTZ LC0330 DRAFTER: CARROLL 
CREATE OFFENSE OF TRESPASS BY UNMANNED AERIAL VEHICLE 
2/18 INTRODUCED 


2/14 REFERRED TO JUDICIARY 
2/22 HEARING 


2/24 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 7 ~#«4 
2/24 COMMITTEE REPORT — BILL PASSED AS AMENDED 
3/01 2ND READING PASSED AS AMENDED 38 12 


3/02 3RD READING PASSED 38 12 


3/15 
4/05 
4/06 
4/14 
AI17 


SENATE BILLS 185 


TRANSMITTED TO HOUSE 
REFERRED TO JUDICIARY 


HEARING 

TABLED IN COMMITTEE 19 O 
TAKEN FROM COMMITTEE; PLACED ON 2ND READING 56 43 
2ND READING NOT CONCURRED 40 58 


DIED IN PROCESS 


SB 334 INTRODUCED BY ESP LC3568 DRAFTER: MOHR 


REVISE PETROLEUM STORAGE TANK CLEANUP DEFINITIONS 


2/18 
2/15 
2/24 
2/27 
2/28 
2/28 
3/27 
3/31 
3/31 
4/03 
4/04 


4/05 
4/12 
AIT 
4/18 
4/21 
4/26 


4/29 
5/01 
5/02 
5/03 
5/04 
5/11 
5/12 
5/22 
5/22 


INTRODUCED 

REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 6 38 
COMMITTEE REPORT — BILL PASSED 

REREFERRED TO FINANCE AND CLAIMS 


HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 18 #1 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 48 2 
3RD READING PASSED 50 =O 


TRANSMITTED TO HOUSE 
REFERRED TO NATURAL RESOURCES 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 15 0 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED AS AMD 97 3 
38RD READING CONCURRED 95 4 
RETURNED TO SENATE WITH AMENDMENTS 

2ND READING HOUSE AMDS CONCURRED 50 «(OO 
3RD READING PASSED AS AMENDED BY HOUSE 49 0 


SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 754 
EFFECTIVE DATE: 5/22/2023 - ALL SECTIONS 


SB 335 INTRODUCED BY FRIEDEL LC4406 DRAFTER: SANKEY KEIP 
ALLOW FRATERNITY OR SORORITY HOUSES NEAR COLLEGE AND UNIVERSITY 
CAMPUSES 
2/18 INTRODUCED 
2/14 REFERRED TO LOCAL GOVERNMENT 
2/27 HEARING 
2/27 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 9 O 
3/01 COMMITTEE REPORT — BILL PASSED AS AMENDED 
3/02 2ND READING PASSED 28 22 
3/02 38RD READING PASSED 34 16 


3/15 


TRANSMITTED TO HOUSE 
REFERRED TO LOCAL GOVERNMENT 
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4/04 HEARING 
4/18 TABLED IN COMMITTEE 10 6 
DIED IN STANDING COMMITTEE 


SB 336 INTRODUCED BY MANDEVILLE [C1248 DRAFTER: HENNEMAN 
ALLOW FOR THE CREATION OF AMBULANCE DISTRICTS 
2/14 INTRODUCED 


2/15 REFERRED TO LOCAL GOVERNMENT 
2/24 HEARING 


2/27 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 9 O 
2/27 COMMITTEE REPORT — BILL PASSED AS AMENDED 
2/28 2ND READING PASSED 388 12 
3/01 3RD READING FAILED 32 18 
3/01 RECONSIDERED PREVIOUS ACTION; REMAINS IN 3RD READING 

PROCESS 
3/02 38RD READING FAILED 33 17 
3/13 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN PROCESS 

SB 337 INTRODUCED BY MANZELLA LC2903 DRAFTER: SANDRU 


GENERALLY REVISE PARENTAL RIGHTS LAWS 


2/14 INTRODUCED 

2/15 REFERRED TO EDUCATION AND CULTURAL RESOURCES 
2/20 REREFERRED TO JUDICIARY 

2/24 HEARING 


2/27 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 7 = 4 
2/28 COMMITTEE REPORT — BILL PASSED AS AMENDED 
3/02 2ND READING PASSED 27 238 
3/02 38RD READING FAILED 25 25 
3/13 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN PROCESS 
SB 338 INTRODUCED BY CUFFE LC2607 DRAFTER: POWER 


REVISE ELECTION LAWS RELATED TO CANDIDATE FILING FEES 


2/14 INTRODUCED 
2/15 REFERRED TO STATE ADMINISTRATION 
2/22 HEARING 


2/22 COMMITTEE EXEC ACTION — BILL PASSED 10 0 
2/23 COMMITTEE REPORT — BILL PASSED 

2/27 2ND READING PASSED 50 0 
2/28 3RD READING PASSED 50 0 


TRANSMITTED TO HOUSE 
3/15 REFERRED TO STATE ADMINISTRATION 
3/24 HEARING 


3/31 COMMITTEE EXEC ACTION — BILL CONCURRED 18 0 
3/31 COMMITTEE REPORT — BILL CONCURRED 

4/12 2ND READING CONCURRED 100 O 
4/13 38RD READING CONCURRED 98 0 


RETURNED TO SENATE 
4/14 SENT TO ENROLLING 
4/18 RETURNED FROM ENROLLING 
4/20 SIGNED BY PRESIDENT 


SENATE BILLS 187 


4/29 SIGNED BY SPEAKER 
5/01 TRANSMITTED TO GOVERNOR 
5/08 SIGNED BY GOVERNOR 
5/09 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 462 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


SB 339 INTRODUCED BY BOGNER LC0651 DRAFTER: ALLEN 
ESTABLISH REASONABLE CHILDHOOD INDEPENDENCE LAWS 
2/14 INTRODUCED 


2/15 REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
2/20 HEARING 


2/22 COMMITTEE EXEC ACTION — BILL PASSED 6 3 
2/23 COMMITTEE REPORT — BILL PASSED 

2/28 2ND READING PASSED 34 16 
3/01 38RD READING PASSED 33 17 


TRANSMITTED TO HOUSE 
3/15 REFERRED TO JUDICIARY 
4/05 HEARING 


4/06 COMMITTEE EXEC ACTION — BILL CONCURRED 16 38 
4/06 COMMITTEE REPORT — BILL CONCURRED 

4/12 2ND READING CONCURRED 85 15 
4/13 3RD READING CONCURRED 84 16 


RETURNED TO SENATE 

4/14 SENT TO ENROLLING 
4/18 RETURNED FROM ENROLLING 
4/20 SIGNED BY PRESIDENT 
4/23 SIGNED BY SPEAKER 
4/26 TRANSMITTED TO GOVERNOR 
5/03 SIGNED BY GOVERNOR 
5/04 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 408 

EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


SB 340 INTRODUCED BY SMALL LC2249 DRAFTER: O°?CONNELL 
REVISE LAWS RELATED TO INSURANCE COVERAGE OF INSULIN 
2/14 INTRODUCED 


2/15 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
2/21 HEARING 


2/22 COMMITTEE EXEC ACTION — BILL PASSED 10 O 
2/23 COMMITTEE REPORT — BILL PASSED 

2/28 2ND READING PASSED 45 5 
3/01 3RD READING PASSED 47 3 


TRANSMITTED TO HOUSE 
38/15 REFERRED TO BUSINESS AND LABOR 
4/04 HEARING 


4/06 COMMITTEE EXEC ACTION — BILL CONCURRED 19 O 
4/06 COMMITTEE REPORT — BILL CONCURRED 

4/12 2ND READING CONCURRED 88 12 
4/13 38RD READING CONCURRED 91 9 


RETURNED TO SENATE 
4/14 SENT TO ENROLLING 
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4/18 RETURNED FROM ENROLLING 
4/20 SIGNED BY PRESIDENT 
4/29 SIGNED BY SPEAKER 
5/01 TRANSMITTED TO GOVERNOR 
5/08 SIGNED BY GOVERNOR 
5/09 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 463 
EFFECTIVE DATE: 1/01/2024 - ALL SECTIONS 


SB 341 INTRODUCED BY MANZELLA LC0049 DRAFTER: SANKEY KEIP 
REVISE LAWS RELATED TO ELECTION EQUIPMENT CONTRACTS 


2/14 INTRODUCED 
2/15 REFERRED TO STATE ADMINISTRATION 
2/22 HEARING 
2/24 TABLED IN COMMITTEE 9 1 
3/18 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


SB 342 INTRODUCED BY HERTZ LC2649 DRAFTER: CARROLL 
REVISE BICYCLE LAW 
2/14 INTRODUCED 


2/15 REFERRED TO HIGHWAYS AND TRANSPORTATION 
2/21 HEARING 


2/21 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 12 0 
2/22 COMMITTEE REPORT — BILL PASSED AS AMENDED 

2/24 2ND READING PASSED 27 23 
2/27 38RD READING FAILED 23 27 


3/13 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN PROCESS 


SB 343 INTRODUCED BY FULLER LC4311 DRAFTER: J. WALKER 


GENERALLY REVISE PUBLIC SECTOR UNIONS LAW RELATED TO USE OF 
TAXPAYER RESOURCE 


2/14 INTRODUCED 
2/15 REFERRED TO LOCAL GOVERNMENT 
2/22 HEARING 
2/23 TABLED IN COMMITTEE 5 64 
3/18 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


SB 344 INTRODUCED BY USHER LC0098 DRAFTER: CARROLL 
REVISE LICENSE PLATE LAWS 
2/14 INTRODUCED 


2/15 REFERRED TO HIGHWAYS AND TRANSPORTATION 
2/21 HEARING 


2/21 COMMITTEE EXEC ACTION — BILL PASSED 12 0 
2/22 COMMITTEE REPORT — BILL PASSED 

2/24 2ND READING PASSED 49 1 
2/27 38RD READING PASSED 49 1 


TRANSMITTED TO HOUSE 
3/15 REFERRED TO TRANSPORTATION 


3/24 
3/27 
3/30 
4/12 
4/13 


4/14 
4/18 
4/20 
4/29 
5/01 
5/08 
5/09 


SB 345 INTRODUCED BY NOLAND 


SENATE BILLS 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 464 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


REVISE SEX OFFENDER LAWS 


2/14 
2/15 
2/22 
2/24 
2/27 
3/01 
3/02 


3/15 
3/21 
3/25 
3/27 
4/13 
4/14 


4/14 
4/18 
4/20 
4/29 
5/01 
5/08 
5/09 


SB 346 INTRODUCED BY R. LYNCH 


INTRODUCED 

REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 465 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


15 


100 
100 


49 


97 
98 


PROVIDE FOR GENERAL FUND TRANSFER TO COAL SEVERANCE TAX TRUST 


FUND 


2/14 
2/23 
2/27 
2/28 
3/13 


INTRODUCED 

REFERRED TO LOCAL GOVERNMENT 

HEARING 

TABLED IN COMMITTEE 

MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


189 


LC1001 DRAFTER: PALLISTER 


H 


LC1569 DRAFTER: JOHNSON 


190 MONTANA HISTORY AND FINAL STATUS 2023 


SB 347 INTRODUCED BY CURDY LC2347 DRAFTER: J. WALKER 


REVISE RIGHT TO REPAIR LAWS RELATING TO AGRICULTURE 


2/15 INTRODUCED 


2/15 REFERRED TO AGRICULTURE, LIVESTOCK AND IRRIGATION 


2/21 HEARING 


2/28 TABLED IN COMMITTEE 7 ~#«4 
3/18 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 
SB 348 INTRODUCED BY MCGILLVRAY LC2634 DRAFTER: POWER 
REVISE PENSION LAWS TO ELIMINATE GABA FOR NEW HIRES 
2/15 FISCAL NOTE PROBABLE 
2/15 INTRODUCED 
2/15 FISCAL NOTE REQUESTED 
2/15 REFERRED TO STATE ADMINISTRATION 
2/20 FISCAL NOTE RECEIVED 
2/22 FISCAL NOTE PRINTED 
2/24 HEARING 
2/24 COMMITTEE EXEC ACTION — BILL PASSED (a) 
2/27 COMMITTEE REPORT — BILL PASSED 
3/01 2ND READING PASS MOTION FAILED 22 28 
3/01 2ND READING INDEFINITELY POSTPONED 34 16 
3/13 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN PROCESS 
SB 349 INTRODUCED BY BOGNER LC4583 DRAFTER: E. SULLIVAN 


ESTABLISH ECONOMIC/DIPLOMATIC RELATIONS WITH REPUBLIC OF KOREA 


2/15 FISCAL NOTE PROBABLE 

2/15 INTRODUCED 

2/15 FISCAL NOTE REQUESTED 

2/15 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
2/21 FISCAL NOTE RECEIVED 

2/23 HEARING 

2/23 FISCAL NOTE PRINTED 


2/27 TABLED IN COMMITTEE 10 0 
3/13 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 
SB 350 INTRODUCED BY D. ZOLNIKOV LC1080 DRAFTER: E. SULLIVAN 
GENERALLY REVISE PRIVACY LAWS RELATED TO STUDENT DATA 
2/15 INTRODUCED 
2/15 REFERRED TO EDUCATION AND CULTURAL RESOURCES 
2/21 BILL NOT HEARD AT SPONSOR’S REQUEST 
2/22 TABLED IN COMMITTEE 11 0 
3/13 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 
SB 351 INTRODUCED BY D. ZOLNIKOV [C1085 DRAFTER: E. SULLIVAN 


GENERALLY REVISE PRIVACY LAWS RELATED TO BIOMETRIC DATA 


2/15 INTRODUCED 


2/15 
2/24 
2/24 
2/24 
3/01 
3/02 


3/15 
4/05 
4/07 
4/13 
4/14 
AI17 


4/20 
4/21 
4/24 
4/24 
4/26 
5/01 
5/01 
5/01 
5/02 
5/02 
5/02 
5/02 
5/16 
5/16 
5/23 
5/27 
5/30 
6/07 
6/07 


SB 352 INTRODUCED BY LENZ 


SENATE BILLS 


REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
HEARING 


COMMITTEE EXEC ACTION--BILL PASSED AS AMENDED 10 
COMMITTEE REPORT--BILL PASSED AS AMENDED 

2ND READING PASSED 49 
3RD READING PASSED 50 


TRANSMITTED TO HOUSE 
REFERRED TO ENERGY, TECHNOLOGY AND FEDERAL RELATIONS 
HEARING 


COMMITTEE EXEC ACTION--CONCURRED AS AMD 18 
COMMITTEE REPORT--CONCURRED AS AMD 

2ND READING CONCURRED 100 
3RD READING CONCURRED 97 


RETURNED TO SENATE WITH AMENDMENTS 

2ND READING HOUSE AMDS NOT CONCURRED 49 
CONFERENCE COMMITTEE APPOINTED 

CONFERENCE COMMITTEE DISSOLVED 

FC COMMITTEE APPOINTED 

FC COMMITTEE APPOINTED 

HEARING 

FC COMMITTEE REPORT RECEIVED 

FC COMMITTEE REPORT RECEIVED 


2ND READING FC COMMITTEE REPORT ADOPTED 96 
2ND READING FC COMMITTEE REPORT ADOPTED 50 
38RD READING FC COMMITTEE REPORT ADOPTED 49 
3RD READING FC COMMITTEE REPORT ADOPTED 93 


SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 768 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


CREATE TASK FORCE TO MODIFY AND IMPROVE THE CHILD PROTECTIVE 
SERVICES SYSTEM 


2/15 
2/15 
2/15 
2/16 
2/22 
2/24 
2/24 
2/27 
3/01 
3/02 
3/02 
3/13 
3/16 
3/16 
3/20 
3/21 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 

HEARING 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 7 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 47 
REREFERRED TO FINANCE AND CLAIMS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 19 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 50 
3RD READING PASSED 49 


WwrRop 


LC0543 DRAFTER: HESS 


192 


3/23 
4/05 
4/13 
4/14 
AI17 
4/18 
4/18 
4/19 
4/21 
4/24 
4/26 
4/26 


4/27 
5/02 
5/02 
5/02 
5/05 
5/10 
5/11 
5/11 
5/19 
5/22 


SB 353 INTRODUCED BY SALES 


MONTANA HISTORY AND FINAL STATUS 2023 


TRANSMITTED TO HOUSE 

REFERRED TO HUMAN SERVICES 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 
REREFERRED TO APPROPRIATIONS 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 
REVISED FISCAL NOTE REQUESTED 

2ND READING CONCURRED 

REVISED FISCAL NOTE RECEIVED 

38RD READING CONCURRED 


RETURNED TO SENATE WITH AMENDMENTS 
REVISED FISCAL NOTE PRINTED 
2ND READING HOUSE AMDS CONCURRED 
38RD READING PASSED AS AMENDED BY HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 676 
EFFECTIVE DATE: 5/19/2023 - SECTIONS 1-3 AND 5-7 
EFFECTIVE DATE: 7/01/2023 - SECTION 4 


REVISING TRANSMISSION RIGHTS OF REFUSAL 


2/15 
2/16 
2/23 
2/28 
3/13 


SB 354 INTRODUCED BY BROWN 


INTRODUCED 

REFERRED TO ENERGY AND TELECOMMUNICATIONS 
HEARING 

TABLED IN COMMITTEE 

MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


RECIPROCITY FOR OUT OF STATE TRAPPERS 


2/15 
2/15 
2/15 
2/16 
2/20 
2/22 
2/23 
2/28 
3/01 
3/02 
3/02 


3/15 
3/21 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO FISH AND GAME 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 
2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO HOUSE 
REFERRED TO FISH, WILDLIFE AND PARKS 
HEARING 


18 3 
15 4 
94 5 
94 5 
50 0 
50 =O 


LC4267 DRAFTER: GRAFF 


i. A 


LC32380 DRAFTER: KOLMAN 


11 1 
41 9 
40 10 


SENATE BILLS 193 


3/30 COMMITTEE EXEC ACTION — BILL CONCURRED 14. 5 
3/31 COMMITTEE REPORT — BILL CONCURRED 

4/12 2ND READING CONCURRED 69 30 
4/13 3RD READING CONCURRED 68 32 


RETURNED TO SENATE 

4/14 SENT TO ENROLLING 
4/18 RETURNED FROM ENROLLING 
4/20 SIGNED BY PRESIDENT 
4/29 SIGNED BY SPEAKER 
5/01 TRANSMITTED TO GOVERNOR 
5/08 SIGNED BY GOVERNOR 
5/09 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 466 

EFFECTIVE DATE: 5/08/2023 - ALL SECTIONS 


SB 355 INTRODUCED BY MOLNAR LC0840 DRAFTER: WEISS 


REQUIRE DISQUALIFICATION OF CERTAIN JUDGES RECEIVING POLITICAL 
CONTRIBUTIONS 


2/15 INTRODUCED 
2/16 REFERRED TO JUDICIARY 
2/22 HEARING 


2/23 COMMITTEE EXEC ACTION — BILL PASSED 7 ~#«4 
2/23 COMMITTEE REPORT — BILL PASSED 

2/27 2ND READING PASSED 31 19 
2/28 3RD READING PASSED 30 20 


TRANSMITTED TO HOUSE 

3/15 REFERRED TO JUDICIARY 

4/04 HEARING 

4/15 TABLED IN COMMITTEE 19 O 
DIED IN STANDING COMMITTEE 


SB 356 INTRODUCED BY HINEBAUCH LC3888 DRAFTER: KOLMAN 
REQUIRE NOTIFICATION TO SHERIFF OF GAME CHECK STATIONS 
2/15 INTRODUCED 


2/16 REFERRED TO FISH AND GAME 
2/23 HEARING 


2/23 COMMITTEE EXEC ACTION — BILL PASSED 12 0 
2/24 COMMITTEE REPORT — BILL PASSED 

3/01 2ND READING PASSED 50 «(OO 
3/02 3RD READING PASSED 50 =O 


TRANSMITTED TO HOUSE 
3/15 REFERRED TO FISH, WILDLIFE AND PARKS 
3/23 HEARING 


3/30 COMMITTEE EXEC ACTION — BILL CONCURRED 12. «7 
3/31 COMMITTEE REPORT — BILL CONCURRED 

4/07 2ND READING CONCURRED 70 29 
4/12 38RD READING CONCURRED 71 29 


RETURNED TO SENATE 
4/13 SENT TO ENROLLING 
4/17 RETURNED FROM ENROLLING 
4/19 SIGNED BY PRESIDENT 
4/29 SIGNED BY SPEAKER 
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5/01 TRANSMITTED TO GOVERNOR 
5/08 SIGNED BY GOVERNOR 
5/09 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 467 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


SB 357 INTRODUCED BY HINEBAUCH [C1348 DRAFTER: KOLMAN 
REQUIRE TERMS FOR CONSERVATION EASEMENTS USING STATE FUNDS 


2/15 INTRODUCED 
2/16 REFERRED TO FISH AND GAME 
2/21 HEARING 
2/28 TABLED IN COMMITTEE 12 0 
3/13 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


SB 358 INTRODUCED BY HERTZ LC0315 DRAFTER: SANKEY KEIP 


REQUIRE DISCLOSURE OF TAXPAYER FUNDS FOR LOBBYING BY LOCAL 
GOVERNMENTS/SCHOOLS 


2/15 INTRODUCED 
2/16 REFERRED TO LOCAL GOVERNMENT 
2/24 HEARING 


2/27 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 9 O 
2/27 COMMITTEE REPORT — BILL PASSED AS AMENDED 

3/01 2ND READING PASSED 46 4 
3/02 38RD READING PASSED 44 6 


TRANSMITTED TO HOUSE 
3/15 REFERRED TO LOCAL GOVERNMENT 
4/04 HEARING 


4/06 COMMITTEE EXEC ACTION — BILL CONCURRED 11 65 
4/07 COMMITTEE REPORT — BILL CONCURRED 

4/12 2ND READING CONCURRED 68 32 
4/13 3RD READING CONCURRED 69 31 


RETURNED TO SENATE 

4/14 SENT TO ENROLLING 
4/18 RETURNED FROM ENROLLING 
4/20 SIGNED BY PRESIDENT 
4/29 SIGNED BY SPEAKER 
5/01 TRANSMITTED TO GOVERNOR 
5/08 SIGNED BY GOVERNOR 
5/09 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 468 

EFFECTIVE DATE: 5/08/2023 - ALL SECTIONS 


SB 359 INTRODUCED BY VERMEIRE LC1845 DRAFTER: J. WALKER 
PROHIBIT TRACKING OF FIREARMS SALES BY FINANCIAL INSTITUTIONS 
2/15 INTRODUCED 


2/16 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
2/22 HEARING 


2/22 COMMITTEE EXEC ACTION — BILL PASSED 9 1 
2/23 COMMITTEE REPORT — BILL PASSED 
2/28 2ND READING PASSED 387 13 


3/01 3RD READING PASSED 41 9 


4/01 
4/05 
4/06 
4/06 
4/14 
4/17 


4/20 
4/21 
4/22 
4/25 
5/04 
5/11 
5/11 
5/19 
5/22 


SB 360 INTRODUCED BY VERMEIRE 


REVISE LAWS RELATED TO ALCOHOL CONTENT IN BEER 


2/15 
2/16 
2/22 
2/24 
3/13 


SB 361 INTRODUCED BY FULLER 


SENATE BILLS 


TRANSMITTED TO HOUSE 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED AS AMD 

38RD READING CONCURRED 


RETURNED TO SENATE WITH AMENDMENTS 
2ND READING HOUSE AMDS CONCURRED 
3RD READING PASSED AS AMENDED BY HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 677 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


INTRODUCED 


REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 


HEARING 
TABLED IN COMMITTEE 


MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 


DIED IN STANDING COMMITTEE 


13 
72 
69 


44 
37 
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28 
28 


LC3265 DRAFTER: J. WALKER 


LC1045 DRAFTER: BURKHARDT 


PROHIBIT DISCRIMINATION BY ANY PERSON OR ENTITY BECAUSE OF FIREARMS 


2/15 
2/15 
2/16 
2/16 
2/16 
2/16 
2/16 
2/22 
2/27 
2/27 
2/28 
3/02 


3/15 
3/31 
4/05 


FISCAL NOTE PROBABLE 
INTRODUCED 


REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 


FISCAL NOTE REQUESTED 
FISCAL NOTE RECEIVED 
FISCAL NOTE SIGNED 
FISCAL NOTE PRINTED 
HEARING 

TABLED IN COMMITTEE 


TAKEN FROM COMMITTEE; PLACED ON 2ND READING 


2ND READING PASSED AS AMENDED 
38RD READING PASSED 


TRANSMITTED TO HOUSE 
REFERRED TO JUDICIARY 
HEARING 

TABLED IN COMMITTEE 

DIED IN STANDING COMMITTEE 


SB 362 INTRODUCED BY MORIGEAU 


ELIMINATE PROPERTY TAX STATUTE OF LIMITATIONS ON REFUNDS 


17 


LC4221 DRAFTER: COLES 
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2/15 
2/15 
2/15 
2/16 
2/21 
2/23 
2/27 
2/28 
3/01 
3/01 
3/14 
3/15 


3/17 
3/27 
4/14 
4/14 
4/18 
4/19 


4/21 
4/26 
5/04 
5/11 
5/12 
5/22 
5/22 


SB 363 INTRODUCED BY USHER 


MONTANA HISTORY AND FINAL STATUS 2023 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO TAXATION 

HEARING 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
REVISED FISCAL NOTE REQUESTED 

COMMITTEE REPORT — BILL PASSED AS AMENDED 
2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO TAXATION 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 755 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


REVISING LAWS RELATED TO CORRECTIONAL OFFICERS 


2/15 
2/16 
2/21 
2/21 
2/22 
2/24 
2/27 


3/15 
3/31 
4/04 
4/04 
4/07 
4/12 


4/13 
4/17 
4/19 
4/29 
5/01 
5/08 
5/09 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO SENATE 

SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 


11 


38 
40 


15 


90 
85 


11 


47 


91 
93 


12 
10 


10 
13 


LC0878 DRAFTER: BURKHARDT 


“I 


SENATE BILLS 197 


CHAPTER NUMBER 469 
EFFECTIVE DATE: 5/08/2023 - ALL SECTIONS 


SB 364 INTRODUCED BY HERTZ LC0334 DRAFTER: O;CCONNELL 


ESTABLISH LIMITS ON HOSPITAL-RELATED CHARGES 


2/15 
2/16 
2/22 
2/27 
2/28 
3/01 
3/02 


3/10 
3/15 
3/15 
3/16 
4/06 
4/13 


INTRODUCED 
REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
HEARING 


COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 5 64 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 29 21 
38RD READING PASSED 29 21 


TRANSMITTED TO HOUSE 

FISCAL NOTE REQUESTED 

FISCAL NOTE RECEIVED 

REFERRED TO HUMAN SERVICES 

FISCAL NOTE PRINTED 

HEARING 

TABLED IN COMMITTEE 19 2 
DIED IN STANDING COMMITTEE 


SB 365 INTRODUCED BY TREBAS LC4161 DRAFTER: E. SULLIVAN 


ELIMINATE THE BOARD OF PLUMBING 


2/15 
2/16 
2/27 
2/27 
3/13 


INTRODUCED 

REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 

HEARING 

TABLED IN COMMITTEE 10 0 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


SB 366 INTRODUCED BY TREBAS LC1966 DRAFTER: J. WALKER 


REVISE LAWS RELATED TO DRINKING AGE 


2/15 
2/15 
2/16 
2/22 
2/22 
2/23 
2/23 
2/23 
2/23 
2/24 
3/13 


INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
HEARING 
FISCAL NOTE RECEIVED 

SPONSOR REBUTTAL TO FISCAL NOTE RECEIVED 

SPONSOR REBUTTAL TO FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

SPONSOR REBUTTAL TO FISCAL NOTE PRINTED 

TABLED IN COMMITTEE 10 O 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


SB 367 INTRODUCED BY TREBAS LC4185 DRAFTER: MOHR 


PSC REGULATION OF BUILDING ELEVATOR SERVICE RATES 


2/15 
2/16 
2/24 
2/24 


INTRODUCED 

REFERRED TO STATE ADMINISTRATION 

HEARING 

TABLED IN COMMITTEE 10 0 
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3/18 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


SB 368 INTRODUCED BY TREBAS LC1969 DRAFTER: KREZOWSKI 


GENERALLY REVISE LAWS RELATED TO MINORS 


2/15 INTRODUCED 
2/16 REFERRED TO JUDICIARY 
2/22 HEARING 


2/24 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 10 
2/24 COMMITTEE REPORT — BILL PASSED AS AMENDED 

2/28 2ND READING PASSED 48 
3/01 38RD READING PASSED 50 


TRANSMITTED TO HOUSE 

3/10 FISCAL NOTE REQUESTED 

3/15 REFERRED TO JUDICIARY 

3/15 FISCAL NOTE RECEIVED 

3/20 FISCAL NOTE PRINTED 

3/28 HEARING 

3/31 TABLED IN COMMITTEE 18 
DIED IN STANDING COMMITTEE 


SB 369 INTRODUCED BY TREBAS LC4170 DRAFTER: SANDRU 


PROVIDE WORKER’S COMP COVERAGE OF INJURY CAUSED BY 
EMPLOYER-MANDATED VACCINE 


2/15 INTRODUCED 
2/16 REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
2/22 HEARING 


2/24 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 9 
2/27 COMMITTEE REPORT — BILL PASSED AS AMENDED 

3/01 2ND READING PASSED 47 
3/02 38RD READING PASSED 47 


TRANSMITTED TO HOUSE 

3/15 REFERRED TO BUSINESS AND LABOR 

4/05 HEARING 

4/06 TABLED IN COMMITTEE 18 
DIED IN STANDING COMMITTEE 


ise) 


SB 370 INTRODUCED BY S. FITZPATRICK LC0976 DRAFTER: EVERTS 


GENERALLY REVISE UNIFORM COMMERCIAL CODE 


2/15 INTRODUCED 
2/16 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
2/24 HEARING 


2/24 COMMITTEE EXEC ACTION — BILL PASSED 10 
2/27 COMMITTEE REPORT — BILL PASSED 

3/01 2ND READING PASSED 31 
3/02 3RD READING PASSED 31 


TRANSMITTED TO HOUSE 
3/16 REFERRED TO BUSINESS AND LABOR 
4/04 HEARING 
4/13 COMMITTEE EXEC ACTION — CONCURRED AS AMD 16 
4/14 COMMITTEE REPORT — CONCURRED AS AMD 


19 
19 


4/17 
4/18 


4/20 
4/21 
4/24 


4/25 
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2ND READING CONCURRED 56 43 
38RD READING CONCURRED 57 42 
RETURNED TO SENATE WITH AMENDMENTS 

2ND READING HOUSE AMDS CONCURRED 50 0 
3RD READING NOT PASSED AS AMENDED BY HOUSE 6 44 
RECONSIDERED PREVIOUS ACTION; REMAINS IN 3RD READING 

PROCESS 26 23 
38RD READING NOT PASSED AS AMENDED BY HOUSE 24 25 


DIED IN PROCESS 


SB 371 INTRODUCED BY TREBAS LC3910 DRAFTER: O'CONNELL 


GENERALLY REVISING THE MONTANA CLEAN INDOOR AIR ACT 


2/15 
2/16 
2/21 
2/24 
3/18 


INTRODUCED 

REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 

HEARING 

TABLED IN COMMITTEE 10 O 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


SB 372 INTRODUCED BY EMRICH [C2282 DRAFTER: WEISS 


CONSTITUTIONAL AMENDMENT TO REVISE SELECTION OF CERTAIN JUDGES 
AND JUSTICES 


2/15 
2/16 
2/23 
2/27 
4/06 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

TABLED IN COMMITTEE 11 0 
MISSED DEADLINE FOR REFERENDUM PROPOSAL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


SB 373 INTRODUCED BY SALOMON LC0953 DRAFTER: MCCRACKEN 


PROVIDE FOR ALTERNATIVE TEACHER CREDENTIALING 


2/15 
2/15 
2/16 
2/20 
2/20 
2/20 
2/22 
2/23 
3/01 
3/02 


3/15 
3/20 
3/21 


INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO EDUCATION AND CULTURAL RESOURCES 
FISCAL NOTE RECEIVED 


HEARING 

FISCAL NOTE PRINTED 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 8 38 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 36 14 
3RD READING PASSED 37 13 


TRANSMITTED TO HOUSE 
REFERRED TO BUSINESS AND LABOR 


HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 13 6 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 69 30 
3RD READING CONCURRED 75 22 
RETURNED TO SENATE WITH AMENDMENTS 

2ND READING HOUSE AMDS CONCURRED 46 4 
38RD READING PASSED AS AMENDED BY HOUSE 41 9 


SENT TO ENROLLING 
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4/17 RETURNED FROM ENROLLING 
4/19 SIGNED BY PRESIDENT 
4/29 SIGNED BY SPEAKER 
5/01 TRANSMITTED TO GOVERNOR 
5/08 SIGNED BY GOVERNOR 
5/09 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 470 
EFFECTIVE DATE: 5/08/2023 - ALL SECTIONS 


SB 374 INTRODUCED BY CURDY LC2387 DRAFTER: SANKEY KEIP 
REVISE LOCAL GOVERNMENT PUBLIC DOCUMENT RETENTION 
2/16 INTRODUCED 


2/16 REFERRED TO LOCAL GOVERNMENT 
2/27 HEARING 


2/27 COMMITTEE EXEC ACTION — BILL PASSED 9 O 
3/01 COMMITTEE REPORT — BILL PASSED 

3/02 2ND READING PASSED 388 12 
3/02 38RD READING PASSED 387 18 


TRANSMITTED TO HOUSE 
3/15 REFERRED TO EDUCATION 
3/17 HEARING 


3/24 COMMITTEE EXEC ACTION — CONCURRED AS AMD 10 38 

3/27 COMMITTEE REPORT — CONCURRED AS AMD 

4/04 2ND READING CONCURRED 69 31 

4/05 3RD READING CONCURRED 71 26 
RETURNED TO SENATE WITH AMENDMENTS 

4/25 2ND READING HOUSE AMDS CONCURRED 50 0 

4/26 38RD READING PASSED AS AMENDED BY HOUSE 48 2 


4/27 SENT TO ENROLLING 
5/01 RETURNED FROM ENROLLING 
5/04 SIGNED BY PRESIDENT 
5/11 SIGNED BY SPEAKER 
5/11 TRANSMITTED TO GOVERNOR 
5/19 SIGNED BY GOVERNOR 
5/22 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 678 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


SB 375 INTRODUCED BY LANG LC4287 DRAFTER: KOLMAN 
REMOVE NOTICE FOR KILLING ANIMALS RUNNING AT LARGE 
2/16 INTRODUCED 


2/16 REFERRED TO AGRICULTURE, LIVESTOCK AND IRRIGATION 
2/28 HEARING 


2/28 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 7 ~#«4 
3/01 COMMITTEE REPORT — BILL PASSED AS AMENDED 

3/02 2ND READING PASSED 35 15 
3/02 3RD READING PASSED 35 15 


TRANSMITTED TO HOUSE 
3/15 REFERRED TO AGRICULTURE 
3/21 HEARING 
4/13 COMMITTEE EXEC ACTION — CONCURRED AS AMD 16 3 
4/14 COMMITTEE REPORT — CONCURRED AS AMD 
4/17 2ND READING CONCURRED 73 26 


4/18 


4/20 
4/21 
4/22 
4/25 
5/04 
5/11 
5/11 
5/19 
5/22 


SENATE BILLS 201 


38RD READING CONCURRED 71 28 
RETURNED TO SENATE WITH AMENDMENTS 

2ND READING HOUSE AMDS CONCURRED 33 17 
3RD READING PASSED AS AMENDED BY HOUSE 34 16 


SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 679 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


SB 376 INTRODUCED BY BOGNER LC0618 DRAFTER: CARROLL 


REVISE COVENANT LAWS 


2/16 
2/16 
2/24 
2/27 
3/01 
3/02 
3/02 


3/15 
4/05 
4/13 


INTRODUCED 

REFERRED TO LOCAL GOVERNMENT 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 7 2 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED AS AMENDED 43 7 
3RD READING PASSED 39 11 


TRANSMITTED TO HOUSE 

REFERRED TO JUDICIARY 

HEARING 

TABLED IN COMMITTEE 14. 5 
DIED IN STANDING COMMITTEE 


SB 377 INTRODUCED BY S. FITZPATRICK LC0064 DRAFTER: BURKHARDT 


REVISE LAWS FOR COURTS OF LIMITED JURISDICTION 


2/16 
2/16 
2/17 
2/21 
2/23 
2/23 
2/23 
2/23 
2/27 
2/28 


3/15 
3/28 
3/31 
3/31 
4/12 
4/13 


4/14 
4/18 
4/20 


INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO JUDICIARY 
FISCAL NOTE RECEIVED 
FISCAL NOTE PRINTED 


HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 7 #4 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 386 14 
38RD READING PASSED 86 14 


TRANSMITTED TO HOUSE 
REFERRED TO JUDICIARY 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 19 O 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 100 O 
3RD READING CONCURRED 98 1 


RETURNED TO SENATE 

SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
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4/26 
4/26 
5/03 
5/04 
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SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 409 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


SB 378 INTRODUCED BY S. FITZPATRICK LC0984 DRAFTER: BURKHARDT 


REVISE EVIDENCE LAWS 


2/16 
2/17 
2/24 
2/24 
2/24 
2/28 
3/01 


3/15 
4/05 
4/06 
4/06 
4/12 
4/13 


4/14 
4/18 
4/20 
4/23 
4/26 
5/03 
5/04 


INTRODUCED 
REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
HEARING 


COMMITTEE EXEC ACTION — BILL PASSED 10 O 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 387 13 
38RD READING PASSED 39 11 


TRANSMITTED TO HOUSE 
REFERRED TO BUSINESS AND LABOR 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 19 O 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 99 0 
3RD READING CONCURRED 100 O 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 410 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


SB 379 INTRODUCED BY S. FITZPATRICK LC0590 DRAFTER: CARROLL 
REVISE ZONING LAWS 
2/16 INTRODUCED 
2/17 REFERRED TO LOCAL GOVERNMENT 
2/20 HEARING 
2/23 TABLED IN COMMITTEE 9 O 
2/27 TAKEN FROM TABLE IN COMMITTEE 
2/27 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 8 1 
3/01 COMMITTEE REPORT — BILL PASSED AS AMENDED 
3/02 2ND READING PASSED AS AMENDED 32 18 
3/02 38RD READING PASSED 33 17 


3/15 
3/28 
4/04 


TRANSMITTED TO HOUSE 

REFERRED TO LOCAL GOVERNMENT 

HEARING 

TABLED IN COMMITTEE 16 0 
DIED IN STANDING COMMITTEE 


SENATE BILLS 203 


SB 380 INTRODUCED BY SMALL LC2256 DRAFTER: E. SULLIVAN 
GENERALLY REVISE HEALTHCARE INSURANCE LAWS 
2/16 INTRODUCED 


2/17 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
2/28 HEARING 


3/01 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 10 O 
3/01 COMMITTEE REPORT — BILL PASSED AS AMENDED 

3/02 2ND READING PASSED 50 0 
3/02 38RD READING PASSED 50 0 


TRANSMITTED TO HOUSE 
3/17 REFERRED TO BUSINESS AND LABOR 
3/31 HEARING 


4/05 COMMITTEE EXEC ACTION — CONCURRED AS AMD 18 #1 

4/05 COMMITTEE REPORT — CONCURRED AS AMD 

4/12 2ND READING CONCURRED 97 3 

4/13 3RD READING CONCURRED 99 1 
RETURNED TO SENATE WITH AMENDMENTS 

4/19 2ND READING HOUSE AMDS CONCURRED 49 1 

4/20 38RD READING PASSED AS AMENDED BY HOUSE 44 3 


4/20 SENT TO ENROLLING 
4/26 RETURNED FROM ENROLLING 
5/04 SIGNED BY PRESIDENT 
5/11 SIGNED BY SPEAKER 
5/11 TRANSMITTED TO GOVERNOR 
5/19 SIGNED BY GOVERNOR 
5/22 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 680 
EFFECTIVE DATE: 5/19/2023 - ALL SECTIONS 


SB 381 INTRODUCED BY FRIEDEL LC4141 DRAFTER: HENNEMAN 
REQUIRE ONE COUNCIL MEMBER PER WARD OF FIRST-CLASS CITIES 
2/16 INTRODUCED 


2/17 REFERRED TO LOCAL GOVERNMENT 
2/24 HEARING 


2/27 COMMITTEE EXEC ACTION — BILL PASSED 6 3 
3/01 COMMITTEE REPORT — BILL PASSED 

3/02 2ND READING PASSED 33 17 
3/02 38RD READING PASSED 31 19 


TRANSMITTED TO HOUSE 
3/15 REFERRED TO LOCAL GOVERNMENT 
3/28 HEARING 


4/04 COMMITTEE EXEC ACTION — CONCURRED AS AMD 9 7 
4/05 COMMITTEE REPORT — CONCURRED AS AMD 
4/17 2ND READING NOT CONCURRED 39 60 


DIED IN PROCESS 
SB 382 INTRODUCED BY MANDEVILLE LC1251 DRAFTER: HENNEMAN 
CREATE THE MONTANA LAND USE PLANNING ACT 
2/16 INTRODUCED 


2/17 REFERRED TO LOCAL GOVERNMENT 
2/22 HEARING 
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2/27 
2/27 
3/01 
3/02 


38/15 
3/23 
4/04 
4/05 
4/12 
4/13 


4/26 
4/27 
4/27 
5/02 
5/04 
5/11 
5/11 
5/17 
5/18 
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COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 9 O 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 44 5 
3RD READING PASSED 44 6 


TRANSMITTED TO HOUSE 
REFERRED TO LOCAL GOVERNMENT 


HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 16 0 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 94 6 
38RD READING CONCURRED 95 5 
RETURNED TO SENATE WITH AMENDMENTS 

2ND READING HOUSE AMDS CONCURRED 50 0 
3RD READING PASSED AS AMENDED BY HOUSE 50 «=O 


SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 500 
EFFECTIVE DATE: 5/17/2023 - ALL SECTIONS 


SB 383 INTRODUCED BY HERTZ LC0322 DRAFTER: KOLMAN 


REQUIRE DEQ TO STUDY SEPTICS 


2/16 
2/16 
2/17 
2/23 
2/24 
2/24 
2/27 
2/28 
3/01 
3/01 
3/03 
3/18 
3/14 
4/06 


FISCAL NOTE PROBABLE 

INTRODUCED 

REFERRED TO NATURAL RESOURCES 

FISCAL NOTE REQUESTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 11 0 
COMMITTEE REPORT — BILL PASSED 

FISCAL NOTE RECEIVED 

2ND READING PASSED AS AMENDED 39 11 
REREFERRED TO FINANCE AND CLAIMS 

FISCAL NOTE PRINTED 

HEARING 

TABLED IN COMMITTEE 13 6 
MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


SB 384 INTRODUCED BY D. ZOLNIKOV LC1086 DRAFTER: E. SULLIVAN 


GENERALLY REVISE CONSUMER PRIVACY LAWS 


2/16 
2/17 
2/24 
2/24 
2/27 
3/01 
3/02 


3/15 


INTRODUCED 
REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 10 O 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 50 =O 
38RD READING PASSED 50 =O 


TRANSMITTED TO HOUSE 
REFERRED TO ENERGY, TECHNOLOGY AND FEDERAL RELATIONS 


4/05 
4/07 
4/13 
4/14 
4/17 


4/20 
4/21 
4/22 
4/25 
5/04 
5/11 
5/11 
5/19 
5/22 


SB 385 INTRODUCED BY D. ZOLNIKOV 


SENATE BILLS 


HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED AS AMD 

38RD READING CONCURRED 


RETURNED TO SENATE WITH AMENDMENTS 
2ND READING HOUSE AMDS CONCURRED 
3RD READING PASSED AS AMENDED BY HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 681 
EFFECTIVE DATE: 10/01/2024 - ALL SECTIONS 


GENERALLY REVISE ELECTION LAWS 


2/16 
2/16 
2/16 
2/17 
2/22 
2/22 
2/23 
2/24 
2/24 
2/27 
3/01 
3/02 


3/15 
3/24 
3/31 
4/13 


SB 386 INTRODUCED BY NOLAND 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO STATE ADMINISTRATION 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 
2ND READING PASSED AS AMENDED 
38RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO STATE ADMINISTRATION 
HEARING 

HEARING 

TABLED IN COMMITTEE 

DIED IN STANDING COMMITTEE 


REVISE LAWS RELATING TO REAL ESTATE TRANSACTION 


2/16 
2/17 
2/28 
3/01 
3/01 
3/02 
3/02 
3/18 


INTRODUCED 


REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 


HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

3RD READING FAILED 


MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 


DIED IN PROCESS 
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13 0 
100 0O 
96 0 
50 «(OO 
50 0 


[C1835 DRAFTER: POWER 


7 3 
46 3 
50 «(OO 
12 6 


LC0767 DRAFTER: J. WALKER 
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SB 387 INTRODUCED BY MOLNAR LC0070 DRAFTER: GRAFF 


REVISE LAWS RELATED TO COAL, COAL TAX, AND COAL-FIRED UNIT 
REMEDIATION 


2/17 INTRODUCED 
2/17 REFERRED TO ENERGY AND TELECOMMUNICATIONS 
2/23 HEARING 
2/28 TABLED IN COMMITTEE 11 1 
3/13 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


SB 388 INTRODUCED BY FLOWERS LC3616 DRAFTER: KOLMAN 
REVISE NONRESIDENT BIRD HUNTING 


2/17 FISCAL NOTE PROBABLE 

2/17 INTRODUCED 

2/17 FISCAL NOTE REQUESTED 

2/17 REFERRED TO FISH AND GAME 
2/23 FISCAL NOTE RECEIVED 

2/23 FISCAL NOTE SIGNED 

2/23 HEARING 
2/23 FISCAL NOTE PRINTED 


2/28 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 7 #5 
3/01 COMMITTEE REPORT — BILL PASSED AS AMENDED 

3/02 2ND READING PASSED 50 0 
3/02 38RD READING PASSED 50 «(OO 


TRANSMITTED TO HOUSE 

3/16 REFERRED TO FISH, WILDLIFE AND PARKS 

3/21 HEARING 

3/30 TABLED IN COMMITTEE 19 O 
DIED IN STANDING COMMITTEE 


SB 389 INTRODUCED BY EMRICH [C2216 DRAFTER: MCCRACKEN 
REVISING EDUCATION LAWS TO ADD A DEFINITION OF “CIVICS” 


2/17 INTRODUCED 
2/17 REFERRED TO EDUCATION AND CULTURAL RESOURCES 
2/24 HEARING 
2/27 TABLED IN COMMITTEE 9 2 
3/18 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


SB 390 INTRODUCED BY EMRICH [C2211 DRAFTER: MCCRACKEN 
PROVIDE FREEDOM IN SCHOOL CHOICE 


2/17 FISCAL NOTE PROBABLE 
2/17 INTRODUCED 
2/17 REFERRED TO EDUCATION AND CULTURAL RESOURCES 
2/20 FISCAL NOTE REQUESTED 
2/24 FISCAL NOTE RECEIVED 
2/24 HEARING 
2/27 FISCAL NOTE PRINTED 
2/27 TABLED IN COMMITTEE 8 3 
3/18 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


SB 391 INTRODUCED BY USHER 


SENATE BILLS 


PROVIDING PARTIAL SALARY OR LIGHT DUTY FOR INJURED COUNTY 
DETENTION OFFICERS 


2/17 
2/17 
2/24 
2/24 
2/27 
3/01 
3/02 


3/15 
3/25 
3/25 
3/27 
4/12 
4/13 


4/14 
4/18 
4/20 
4/29 
5/01 
5/08 
5/09 


SB 392 INTRODUCED BY S. FITZPATRICK 


INTRODUCED 

REFERRED TO STATE ADMINISTRATION 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO LOCAL GOVERNMENT 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 471 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


REVISE DETERMINATION OF COURT COSTS FOR COAL MINING 


2/17 
2/20 
2/24 
2/24 
2/24 
2/28 
3/01 
3/01 


3/02 


3/17 
4/05 
4/13 
4/13 
4/17 
4/18 


4/19 
4/19 
4/27 


INTRODUCED 

REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 

3RD READING FAILED 

RECONSIDERED PREVIOUS ACTION; REMAINS IN 3RD READING 
PROCESS 

3RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO SENATE 

SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 


10 


38 
38 


16 


97 
94 


64 
64 


LC1442 DRAFTER: ALLEN 


12 
12 


LC2580 DRAFTER: KOLMAN 


25 


21 


34 
35 


208 MONTANA HISTORY AND FINAL STATUS 2023 


4/29 SIGNED BY SPEAKER 
5/01 TRANSMITTED TO GOVERNOR 
5/08 SIGNED BY GOVERNOR 
5/09 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 472 
EFFECTIVE DATE: 5/08/2023 - ALL SECTIONS 


SB 393 INTRODUCED BY S. FITZPATRICK LC2615 DRAFTER: WEISS 
REVISE CAMPAIGN FINANCE LAWS 
2/17 INTRODUCED 


2/20 REFERRED TO STATE ADMINISTRATION 
2/24 HEARING 


2/24 COMMITTEE EXEC ACTION — BILL PASSED 6 4 
2/27 COMMITTEE REPORT — BILL PASSED 

3/01 2ND READING PASSED 33 16 
3/02 38RD READING PASSED 39 11 


TRANSMITTED TO HOUSE 
3/15 REFERRED TO STATE ADMINISTRATION 
3/24 HEARING 


4/05 COMMITTEE EXEC ACTION — CONCURRED AS AMD 16 2 

4/05 COMMITTEE REPORT — CONCURRED AS AMD 

4/12 2ND READING CONCURRED 82 18 

4/13 3RD READING CONCURRED 81 18 
RETURNED TO SENATE WITH AMENDMENTS 

4/19 2ND READING HOUSE AMDS CONCURRED 47 3 

4/20 38RD READING PASSED AS AMENDED BY HOUSE 82 15 


4/20 SENT TO ENROLLING 
4/26 RETURNED FROM ENROLLING 
5/04 SIGNED BY PRESIDENT 
5/11 SIGNED BY SPEAKER 
5/11 TRANSMITTED TO GOVERNOR 
5/19 SIGNED BY GOVERNOR 
5/22 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 682 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


SB 394 INTRODUCED BY MOLNAR LC4432 DRAFTER: COLES 


ESTABLISH STATUTORY REQUIREMENTS FOR LEGISLATIVE CONFERENCE 
COMMITTEES 


2/17 INTRODUCED 
2/20 REFERRED TO LEGISLATIVE ADMINISTRATION 
2/27 HEARING 
2/27 TABLED IN COMMITTEE 5 0 
3/13 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


SB 395 INTRODUCED BY GLIMM LC4424 DRAFTER: WEISS 
ALLOW JUDICIAL CANDIDATES TO ANNOUNCE ENDORSEMENTS 
2/17 INTRODUCED 
2/20 REFERRED TO STATE ADMINISTRATION 


2/25 HEARING 
2/25 TABLED IN COMMITTEE 10 O 


SENATE BILLS 209 
3/18 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 
SB 396 INTRODUCED BY BOGNER LC0961 DRAFTER: CARROLL 
REVISE ELECTRONIC DRIVER’S LICENSE PRIVACY LAWS 
2/17 INTRODUCED 


2/20 REFERRED TO JUDICIARY 
2/23 HEARING 


2/23 COMMITTEE EXEC ACTION — BILL PASSED 10 1 
2/23 COMMITTEE REPORT — BILL PASSED 

2/27 2ND READING PASSED 50 =O 
2/28 3RD READING PASSED 50 «(OO 


TRANSMITTED TO HOUSE 
3/15 REFERRED TO JUDICIARY 
4/05 HEARING 


4/06 COMMITTEE EXEC ACTION — BILL CONCURRED 19 O 
4/06 COMMITTEE REPORT — BILL CONCURRED 

4/12 2ND READING CONCURRED 99 1 
4/13 3RD READING CONCURRED 99 1 


RETURNED TO SENATE 

4/14 SENT TO ENROLLING 
4/18 RETURNED FROM ENROLLING 
4/20 SIGNED BY PRESIDENT 
4/23 SIGNED BY SPEAKER 
4/26 TRANSMITTED TO GOVERNOR 
5/01 SIGNED BY GOVERNOR 
5/02 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 335 

EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


SB 397 INTRODUCED BY BOGNER LC0067 DRAFTER: E. SULLIVAN 


GENERALLY REVISE LAWS RELATED TO PRIVACY AND FACIAL RECOGNITION 
TECHNOLOGY 


2/17 INTRODUCED 
2/20 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
2/23 HEARING 


2/27 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 10 0 
2/28 COMMITTEE REPORT — BILL PASSED AS AMENDED 

3/02 2ND READING PASSED 43 7 
3/02 3RD READING PASSED 44 6 


TRANSMITTED TO HOUSE 
38/15 REFERRED TO JUDICIARY 
4/05 HEARING 


4/13 COMMITTEE EXEC ACTION — CONCURRED AS AMD 14° «5 

4/13 COMMITTEE REPORT — CONCURRED AS AMD 

4/17 2ND READING CONCURRED 62 36 

4/18 38RD READING CONCURRED 83 16 
RETURNED TO SENATE WITH AMENDMENTS 

4/21 2ND READING HOUSE AMDS CONCURRED 48 2 

4/24 3RD READING PASSED AS AMENDED BY HOUSE 49 0 


4/25 SENT TO ENROLLING 
4/27 RETURNED FROM ENROLLING 
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6/20 SIGNED BY PRESIDENT 
6/20 SIGNED BY SPEAKER 
6/20 TRANSMITTED TO GOVERNOR 
6/29 SIGNED BY GOVERNOR 
6/29 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 781 
EFFECTIVE DATE: 6/29/2023 - ALL SECTIONS 


SB 398 INTRODUCED BY GILLESPIE [C4515 DRAFTER: PALLISTER 
ESTABLISH A MONTANA COORDINATE SYSTEM FOR PROPERTY 
2/17 INTRODUCED 


2/20 REFERRED TO ENERGY AND TELECOMMUNICATIONS 
2/23 HEARING 


2/28 COMMITTEE EXEC ACTION — BILL PASSED 12 0 
3/02 COMMITTEE REPORT — BILL PASSED 

3/02 2ND READING PASSED 50 «(OO 
3/02 3RD READING PASSED 50 =O 


TRANSMITTED TO HOUSE 
3/15 REFERRED TO NATURAL RESOURCES 
3/27 HEARING 


3/27 COMMITTEE EXEC ACTION — BILL CONCURRED 15 0 
3/28 COMMITTEE REPORT — BILL CONCURRED 

4/07 2ND READING CONCURRED 99 0 
4/12 38RD READING CONCURRED 100 O 


RETURNED TO SENATE 

4/13 SENT TO ENROLLING 
4/17 RETURNED FROM ENROLLING 
4/19 SIGNED BY PRESIDENT 
4/29 SIGNED BY SPEAKER 
5/01 TRANSMITTED TO GOVERNOR 
5/08 SIGNED BY GOVERNOR 
5/09 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 473 

EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


SB 399 INTRODUCED BY POPE LC2363 DRAFTER: GRAFF 
REVISING COMMUNITY SOLAR LAWS 


2/17 INTRODUCED 
2/20 REFERRED TO ENERGY AND TELECOMMUNICATIONS 
2/28 HEARING 
2/28 TABLED IN COMMITTEE 8 4 
3/13 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


SB 400 INTRODUCED BY FULLER LC4310 DRAFTER: BURKHARDT 
EXTENDING PERMIT FOR CONCEALED CARRY FROM 4 TO 5 YEARS 


2/17 INTRODUCED 

2/20 REFERRED TO JUDICIARY 

2/22 HEARING 

2/22 COMMITTEE EXEC ACTION — BILL PASSED 7 ~#«4 
2/24 COMMITTEE REPORT — BILL PASSED 

3/01 2ND READING PASSED 40 10 


3/02 


3/15 
3/31 
4/04 
4/04 
4/07 
4/12 


4/13 
4/17 
4/19 
4/29 
5/01 
5/08 
5/09 


SB 401 INTRODUCED BY CURDY 


SENATE BILLS 


38RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 474 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


EXTEND NONMOTORIZED JUNK VEHICLE LAWS 


2/17 
2/20 
2/24 
2/24 
3/13 


SB 402 INTRODUCED BY CURDY 


INTRODUCED 

REFERRED TO LOCAL GOVERNMENT 

HEARING 

TABLED IN COMMITTEE 

MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


ALLOW FOR FIREFIGHTER HAZARD PAY 


2/17 
2/17 
2/20 
2/20 
2/23 
2/24 
2/24 
2/24 
2/24 
2/27 
3/01 
3/01 
3/02 


3/02 
3/02 
3/17 
3/23 
3/24 
3/24 
3/28 
3/28 
3/29 
3/30 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO NATURAL RESOURCES 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

HEARING 
COMMITTEE EXEC ACTION — BILL PASSED 

FISCAL NOTE PRINTED 

COMMITTEE REPORT — BILL PASSED 

2ND READING PASS MOTION FAILED 

2ND READING INDEFINITELY POSTPONED 

RECONSIDERED PREVIOUS ACTION; REMAINS IN 2ND READING 
PROCESS 

2ND READING PASSED 

REREFERRED TO FINANCE AND CLAIMS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
REVISED FISCAL NOTE REQUESTED 

COMMITTEE REPORT — BILL PASSED AS AMENDED 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE PRINTED 

2ND READING PASSED 

38RD READING PASSED 


11 


24 
35 


31 


14 


35 
33 


LC4303 DRAFTER: MOHR 


LC2340 DRAFTER: HENNEMAN 


15 


19 


15 
15 
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TRANSMITTED TO HOUSE 

4/03 REFERRED TO NATURAL RESOURCES 

4/12 HEARING 

4/17 TABLED IN COMMITTEE 10 5 
DIED IN STANDING COMMITTEE 


SB 403 INTRODUCED BY CURDY LC4586 DRAFTER: HESS 
GENERALLY REVISE COUNTY SPEED LIMITS 


2/17 FISCAL NOTE PROBABLE 

2/17 INTRODUCED 

2/20 FISCAL NOTE REQUESTED 

2/20 REFERRED TO LOCAL GOVERNMENT 
2/24 HEARING 
2/24 FISCAL NOTE RECEIVED 

2/24 TABLED IN COMMITTEE 7 2 
2/24 FISCAL NOTE PRINTED 

2/27 TAKEN FROM TABLE IN COMMITTEE 


2/27 COMMITTEE EXEC ACTION — BILL PASSED 9 O 
3/01 COMMITTEE REPORT — BILL PASSED 
3/02 2ND READING PASSED 33 17 
3/02 3RD READING FAILED 25 25 
3/13 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN PROCESS 
SB 404 INTRODUCED BY TREBAS [C4193 DRAFTER: E. SULLIVAN 


GENERALLY REVISE LOCAL GOVERNMENT LAWS FOR FIRE DEPARTMENTS 


2/17 INTRODUCED 
2/20 REFERRED TO LOCAL GOVERNMENT 
2/24 HEARING 
2/24 TABLED IN COMMITTEE 9 O 
3/18 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


SB 405 INTRODUCED BY TREBAS LC4167 DRAFTER: BURKHARDT 
REQUIRE EXCUSAL OF PROSPECTIVE JURORS AGED 75 AND OLDER 
2/17 INTRODUCED 


2/20 REFERRED TO JUDICIARY 
2/23 HEARING 


2/23 COMMITTEE EXEC ACTION — BILL PASSED 7 ~#«4 
2/23 COMMITTEE REPORT — BILL PASSED 
3/01 2ND READING PASS MOTION FAILED 25 25 
3/01 2ND READING INDEFINITELY POSTPONED 40 10 
3/13 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN PROCESS 
SB 406 INTRODUCED BY TREBAS LC0562 DRAFTER: HENNEMAN 


REVISE LAWS RELATED TO LOCAL BUILDING CODES 


2/17 INTRODUCED 

2/20 REFERRED TO LOCAL GOVERNMENT 

2/24 HEARING 

2/24 COMMITTEE EXEC ACTION — BILL PASSED 6 3 


2/27 
3/01 
3/02 


3/15 
3/25 
3/28 
3/29 
4/12 
4/13 


4/14 
4/18 
4/20 
4/23 
4/26 
5/03 
5/04 


SB 407 INTRODUCED BY MORIGEAU 


SENATE BILLS 


COMMITTEE REPORT — BILL PASSED 
2ND READING PASSED 30 
38RD READING PASSED 31 


TRANSMITTED TO HOUSE 
REFERRED TO LOCAL GOVERNMENT 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 11 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 68 
3RD READING CONCURRED 68 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 411 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


REVISE MUNICIPAL ZONING LAWS 


2/17 
2/20 
2/24 
2/27 
2/27 
2/27 
3/01 
3/02 
3/02 


3/15 
3/25 
4/04 
4/05 
4/12 
4/13 


4/19 
4/20 
4/24 
4/26 
4/26 
4/26 
5/01 
5/02 
5/02 
5/02 
5/02 
5/08 
5/10 
5/11 


INTRODUCED 

REFERRED TO LOCAL GOVERNMENT 

HEARING 

TABLED IN COMMITTEE 9 
TAKEN FROM TABLE IN COMMITTEE 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 7 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 46 
38RD READING PASSED 49 


TRANSMITTED TO HOUSE 
REFERRED TO LOCAL GOVERNMENT 


HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 15 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 98 
3RD READING CONCURRED 100 


RETURNED TO SENATE WITH AMENDMENTS 

2ND READING HOUSE AMDS NOT CONCURRED 49 
FC COMMITTEE APPOINTED 

FC COMMITTEE APPOINTED 


HEARING 

FC COMMITTEE REPORT RECEIVED 6 
FC COMMITTEE REPORT RECEIVED 6 
2ND READING FC COMMITTEE REPORT ADOPTED 91 
38RD READING FC COMMITTEE REPORT ADOPTED 91 
2ND READING FC COMMITTEE REPORT ADOPTED 45 
38RD READING FC COMMITTEE REPORT ADOPTED 44 


SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
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32 


LC1707 DRAFTER: HENNEMAN 


HAow#10oda 


214 MONTANA HISTORY AND FINAL STATUS 2023 


5/11 TRANSMITTED TO GOVERNOR 
5/17 SIGNED BY GOVERNOR 
5/18 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 501 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


SB 408 INTRODUCED BY MOLNAR LC2914 DRAFTER: KOLMAN 
REVISE PUBLIC ACCESS LAWS RELATED TO TAX CREDITS AND INCENTIVES 


2/20 FISCAL NOTE PROBABLE 
2/20 INTRODUCED 
2/21 REFERRED TO TAXATION 
2/21 FISCAL NOTE REQUESTED 
2/23 HEARING 
2/27 FISCAL NOTE RECEIVED 
2/28 TABLED IN COMMITTEE 11 1 
3/13 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


SB 409 INTRODUCED BY BOLDMAN LC1706 DRAFTER: HENNEMAN 


ALLOW FOR THE CONDEMNATION AND REACQUISITION OF A MOBILE HOME 
PARK 


2/20 INTRODUCED 
2/21 REFERRED TO LOCAL GOVERNMENT 
2/24 HEARING 
2/24 BILL NOT HEARD AT SPONSOR'S REQUEST 
2/27 TABLED IN COMMITTEE 9 O 
3/18 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


SB 410 INTRODUCED BY USHER LC0873 DRAFTER: BURKHARDT 
REMOVING DUTY OF COURT ADMINISTRATOR 
2/20 INTRODUCED 


2/21 REFERRED TO JUDICIARY 
2/27 HEARING 


2/28 COMMITTEE EXEC ACTION — BILL PASSED 7 4 
2/28 COMMITTEE REPORT — BILL PASSED 

3/02 2ND READING PASSED 31 18 
3/02 38RD READING PASSED 28 22 


TRANSMITTED TO HOUSE 
3/15 REFERRED TO JUDICIARY 
3/31 HEARING 


4/04 COMMITTEE EXEC ACTION — BILL CONCURRED 13 6 
4/04 COMMITTEE REPORT — BILL CONCURRED 

4/14 2ND READING CONCURRED 69 31 
4/17 3RD READING CONCURRED 66 31 


RETURNED TO SENATE 
4/18 SENT TO ENROLLING 
4/19 RETURNED FROM ENROLLING 
4/20 SIGNED BY PRESIDENT 
4/21 SIGNED BY SPEAKER 
4/21 TRANSMITTED TO GOVERNOR 
5/16 CHAPTER NUMBER ASSIGNED 


SB 411 INTRODUCED BY USHER 


SENATE BILLS 


CHAPTER NUMBER 497 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


GENERALLY REVISE MOTOR VEHICLE LAWS 


2/20 
2/21 
2/23 
3/01 
3/01 
3/02 
3/02 


3/15 
3/24 
3/27 
3/27 
4/12 
4/13 


4/14 
4/18 
4/20 
4/22 
4/24 
5/02 
5/04 


SB 412 INTRODUCED BY USHER 


INTRODUCED 

REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 7 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 29 
38RD READING PASSED 30 


TRANSMITTED TO HOUSE 
REFERRED TO BUSINESS AND LABOR 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 19 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 100 
3RD READING CONCURRED 99 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 362 
EFFECTIVE DATE: 5/02/2023 - ALL SECTIONS 


REQUIRE WARNING FOR ELECTRIC VEHICLES 


2/20 
2/20 
2/20 
2/21 
2/23 
2/27 
2/27 
2/28 
3/138 


SB 413 INTRODUCED BY GLIMM 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO HIGHWAYS AND TRANSPORTATION 
HEARING 
FISCAL NOTE RECEIVED 

TABLED IN COMMITTEE 12 
FISCAL NOTE PRINTED 

MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


PROHIBIT SEX EDUCATION INSTRUCTION BELOW SIXTH GRADE IN PUBLIC 
SCHOOLS 


2/20 
2/21 
2/27 
2/27 
3/18 


INTRODUCED 

REFERRED TO EDUCATION AND CULTURAL RESOURCES 

HEARING 

TABLED IN COMMITTEE 6 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 
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LC4520 DRAFTER: CARROLL 
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SB 414 INTRODUCED BY ELLSWORTH LC4605 DRAFTER: EVERTS 
RENAMING CERTAIN SENATE OFFICES 


2/20 INTRODUCED 

2/20 REFERRED TO STATE ADMINISTRATION 

2/20 HEARING 

2/22 2ND READING PASSED 50 =O 
2/22 38RD READING PASSED 50 0 


TRANSMITTED TO HOUSE 
3/15 REFERRED TO LEGISLATIVE ADMINISTRATION 
3/24 HEARING 


3/24 COMMITTEE EXEC ACTION — BILL CONCURRED 16 0 
3/24 COMMITTEE REPORT — BILL CONCURRED 

4/12 2ND READING CONCURRED 100 O 
4/13 3RD READING CONCURRED 99 1 


RETURNED TO SENATE 

4/14 SENT TO ENROLLING 
4/18 RETURNED FROM ENROLLING 
4/20 SIGNED BY PRESIDENT 
4/24 SIGNED BY SPEAKER 
4/24 TRANSMITTED TO GOVERNOR 
5/01 SIGNED BY GOVERNOR 
5/02 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 336 

EFFECTIVE DATE: 5/01/2023 - ALL SECTIONS 


SB 415 INTRODUCED BY HERTZ LC0336 DRAFTER: J. WALKER 
REVISE DENTAL INSURANCE LAWS 


2/20 INTRODUCED 
2/21 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
2/28 HEARING 
3/01 TABLED IN COMMITTEE 10 O 
3/18 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


SB 416 INTRODUCED BY ELLIS LC1336 DRAFTER: POWER 


REVISE TIMELINE FOR CHANGES TO PRECINCT BOUNDARIES AFTER 
REDISTRICTING 


2/20 INTRODUCED 
2/21 REFERRED TO STATE ADMINISTRATION 
2/27 HEARING 


2/27 COMMITTEE EXEC ACTION — BILL PASSED 10 0 
2/28 COMMITTEE REPORT — BILL PASSED 

3/01 2ND READING PASSED 48 2 
3/02 3RD READING PASSED 47 3 


TRANSMITTED TO HOUSE 
3/15 REFERRED TO STATE ADMINISTRATION 
3/24 HEARING 
3/31 COMMITTEE EXEC ACTION — BILL CONCURRED 18 0 
3/31 COMMITTEE REPORT — BILL CONCURRED 
4/12 2ND READING CONCURRED 100 O 


4/13 


4/14 
4/18 
4/20 
4/23 
4/26 
5/03 
5/04 


SENATE BILLS 217 


38RD READING CONCURRED 100 O 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 412 
EFFECTIVE DATE: 5/03/2023 - ALL SECTIONS 


SB 417 INTRODUCED BY MOLNAR LC4033 DRAFTER: COLES 


PAY OFF BONDED DEBT 


2/20 
2/21 
2/21 
2/23 
2/24 
2/24 
2/24 
2/28 
2/28 
3/01 


3/15 
3/21 
3/24 


INTRODUCED 

REFERRED TO FINANCE AND CLAIMS 
FISCAL NOTE REQUESTED 

FISCAL NOTE RECEIVED 


HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 18 #1 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 50 =O 
FISCAL NOTE PRINTED 

38RD READING PASSED 50 60 


TRANSMITTED TO HOUSE 

REFERRED TO APPROPRIATIONS 

HEARING 

TABLED IN COMMITTEE 20 38 
DIED IN STANDING COMMITTEE 


SB 418 INTRODUCED BY MOLNAR LC0971 DRAFTER: KOLMAN 


INCENTIVES FOR TRUST LAND LESSEES TO PROVIDE PUBLIC ACCESS 


2/20 
2/21 
2/25 
2/25 
3/13 


INTRODUCED 

REFERRED TO STATE ADMINISTRATION 

HEARING 

TABLED IN COMMITTEE 10 O 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


SB 419 INTRODUCED BY VANCE LC4547 DRAFTER: E. SULLIVAN 


BAN TIK-TOK IN MONTANA 


2/20 
2/21 
2/27 
2/27 
2/28 
3/02 
3/02 


38/15 
3/28 


INTRODUCED 
REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
HEARING 


COMMITTEE EXEC ACTION — BILL PASSED (i) 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED AS AMENDED 380 20 
3RD READING PASSED 30 20 


TRANSMITTED TO HOUSE 
REFERRED TO JUDICIARY 
HEARING 
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4/05 COMMITTEE EXEC ACTION — BILL CONCURRED 11 8 
4/05 COMMITTEE REPORT — BILL CONCURRED 

4/13 2ND READING CONCURRED 60 39 
4/14 3RD READING CONCURRED 54 483 


RETURNED TO SENATE 

4/14 SENT TO ENROLLING 
4/18 RETURNED FROM ENROLLING 
4/20 SIGNED BY PRESIDENT 
5/04 SIGNED BY SPEAKER 
5/09 TRANSMITTED TO GOVERNOR 
5/17 SIGNED BY GOVERNOR 
5/17 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 503 

EFFECTIVE DATE: 1/01/2024 - ALL SECTIONS 


SB 420 INTRODUCED BY FRIEDEL LC4142 DRAFTER: HENNEMAN 
REQUIRE THE ELECTION OF CITY OFFICIALS ON EVEN YEARS 


2/20 INTRODUCED 

2/21 REFERRED TO LOCAL GOVERNMENT 

2/24 COMMITTEE EXEC ACTION — BILL PASSED 7 2 
2/24 HEARING 

2/27 COMMITTEE REPORT — BILL PASSED 

3/01 2ND READING PASSED 31 19 
3/02 3RD READING PASSED 30 20 


TRANSMITTED TO HOUSE 

3/15 REFERRED TO LOCAL GOVERNMENT 

3/28 HEARING 

4/04 TABLED IN COMMITTEE 16 0 
DIED IN STANDING COMMITTEE 


SB 421 INTRODUCED BY FRIEDEL LC3865 DRAFTER: CARROLL 
GENERALLY REVISE VEHICLE SALVAGE LAWS 
2/20 INTRODUCED 


2/21 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
2/28 HEARING 


3/01 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 10 O 
3/01 COMMITTEE REPORT — BILL PASSED AS AMENDED 

3/02 2ND READING PASSED 50 =O 
3/02 38RD READING PASSED 40 10 


TRANSMITTED TO HOUSE 
3/15 REFERRED TO TRANSPORTATION 
3/23 FISCAL NOTE REQUESTED 
3/24 HEARING 
3/29 FISCAL NOTE RECEIVED 
3/30 FISCAL NOTE SIGNED 
3/30 FISCAL NOTE PRINTED 
4/03 REVISED FISCAL NOTE REQUESTED 


4/05 COMMITTEE EXEC ACTION — CONCURRED AS AMD 15 0 
4/06 COMMITTEE REPORT — CONCURRED AS AMD 
4/17 2ND READING CONCURRED 68 27 


4/18 38RD READING CONCURRED 72 27 


4/25 
4/27 
4/28 
5/01 
5/01 
5/02 
5/02 
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RETURNED TO SENATE WITH AMENDMENTS 

2ND READING HOUSE AMDS NOT CONCURRED 45 5 
FC COMMITTEE APPOINTED 

FC COMMITTEE APPOINTED 


HEARING 

FC COMMITTEE REPORT RECEIVED 5 1 
FC COMMITTEE REPORT RECEIVED 5 1 
2ND READING FC COMMITTEE REPORT REJECTED 388 61 


DIED IN PROCESS 


SB 422 INTRODUCED BY BOGNER LC0635 DRAFTER: O°CONNELL 


EXPAND ELIGIBILITY FOR THE RIGHT TO TRY ACT 


2/20 
2/21 
2/24 
2/27 
2/27 
3/02 
3/02 


3/15 
4/04 
4/05 
4/06 
4/12 
4/13 


4/14 
4/18 
4/20 
4/23 
4/26 
5/03 
5/04 


INTRODUCED 
REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
HEARING 


COMMITTEE EXEC ACTION — BILL PASSED 6 38 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 41 9 
3RD READING PASSED 88 12 


TRANSMITTED TO HOUSE 
REFERRED TO HUMAN SERVICES 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 14. «7 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 83 17 
38RD READING CONCURRED 81 19 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 413 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


SB 423 INTRODUCED BY BOGNER [C1705 DRAFTER: WEISS 


GENERALLY REVISE LIABILITY RELATED TO FIREARM HOLD AGREEMENTS 


2/20 INTRODUCED 
2/21 REFERRED TO JUDICIARY 
2/24 HEARING 


2/24 COMMITTEE EXEC ACTION — BILL PASSED 11 0 
2/24 COMMITTEE REPORT — BILL PASSED 

3/01 2ND READING PASSED 50. «(OO 
3/02 3RD READING PASSED 49 1 


TRANSMITTED TO HOUSE 
3/15 REFERRED TO JUDICIARY 
4/05 HEARING 


4/06 COMMITTEE EXEC ACTION — BILL CONCURRED 19 0 
4/06 COMMITTEE REPORT--BILL CONCURRED 
4/12 2ND READING CONCURRED 100 O 


4/13 3RD READING CONCURRED 100 O 
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SB 424 INTRODUCED BY MANDEVILLE 
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RETURNED TO SENATE 

4/14 SENT TO ENROLLING 
4/18 RETURNED FROM ENROLLING 
4/20 SIGNED BY PRESIDENT 
4/23 SIGNED BY SPEAKER 
4/26 TRANSMITTED TO GOVERNOR 
5/03 SIGNED BY GOVERNOR 
5/04 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 414 

EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


LC4285 DRAFTER: HARDIN 


GENERALLY REVISE LAWS RELATED TO EXECUTIVE BRANCH PERSONAL STAFF 


2/20 
2/21 
2/27 
2/27 
2/28 
3/02 
3/02 


3/15 
3/20 
4/06 
4/06 
4/12 
4/13 


4/19 
4/20 
4/24 
4/26 
4/26 
4/27 
4/28 
5/01 
5/01 
5/01 
5/02 
5/09 
5/10 
5/11 
5/11 
5/19 
5/22 


SB 425 INTRODUCED BY SMALL 


INTRODUCED 

REFERRED TO STATE ADMINISTRATION 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO STATE ADMINISTRATION 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO SENATE WITH AMENDMENTS 
2ND READING HOUSE AMDS NOT CONCURRED 
CONFERENCE COMMITTEE APPOINTED 
CONFERENCE COMMITTEE APPOINTED 
HEARING 
CONFERENCE COMMITTEE REPORT RECEIVED 
CONFERENCE COMMITTEE REPORT RECEIVED 
2ND READING CONFERENCE COMMITTEE REPORT ADOPTED 
2ND READING CONFERENCE COMMITTEE REPORT ADOPTED 
3RD READING CONFERENCE COMMITTEE REPORT ADOPTED 
38RD READING CONFERENCE COMMITTEE REPORT ADOPTED 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 683 

EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


REVISE ADDICTION COUNSELOR LICENSING LAWS 


2/20 
2/21 
2/24 


INTRODUCED 
REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
HEARING 


33 


17 
15 


33 
34 


LC2252 DRAFTER: E. SULLIVAN 


2/27 
2/28 
3/01 
3/02 


3/15 
3/31 
4/06 
4/06 
4/06 
4/11 
4/11 
4/11 
4/12 
4/13 


4/21 
4/24 
4/25 
4/27 
5/04 
5/11 
5/12 
5/22 
5/22 


SB 426 INTRODUCED BY SMALL 


SENATE BILLS 


COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO BUSINESS AND LABOR 
HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 
FISCAL NOTE REQUESTED 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO SENATE WITH AMENDMENTS 
2ND READING HOUSE AMDS CONCURRED 
3RD READING PASSED AS AMENDED BY HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 756 
EFFECTIVE DATE: 5/22/2023 - ALL SECTIONS 


REVISING THE DEFINITION OF NATURAL GAS 


2/20 
2/21 
2/22 
2/24 
2/27 
3/01 
3/02 


38/15 
3/24 
3/27 
3/28 
4/12 
4/13 


4/14 
4/18 
4/20 
4/29 
5/01 
5/08 
5/09 


INTRODUCED 
REFERRED TO NATURAL RESOURCES 
HEARING 


COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 


COMMITTEE REPORT — BILL PASSED AS AMENDED 
2ND READING PASSED 
3RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO NATURAL RESOURCES 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 475 
EFFECTIVE DATE: 5/08/2023 - ALL SECTIONS 


39 


19 


83 
73 


50 
44 


11 


49 
50 


15 


100 
100 


11 
12 


17 
26 


LC0900 DRAFTER: GRAFF 
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SB 427 INTRODUCED BY VERMEIRE LC3264 DRAFTER: COLES 


REVISE STATUTE OF LIMITATIONS FOR ASSESSMENT OF INCOME TAX 
DEFICIENCY 


2/20 FISCAL NOTE PROBABLE 
2/20 INTRODUCED 
2/21 REFERRED TO TAXATION 
2/21 FISCAL NOTE REQUESTED 
2/23 HEARING 
2/27 FISCAL NOTE RECEIVED 
2/27 FISCAL NOTE PRINTED 
2/28 TABLED IN COMMITTEE 11 1 
3/13 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


SB 428 INTRODUCED BY MOLNAR LC2077 DRAFTER: KOLMAN 
ELECT FISH AND WILDLIFE COMMISSIONERS 


2/20 FISCAL NOTE PROBABLE 
2/20 INTRODUCED 
2/21 REFERRED TO FISH AND GAME 
2/21 FISCAL NOTE REQUESTED 
2/27 FISCAL NOTE RECEIVED 
2/28 FISCAL NOTE PRINTED 
2/28 HEARING 
2/28 TABLED IN COMMITTEE 12 0 
3/13 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


SB 429 INTRODUCED BY S. FITZPATRICK LC0753 DRAFTER: CARROLL 
REVISE INVENTORY LAW FOR CERTAIN ESTATES 
2/20 INTRODUCED 


2/21 REFERRED TO JUDICIARY 
2/23 HEARING 


2/23 COMMITTEE EXEC ACTION — BILL PASSED 11 0 
2/23 COMMITTEE REPORT — BILL PASSED 

3/01 2ND READING PASSED AS AMENDED 50 «~O 
3/02 3RD READING PASSED 50 =O 


TRANSMITTED TO HOUSE 

3/15 REFERRED TO JUDICIARY 

3/28 HEARING 

3/28 TABLED IN COMMITTEE 19 O 
DIED IN STANDING COMMITTEE 


SB 430 INTRODUCED BY S. FITZPATRICK LC2699 DRAFTER: J. WALKER 
REVISE FINANCIAL INSTITUTION LAWS RELATING TO BANK BOARDS 


2/20 INTRODUCED 

2/21 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 

2/24 HEARING 

2/24 COMMITTEE EXEC ACTION — BILL PASSED 10 0 
2/27 COMMITTEE REPORT — BILL PASSED 

2/28 2ND READING PASSED 50 0 


SENATE BILLS 223 


3/01 38RD READING PASSED 49 1 


TRANSMITTED TO HOUSE 
3/15 REFERRED TO BUSINESS AND LABOR 
4/05 HEARING 


4/06 COMMITTEE EXEC ACTION — BILL CONCURRED 19 O 
4/06 COMMITTEE REPORT — BILL CONCURRED 

4/12 2ND READING CONCURRED 97 0 
4/13 3RD READING CONCURRED 99 1 


RETURNED TO SENATE 

4/14 SENT TO ENROLLING 
4/18 RETURNED FROM ENROLLING 
4/20 SIGNED BY PRESIDENT 
4/23 SIGNED BY SPEAKER 
4/26 TRANSMITTED TO GOVERNOR 
5/03 SIGNED BY GOVERNOR 
5/04 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 415 

EFFECTIVE DATE: 5/03/2023 - ALL SECTIONS 


SB 431 INTRODUCED BY FRIEDEL LC0952 DRAFTER: EVERTS 
REVISE LAWS RELATED TO JUDICIAL VACANCY APPOINTMENTS 


2/20 INTRODUCED 
2/21 REFERRED TO JUDICIARY 
2/21 FISCAL NOTE REQUESTED 
2/23 HEARING 
2/27 TABLED IN COMMITTEE 11 0 
2/27 FISCAL NOTE RECEIVED 
2/28 FISCAL NOTE PRINTED 
3/13 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


SB 432 INTRODUCED BY MANZELLA LC0037 DRAFTER: POWER 
REQUIRE A REPORT ON THE USE OF HELP AMERICA VOTE ACT FUNDS 
2/20 INTRODUCED 


2/21 REFERRED TO STATE ADMINISTRATION 
2/25 HEARING 


2/25 COMMITTEE EXEC ACTION — BILL PASSED 10 0 
2/27 COMMITTEE REPORT — BILL PASSED 

3/01 2ND READING PASSED 50 0 
3/02 38RD READING PASSED 49 1 


TRANSMITTED TO HOUSE 
3/15 REFERRED TO STATE ADMINISTRATION 
3/23 HEARING 


3/31 COMMITTEE EXEC ACTION — BILL CONCURRED 13 5 
3/31 COMMITTEE REPORT — BILL CONCURRED 

4/12 2ND READING CONCURRED 84 15 
4/13 3RD READING CONCURRED 82 18 


RETURNED TO SENATE 
4/14 SENT TO ENROLLING 
4/18 RETURNED FROM ENROLLING 
4/20 SIGNED BY PRESIDENT 
4/29 SIGNED BY SPEAKER 
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5/01 TRANSMITTED TO GOVERNOR 
5/08 SIGNED BY GOVERNOR 
5/09 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 476 
EFFECTIVE DATE: 5/08/2023 - ALL SECTIONS 


SB 433 INTRODUCED BY MANZELLA LC0036 DRAFTER: POWER 
REVISE LAWS RELATED TO TALLYING AND PUBLICIZING ELECTION RESULTS 


2/20 INTRODUCED 
2/21 REFERRED TO STATE ADMINISTRATION 
2/25 HEARING 
2/25 TABLED IN COMMITTEE 10 O 
3/13 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


SB 434 INTRODUCED BY MANZELLA [C1272 DRAFTER: KREZOWSKI 
ESTABLISH CONSTITUTION SETTLEMENT COMMISSION OF THE STATES 


2/20 FISCAL NOTE PROBABLE 
2/20 INTRODUCED 
2/21 REFERRED TO JUDICIARY 
2/21 FISCAL NOTE REQUESTED 
2/27 HEARING 
2/27 FISCAL NOTE RECEIVED 
2/28 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 6 5 
2/28 FISCAL NOTE PRINTED 
2/28 COMMITTEE REPORT — BILL PASSED AS AMENDED 
3/02 2ND READING PASS MOTION FAILED 7 438 
3/02 2ND READING INDEFINITELY POSTPONED 46 4 
3/13 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN PROCESS 


SB 435 INTRODUCED BY MANZELLA LC0029 DRAFTER: POWER 
REQUIRE HAND COUNTING AS THE OFFICIAL MANNER OF COUNTING BALLOTS 


2/20 INTRODUCED 
2/21 REFERRED TO STATE ADMINISTRATION 
2/21 FISCAL NOTE REQUESTED 
2/24 FISCAL NOTE RECEIVED 
2/25 HEARING 
2/25 TABLED IN COMMITTEE 10 O 
2/27 FISCAL NOTE PRINTED 
3/18 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


SB 436 INTRODUCED BY HINEBAUCH LC3029 DRAFTER: J. WALKER 


REVISE LABOR LAW ADDING CERTAIN ELECTED OFFICIALS IN COLLECTIVE 
BARGAINING 


2/20 INTRODUCED 

2/21 REFERRED TO JUDICIARY 

2/27 HEARING 

2/28 COMMITTEE EXEC ACTION — BILL PASSED 7 ~#«4 
2/28 COMMITTEE REPORT — BILL PASSED 

3/02 2ND READING PASSED 28 22 


SENATE BILLS 225 


3/02 38RD READING PASSED 28 22 


TRANSMITTED TO HOUSE 

3/15 REFERRED TO BUSINESS AND LABOR 

3/30 HEARING 

3/31 TABLED IN COMMITTEE 17 (0 
DIED IN STANDING COMMITTEE 


SB 437 INTRODUCED BY GROSS LC0603 DRAFTER: SANDRU 
GENERALLY REVISE ABORTION LAWS 


2/20 INTRODUCED 
2/21 REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
2/24 BILL NOT HEARD AT SPONSOR’S REQUEST 
2/24 TABLED IN COMMITTEE 6 3 
3/138 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


SB 438 INTRODUCED BY USHER LC0871 DRAFTER: BURKHARDT 


REVISE LAWS RELATING TO THE JUDICIARY TO REQUIRE AUDIT OF STATE BAR 
OF MONTANA 


2/20 FISCAL NOTE PROBABLE 

2/20 INTRODUCED 

2/21 REFERRED TO JUDICIARY 

2/21 FISCAL NOTE REQUESTED 

2/24 HEARING 

2/24 BILL NOT HEARD AT SPONSOR'S REQUEST 

2/27 FISCAL NOTE RECEIVED 

2/28 FISCAL NOTE PRINTED 

3/13 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


SB 439 INTRODUCED BY USHER LC0094 DRAFTER: ALLEN 
REVISE DEATH PENALTY LAWS RELATED TO LETHAL INJECTION 
2/20 INTRODUCED 


2/21 REFERRED TO JUDICIARY 
2/27 HEARING 


2/28 COMMITTEE EXEC ACTION — BILL PASSED 7 ~#«4 
2/28 COMMITTEE REPORT — BILL PASSED 

3/02 2ND READING PASS MOTION FAILED 25 25 
3/02 2ND READING INDEFINITELY POSTPONED 33 17 


3/13 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN PROCESS 


SB 440 INTRODUCED BY USHER LC0875 DRAFTER: BURKHARDT 
REVISE LAWS RELATING TO IOLTA ACCOUNTS 
2/20 INTRODUCED 


2/21 REFERRED TO JUDICIARY 
2/27 HEARING 


2/28 COMMITTEE EXEC ACTION — BILL PASSED 7 ~#«4 
2/28 COMMITTEE REPORT — BILL PASSED 
3/02 2ND READING PASS MOTION FAILED 25 25 


3/02 2ND READING INDEFINITELY POSTPONED 38 12 
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3/18 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN PROCESS 


SB 441 INTRODUCED BY NOLAND [C1518 DRAFTER: POWER 
REVISE ABSENTEE AND MAIL-IN BALLOT LAWS 


2/21 INTRODUCED 

2/21 REFERRED TO STATE ADMINISTRATION 

3/13 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


SB 442 INTRODUCED BY LANG LC1943 DRAFTER: HENNEMAN 


ALLOW MARIJUANA TAX REVENUE TO BE USED FOR COUNTY ROAD 
MAINTENANCE 


2/21 INTRODUCED 

2/21 REFERRED TO TAXATION 
2/23 HEARING 
2/23 FISCAL NOTE REQUESTED 

2/28 COMMITTEE EXEC ACTION — BILL PASSED 7 #5 
3/01 COMMITTEE REPORT — BILL PASSED 

3/01 FISCAL NOTE RECEIVED 

3/03 FISCAL NOTE PRINTED 

3/14 2ND READING PASSED 33 17 
3/14 REREFERRED TO FINANCE AND CLAIMS 

3/17 HEARING 


3/30 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 19 O 
3/30 COMMITTEE REPORT — BILL PASSED AS AMENDED 

4/03 2ND READING PASSED 48 1 
4/04 38RD READING PASSED 49 1 


TRANSMITTED TO HOUSE 
4/05 REFERRED TO TAXATION 
4/07 REVISED FISCAL NOTE REQUESTED 
4/14 HEARING 
4/14 REVISED FISCAL NOTE RECEIVED 
4/17 COMMITTEE EXEC ACTION — CONCURRED AS AMD 17. «4 
4/17 REVISED FISCAL NOTE REQUESTED 
4/17 REVISED FISCAL NOTE PRINTED 
4/17 COMMITTEE REPORT — CONCURRED AS AMD 
4/20 REVISED FISCAL NOTE RECEIVED 
4/20 REVISED FISCAL NOTE PRINTED 


4/20 2ND READING CONCURRED 84 16 
4/20 REREFERRED TO APPROPRIATIONS 

4/21 COMMITTEE EXEC ACTION — BILL CONCURRED 17 6 
4/21 COMMITTEE REPORT — BILL CONCURRED 

4/26 38RD READING CONCURRED 82 17 

RETURNED TO SENATE WITH AMENDMENTS 

4/29 2ND READING HOUSE AMDS CONCURRED 48 2 
5/01 3RD READING PASSED AS AMENDED BY HOUSE 48 1 


5/02 SENT TO ENROLLING 

5/02 RETURNED FROM ENROLLING 
5/02 SIGNED BY PRESIDENT 

5/02 SIGNED BY SPEAKER 

5/02 TRANSMITTED TO GOVERNOR 
5/02 VETOED BY GOVERNOR 


SENATE BILLS 227 


SB 443 INTRODUCED BY FRIEDEL [C1280 DRAFTER: ALLEN 
REVISE POST COUNCIL MEMBERSHIP 
2/21 INTRODUCED 


2/21 REFERRED TO JUDICIARY 
2/24 HEARING 


2/27 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 6 5 
2/28 COMMITTEE REPORT — BILL PASSED AS AMENDED 

3/02 2ND READING PASSED 45 5 
3/02 3RD READING PASSED 47 3 


TRANSMITTED TO HOUSE 
38/15 REFERRED TO JUDICIARY 
4/04 HEARING 


4/05 COMMITTEE EXEC ACTION — CONCURRED AS AMD 18 #1 

4/05 COMMITTEE REPORT — CONCURRED AS AMD 

4/17 2ND READING CONCURRED 98 1 

4/18 38RD READING CONCURRED 90 9 
RETURNED TO SENATE WITH AMENDMENTS 

4/25 2ND READING HOUSE AMDS CONCURRED 50 «(OO 

4/26 3RD READING PASSED AS AMENDED BY HOUSE 50 «(OO 


4/27 SENT TO ENROLLING 
5/01 RETURNED FROM ENROLLING 
5/04 SIGNED BY PRESIDENT 
5/11 SIGNED BY SPEAKER 
5/11 TRANSMITTED TO GOVERNOR 
5/19 SIGNED BY GOVERNOR 
5/22 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 684 
EFFECTIVE DATE: 5/19/2023 - ALL SECTIONS 


SB 444 INTRODUCED BY SMALL LC2254 DRAFTER: MCCRACKEN 
GENERALLY REVISE LABOR LAWS RELATED TO WORK-BASED LEARNING 
2/21 INTRODUCED 


2/21 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
2/28 HEARING 


3/01 COMMITTEE EXEC ACTION — BILL PASSED 10 0 
3/01 COMMITTEE REPORT — BILL PASSED 

3/02 2ND READING PASSED 50 0 
3/02 3RD READING PASSED 50 =O 


TRANSMITTED TO HOUSE 
3/15 REFERRED TO EDUCATION 
3/20 HEARING 


3/24 COMMITTEE EXEC ACTION — BILL CONCURRED 13 (0 
3/27 COMMITTEE REPORT — BILL CONCURRED 

4/12 2ND READING CONCURRED 100 O 
4/13 38RD READING CONCURRED 100 0 


RETURNED TO SENATE 
4/14 SENT TO ENROLLING 
4/18 RETURNED FROM ENROLLING 
4/20 SIGNED BY PRESIDENT 
4/29 SIGNED BY SPEAKER 
5/01 TRANSMITTED TO GOVERNOR 
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5/08 
5/09 


SB 445 INTRODUCED BY BOGNER 


MONTANA HISTORY AND FINAL STATUS 2023 


SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 477 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


ALLOW A PROFESSIONAL PERSON TO TESTIFY REMOTELY IN CERTAIN CIVIL 
PROCEEDINGS 


2/21 
2/21 
2/24 
2/27 
2/28 
3/02 
3/02 


3/15 
4/05 
4/06 
4/06 
4/12 
4/13 


4/21 
4/24 
4/25 
4/27 
5/04 
5/11 
5/12 
5/22 
5/22 


SB 446 INTRODUCED BY LENZ 


CREATE CHILD PROTECTION PANELS AND LEGISLATIVE REVIEW COUNCIL 


2/21 
2/21 
2/27 
2/27 
2/27 
2/27 
2/28 
3/18 


SB 447 INTRODUCED BY GILLESPIE 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO SENATE WITH AMENDMENTS 
2ND READING HOUSE AMDS CONCURRED 
3RD READING PASSED AS AMENDED BY HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 757 
EFFECTIVE DATE: 5/22/2023 - ALL SECTIONS 


INTRODUCED 

REFERRED TO LEGISLATIVE ADMINISTRATION 
HEARING 

FISCAL NOTE REQUESTED 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

TABLED IN COMMITTEE 


MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 


DIED IN STANDING COMMITTEE 


REVISING AGRITOURISM LAWS 


2/21 
2/22 
2/28 


INTRODUCED 


REFERRED TO AGRICULTURE, LIVESTOCK AND IRRIGATION 


HEARING 


39 


50 
46 


LC4147 DRAFTER: WEISS 


o 


LC0589 DRAFTER: ALLEN 


[C1373 DRAFTER: CARROLL 


SENATE BILLS 229 


2/28 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 6 5 
3/01 COMMITTEE REPORT — BILL PASSED AS AMENDED 

3/02 2ND READING PASSED 34 16 
3/02 3RD READING PASSED 34 16 


TRANSMITTED TO HOUSE 

38/15 REFERRED TO AGRICULTURE 

4/04 HEARING 

4/13 TABLED IN COMMITTEE 19 O 
DIED IN STANDING COMMITTEE 


SB 448 INTRODUCED BY CUFFE LC3996 DRAFTER: KOLMAN 
CLARIFY LAW ON IMMEDIATE ATTENDANCE FOR SLASH BURNING 
2/21 INTRODUCED 


2/22 REFERRED TO NATURAL RESOURCES 
2/24 HEARING 


2/24 COMMITTEE EXEC ACTION — BILL PASSED 11 0 
2/27 COMMITTEE REPORT — BILL PASSED 

3/01 2ND READING PASSED 50 0 
3/02 3RD READING PASSED 50 0 


TRANSMITTED TO HOUSE 
3/15 REFERRED TO NATURAL RESOURCES 
3/24 HEARING 


3/27 COMMITTEE EXEC ACTION — CONCURRED AS AMD 15 0 

3/28 COMMITTEE REPORT — CONCURRED AS AMD 

4/04 2ND READING CONCURRED 99 1 

4/05 38RD READING CONCURRED 95 1 
RETURNED TO SENATE WITH AMENDMENTS 

4/11 2ND READING HOUSE AMDS CONCURRED 50. «(OO 

4/13 3RD READING PASSED AS AMENDED BY HOUSE 50 «(OO 


4/14 SENT TO ENROLLING 
4/17 RETURNED FROM ENROLLING 
4/19 SIGNED BY PRESIDENT 
4/29 SIGNED BY SPEAKER 
5/01 TRANSMITTED TO GOVERNOR 
5/08 SIGNED BY GOVERNOR 
5/09 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 478 
EFFECTIVE DATE: 5/08/2023 - ALL SECTIONS 


SB 449 INTRODUCED BY EMRICH LC4565 DRAFTER: COLES 
PROVIDE LIMITATIONS ON COLLECTIONS OF TAXES 


2/21 INTRODUCED 

2/23 FISCAL NOTE REQUESTED 
2/27 REFERRED TO TAXATION 
2/27 FISCAL NOTE RECEIVED 
2/28 FISCAL NOTE PRINTED 
2/28 HEARING 


3/29 TABLED IN COMMITTEE 11 1 
3/30 TAKEN FROM TABLE IN COMMITTEE 
3/30 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 8 4 


3/30 COMMITTEE REPORT — BILL PASSED AS AMENDED 
3/30 REREFERRED TO FINANCE AND CLAIMS 
3/31 HEARING 
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3/31 
4/06 


SB 450 INTRODUCED BY EMRICH 


MONTANA HISTORY AND FINAL STATUS 2023 


TABLED IN COMMITTEE 
MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


PERSONAL FREEDOM /RIGHT OF CONSCIENCE ACT RELATED TO 
IMMUNIZATIONS AND DRUGS 


2/21 
2/22 
2/27 
2/27 
2/28 
2/28 
2/28 
3/01 
3/02 


3/09 
3/09 
3/15 
3/15 
3/15 
4/06 
4/13 


SB 451 INTRODUCED BY SMALL 


INTRODUCED 

REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 

FISCAL NOTE REQUESTED 

FISCAL NOTE RECEIVED 

COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO HOUSE 

SPONSOR REBUTTAL TO FISCAL NOTE RECEIVED 
SPONSOR REBUTTAL TO FISCAL NOTE SIGNED 
FISCAL NOTE PRINTED 

SPONSOR REBUTTAL TO FISCAL NOTE PRINTED 
REFERRED TO JUDICIARY 

HEARING 

TABLED IN COMMITTEE 

DIED IN STANDING COMMITTEE 


14. 5 


LC2223 DRAFTER: O°?CONNELL 


10 9 


LC2255 DRAFTER: E. SULLIVAN 


REVISE HEALTHCARE CONTRACT LAWS TO PROHIBIT CERTAIN RESTRICTIONS 


2/21 
2/24 
2/28 
3/01 
3/01 
3/02 
3/02 


3/15 
3/31 
4/05 
4/05 
4/12 
4/13 


4/14 
4/18 
4/20 
4/29 
5/01 
5/08 
5/09 


INTRODUCED 


REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 


HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO BUSINESS AND LABOR 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 479 
EFFECTIVE DATE: 5/08/2023 - ALL SECTIONS 


10 O 
50 0 
49 1 
19 O 
100 O 
100 O 


SB 452 INTRODUCED BY USHER 


SENATE BILLS 
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LC0096 DRAFTER: CARROLL 


REVISE THE TRANSPORATION COMMISSION’S AUTHORITY TO SET SPEED LIMITS 


SB 453 INTRODUCED BY SMALL 


INTRODUCED 

REFERRED TO HIGHWAYS AND TRANSPORTATION 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 8 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 33 
38RD READING PASSED 33 


TRANSMITTED TO HOUSE 
REFERRED TO TRANSPORTATION 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 15 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 99 
38RD READING CONCURRED 98 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 480 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


GENERALLY REVISE LAWS PERTAINING TO MEDICAL EXAMINERS 


2/22 
2/22 
2/27 
2/27 
2/28 
3/02 
3/02 


3/15 
3/31 
4/06 
4/06 
4/14 
4/17 


4/18 
4/19 
4/20 
4/21 
4/21 
4/26 
4/27 


INTRODUCED 

REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
COMMITTEE EXEC ACTION — BILL PASSED 10 
HEARING 

COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 50 
38RD READING PASSED 50 


TRANSMITTED TO HOUSE 
REFERRED TO BUSINESS AND LABOR 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 19 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 100 
38RD READING CONCURRED 96 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 275 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


[C2179 DRAFTER: E. SULLIVAN 
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SB 454 INTRODUCED BY SMALL 


GENERALLY REVISE LAWS PERTAINING TO PRIVATE SECURITY 


2/22 
2/22 
2/22 
2/22 
2/27 
2/28 
2/28 
3/01 
3/01 
3/02 
3/02 


3/15 
4/06 
4/13 
4/13 
4/17 
4/18 


4/19 
4/19 
4/27 
4/29 
5/01 
5/08 
5/09 


SB 455 INTRODUCED BY VERMEIRE 


GENERALLY REVISE LAWS PERTAINING TO REALTY REGULATION 


2/22 
2/22 
2/22 
2/22 
2/27 
2/28 
2/28 
3/01 
3/01 
3/02 
3/02 


3/15 
4/06 
4/13 
4/13 
4/17 
4/18 


MONTANA HISTORY AND FINAL STATUS 2023 


FISCAL NOTE PROBABLE 
INTRODUCED 
FISCAL NOTE REQUESTED 


REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 


HEARING 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO BUSINESS AND LABOR 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 481 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


FISCAL NOTE PROBABLE 
INTRODUCED 
FISCAL NOTE REQUESTED 


REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 


HEARING 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO BUSINESS AND LABOR 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

3RD READING CONCURRED 


10 


49 


10 


50 
50 


15 


72 
80 


LC2182 DRAFTER: E. SULLIVAN 


22 
10 


LC2180 DRAFTER: E. SULLIVAN 


27 
19 


4/19 
4/23 
4/27 
4/29 
5/01 
5/08 
5/10 


SENATE BILLS 


RETURNED TO SENATE 

SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 482 


EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


SB 456 INTRODUCED BY VERMEIRE 


GENERALLY REVISE LAWS PERTAINING TO HEARING AID DISPENSERS 


2/22 
2/22 
2/22 
2/22 
2/27 
2/27 
2/28 
3/01 
3/01 
3/02 
3/02 


3/15 
4/06 
4/13 
4/13 
4/17 
4/18 


4/19 
4/23 
4/27 
4/29 
5/01 
5/08 
5/09 


FISCAL NOTE PROBABLE 
INTRODUCED 
FISCAL NOTE REQUESTED 


REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 


HEARING 
FISCAL NOTE RECEIVED 
FISCAL NOTE PRINTED 


COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 


2ND READING PASSED 
38RD READING PASSED 


TRANSMITTED TO HOUSE 


REFERRED TO BUSINESS AND LABOR 


HEARING 


COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 


2ND READING CONCURRED 
3RD READING CONCURRED 


RETURNED TO SENATE 

SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 483 


EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


SB 457 INTRODUCED BY VERMEIRE 


REPEAL BOARD OF SANITARIANS 


2/22 INTRODUCED 


2/22 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 


2/27 HEARING 


2/27 COMMITTEE EXEC ACTION — BILL PASSED 
2/28 COMMITTEE REPORT — BILL PASSED 


3/02 2ND READING PASSED 
3/02 3RD READING PASSED 


TRANSMITTED TO HOUSE 
3/15 REFERRED TO BUSINESS AND LABOR 


2338 


LC2181 DRAFTER: E. SULLIVAN 


10 O 
49 1 
49 1 
19 O 
99 0 
99 0 


[C2178 DRAFTER: E. SULLIVAN 


10 O 
49 1 
48 2 
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4/06 HEARING 

4/06 FISCAL NOTE REQUESTED 
4/11 FISCAL NOTE RECEIVED 
4/11 FISCAL NOTE SIGNED 

4/11 FISCAL NOTE PRINTED 


4/13 COMMITTEE EXEC ACTION — BILL CONCURRED 19 O 
4/13 COMMITTEE REPORT--BILL CONCURRED 

4/17 2ND READING CONCURRED 97 2 
4/18 38RD READING CONCURRED 96 3 


RETURNED TO SENATE 

4/19 SENT TO ENROLLING 
4/23 RETURNED FROM ENROLLING 
4/27 SIGNED BY PRESIDENT 
4/29 SIGNED BY SPEAKER 
5/01 TRANSMITTED TO GOVERNOR 
5/08 SIGNED BY GOVERNOR 
5/09 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 484 

EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


SB 458 INTRODUCED BY GLIMM LC4423 DRAFTER: HARDIN 


DEFINE SEX IN MONTANA LAW 


2/22 
2/22 
2/27 
2/27 
2/28 
3/01 
3/02 
3/09 
3/09 
3/10 
3/10 
3/18 
3/13 
3/15 
3/17 


3/22 
4/13 
4/18 
4/18 
4/20 
4/21 


4/26 
4/27 
4/27 
5/02 
5/04 
5/11 
5/11 
5/19 
5/22 


INTRODUCED 

REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 6 38 
FISCAL NOTE REQUESTED 

COMMITTEE REPORT — BILL PASSED AS AMENDED 

REREFERRED TO FINANCE AND CLAIMS 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 


HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 11 8 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED AS AMENDED 28 22 
3RD READING PASSED 28 22 


TRANSMITTED TO HOUSE 
REFERRED TO JUDICIARY 


HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 12. =7 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 63 37 
38RD READING CONCURRED 60 36 
RETURNED TO SENATE WITH AMENDMENTS 

2ND READING HOUSE AMDS CONCURRED 31 19 
3RD READING PASSED AS AMENDED BY HOUSE 28 22 


SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 


SENATE BILLS 235 


CHAPTER NUMBER 685 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


SB 459 INTRODUCED BY R. LYNCH LC0068 DRAFTER: WEISS 


REVISE LAWS RELATED TO PRETRIAL RELEASE 


2/22 
2/22 
2/24 
2/27 
2/28 
3/01 
3/02 


3/15 
4/04 
4/05 
4/05 
4/12 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 11 0 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 49 1 
38RD READING PASSED 50. «(OO 


TRANSMITTED TO HOUSE 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 14. 5 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING NOT CONCURRED 38 62 
DIED IN PROCESS 


SB 460 INTRODUCED BY SALOMON LC4095 DRAFTER: POWER 


REVISE ELECTION ADMINISTRATOR LAWS 


2/22 
2/22 
2/22 
2/23 
2/24 
2/24 
2/24 
2/24 
2/28 
3/10 
3/10 
4/06 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO STATE ADMINISTRATION 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

REREFERRED TO FINANCE AND CLAIMS 

FISCAL NOTE PRINTED 

HEARING 

TABLED IN COMMITTEE 19 O 
TAKEN FROM TABLE IN COMMITTEE 

MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


SB 461 INTRODUCED BY SALOMON LC0291 DRAFTER: MOHR 


REVISE IRRIGATION DISTRICT TAX COLLECTIONS 


2/22 
2/23 
2/28 
2/28 
2/28 
3/02 
3/02 


3/15 
3/28 


INTRODUCED 

REFERRED TO TAXATION 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 11 1 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 47 2 
38RD READING PASSED 40 10 


TRANSMITTED TO HOUSE 

REFERRED TO TAXATION 

BILL NOT HEARD AT SPONSOR’S REQUEST 
DIED IN STANDING COMMITTEE 
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SB 462 INTRODUCED BY LANG LC4420 DRAFTER: MOHR 


PRIORITIZE AG IRRIGATION IN RRGL 


2/22 
2/23 
2/28 
2/28 
3/01 
3/02 
3/02 


3/15 
3/30 
4/13 
4/14 
4/17 
4/18 


INTRODUCED 
REFERRED TO AGRICULTURE, LIVESTOCK AND IRRIGATION 
HEARING 


COMMITTEE EXEC ACTION — BILL PASSED 7 ~#«4 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 387 13 
38RD READING PASSED 42 8 


TRANSMITTED TO HOUSE 
REFERRED TO AGRICULTURE 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 14° 5 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 58 40 
3RD READING FAILED 33 65 


DIED IN PROCESS 


SB 463 INTRODUCED BY TREBAS LC4168 DRAFTER: J. WALKER 


GENERALLY REVISE LAWS RELATED TO ALCOHOL, TOBACCO, AND MARIJUANA 


2/22 
2/23 
2/24 
2/27 
3/01 
3/02 
3/02 
3/18 


INTRODUCED 

REFERRED TO LOCAL GOVERNMENT 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 7 2 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASS MOTION FAILED 15 35 
2ND READING INDEFINITELY POSTPONED 40 10 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN PROCESS 


SB 464 INTRODUCED BY TREBAS [C4176 DRAFTER: BURKHARDT 


REVISE LAWS RELATED TO EYEWITNESS LINEUPS 


2/22 
2/23 
2/27 
2/28 
2/28 
3/01 
3/02 


3/15 
4/05 
4/06 
4/06 
4/12 
4/13 


4/14 
4/18 
4/20 
4/23 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

TABLED IN COMMITTEE 10 1 
TAKEN FROM COMMITTEE; PLACED ON 2ND READING 27 238 
2ND READING PASSED 30 20 
38RD READING PASSED 32 18 


TRANSMITTED TO HOUSE 
REFERRED TO JUDICIARY 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 17 2 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 88 11 
3RD READING CONCURRED 89 11 


RETURNED TO SENATE 

SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 


4/26 
5/03 
5/04 
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TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 416 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


SB 465 INTRODUCED BY TREBAS LC1166 DRAFTER: O°?CONNELL 
REQUIRE IMPLEMENTATION OF MEDICAID COMMUNITY ENGAGEMENT 
REQUIREMENTS 
2/22 INTRODUCED 


2/23 
2/27 
2/27 
2/27 
2/28 
3/02 
3/02 
3/02 
3/02 
3/03 
3/09 
3/18 
3/13 


REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 

FISCAL NOTE REQUESTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 6 38 
COMMITTEE REPORT — BILL PASSED 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

2ND READING PASS MOTION FAILED 24 26 
2ND READING INDEFINITELY POSTPONED 33 17 
REVISED FISCAL NOTE REQUESTED 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE PRINTED 

MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN PROCESS 


SB 466 INTRODUCED BY TREBAS LC3894 DRAFTER: MOHR 


DECLARE AUTHORITY OVER INTRASTATE COAL 


2/22 
2/22 
2/23 
2/23 
2/28 
2/28 
2/28 
2/28 
3/13 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO ENERGY AND TELECOMMUNICATIONS 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

HEARING 

TABLED IN COMMITTEE 12 0 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


SB 467 INTRODUCED BY TREBAS [C3191 DRAFTER: SANKEY KEIP 


REVISE LAWS REGARDING LOCAL REGULATION OF SHORT-TERM RENTALS 


2/22 
2/23 
2/24 
2/27 
3/01 
3/02 
3/02 
3/18 


INTRODUCED 

REFERRED TO LOCAL GOVERNMENT 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 7 2 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASS MOTION FAILED 18 32 
2ND READING INDEFINITELY POSTPONED 41 9 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN PROCESS 
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SB 468 INTRODUCED BY TREBAS LC4367 DRAFTER: O°CONNELL 
GENERALLY REVISE INVOLUNTARY COMMITMENT LAWS 


2/22 INTRODUCED 
2/23 REFERRED TO JUDICIARY 
2/27 HEARING 
2/27 FISCAL NOTE REQUESTED 
2/28 TABLED IN COMMITTEE 11 0 
3/09 FISCAL NOTE RECEIVED 
3/10 FISCAL NOTE PRINTED 
3/13 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


SB 469 INTRODUCED BY TREBAS LC4164 DRAFTER: HESS 


ESTABLISH STATEWIDE CENTRAL REGISTRY FOR REPORTS OF CHILD ABUSE OR 
NEGLECT 


2/22 FISCAL NOTE PROBABLE 
2/22 INTRODUCED 

2/23 REFERRED TO JUDICIARY 
2/27 HEARING 


2/28 COMMITTEE EXEC ACTION — BILL PASSED 7 #4 
2/28 COMMITTEE REPORT — BILL PASSED 

3/02 2ND READING PASSED 28 22 
3/02 3RD READING PASSED 40 10 


TRANSMITTED TO HOUSE 
38/15 REFERRED TO JUDICIARY 
4/05 FISCAL NOTE REQUESTED 
4/05 HEARING 
4/11 FISCAL NOTE RECEIVED 
4/12 FISCAL NOTE PRINTED 


4/13 COMMITTEE EXEC ACTION — BILL CONCURRED 13 6 
4/13 COMMITTEE REPORT — BILL CONCURRED 
4/17 2ND READING CONCURRED 62 37 


4/17 REREFERRED TO APPROPRIATIONS 

4/18 HEARING 

4/18 TABLED IN COMMITTEE 16 3 
DIED IN STANDING COMMITTEE 


SB 470 INTRODUCED BY TREBAS [C4175 DRAFTER: BURKHARDT 
GENERALLY REVISING LAWS RELATED TO BAIL BONDS 


2/22 INTRODUCED 

2/23 REFERRED TO JUDICIARY 
2/27 HEARING 

2/27 FISCAL NOTE REQUESTED 
2/27 FISCAL NOTE RECEIVED 
2/27 FISCAL NOTE SIGNED 


2/28 COMMITTEE EXEC ACTION — BILL PASSED 6 5 
2/28 COMMITTEE REPORT — BILL PASSED 

3/02 2ND READING PASS MOTION FAILED 11 39 
3/02 2ND READING INDEFINITELY POSTPONED 44 6 


3/03 FISCAL NOTE PRINTED 
3/13 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN PROCESS 
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SB 471 INTRODUCED BY TREBAS [C4195 DRAFTER: J. WALKER 


GENERALLY REVISE ALCOHOL, TOBACCO, AND MARIJUANA LAWS RELATING TO 
CHILDREN 


2/22 INTRODUCED 
2/23 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
2/24 HEARING 


2/24 COMMITTEE EXEC ACTION — BILL PASSED 10 0 
2/27 COMMITTEE REPORT — BILL PASSED 

3/01 2ND READING PASSED 48 2 
3/02 3RD READING PASSED 46 4 


TRANSMITTED TO HOUSE 

3/15 REFERRED TO JUDICIARY 

4/05 HEARING 

4/06 TABLED IN COMMITTEE 19 O 
DIED IN STANDING COMMITTEE 


SB 472 INTRODUCED BY EMRICH LC2229 DRAFTER: POWER 
GENERALLY REVISE ELECTION LAWS 


2/22 FISCAL NOTE PROBABLE 
2/22 INTRODUCED 
2/23 FISCAL NOTE REQUESTED 
2/23 REFERRED TO STATE ADMINISTRATION 
2/27 HEARING 
2/27 TABLED IN COMMITTEE 10 0 
3/01 FISCAL NOTE RECEIVED 
3/18 FISCAL NOTE PRINTED 
3/13 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


SB 473 INTRODUCED BY EMRICH LC4566 DRAFTER: MOHR 
CREATE FOOD SAFETY PANEL 


2/22 INTRODUCED 
2/23 REFERRED TO AGRICULTURE, LIVESTOCK AND IRRIGATION 
2/28 HEARING 
2/28 TABLED IN COMMITTEE 10 1 
3/13 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


SB 474 INTRODUCED BY MANDEVILLE LC2149 DRAFTER: J. WALKER 
GENERALLY REVISE LAWS PERTAINING TO SPORTS BETTING 


2/22 FISCAL NOTE PROBABLE 

2/22 INTRODUCED 

2/23 REFERRED TO LOCAL GOVERNMENT 

2/24 HEARING 

2/27 COMMITTEE EXEC ACTION — BILL PASSED 9 O 
2/27 COMMITTEE REPORT — BILL PASSED 

3/01 REREFERRED TO FINANCE AND CLAIMS 

3/10 HEARING 

3/10 FISCAL NOTE REQUESTED 

3/15 FISCAL NOTE RECEIVED 

3/16 SPONSOR REBUTTAL TO FISCAL NOTE RECEIVED 
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3/16 SPONSOR REBUTTAL TO FISCAL NOTE SIGNED 

3/16 FISCAL NOTE PRINTED 

3/16 SPONSOR REBUTTAL TO FISCAL NOTE PRINTED 

3/24 TABLED IN COMMITTEE 19 O 
DIED IN STANDING COMMITTEE 


SB 475 INTRODUCED BY CURDY LC4301 DRAFTER: J. WALKER 
GENERALLY REVISE INDOOR VAPING LAWS 


2/22 INTRODUCED 
2/23 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
2/28 HEARING 
3/01 TABLED IN COMMITTEE 6 4 
3/13 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


SB 476 INTRODUCED BY BOLDMAN LC3000 DRAFTER: HARDIN 
PROHIBIT HOUSING DISCRIMINATION BASED ON SOURCE OF INCOME 


2/22 INTRODUCED 
2/23 REFERRED TO JUDICIARY 
2/28 HEARING 
2/28 TABLED IN COMMITTEE 7 ~#«4 
3/13 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


SB 477 INTRODUCED BY BOLDMAN LC0783 DRAFTER: O°CONNELL 


REVISE LAWS RELATED TO MENTAL HEALTH BACKGROUND CHECKS FOR GUN 
POSSESSION 


2/22 INTRODUCED 
2/23 REFERRED TO JUDICIARY 
2/28 HEARING 
2/28 TABLED IN COMMITTEE 7 ~#«4 
3/18 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


SB 478 INTRODUCED BY MORIGEAU LC4220 DRAFTER: HESS 
ESTABLISH AUTISM FACILITIES GRANT PROGRAM 


2/22 INTRODUCED 
2/23 REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
2/27 HEARING 
2/27 TABLED IN COMMITTEE 9 O 
3/13 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


SB 479 INTRODUCED BY BOGNER LC0627 DRAFTER: CARROLL 
GENERALLY REVISE HOMEOWNER ASSOCIATION LAWS 


2/22 INTRODUCED 

2/23 REFERRED TO LOCAL GOVERNMENT 

2/27 HEARING 

2/28 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 6 38 
3/01 COMMITTEE REPORT — BILL PASSED AS AMENDED 
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3/02 2ND READING PASS MOTION FAILED 10 40 
3/02 2ND READING INDEFINITELY POSTPONED 44 6 
3/18 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN PROCESS 


SB 480 INTRODUCED BY DUNWELL LC4028 DRAFTER: MCCRACKEN 
REMOVE OPT IN REQUIREMENT FOR STUDENT CONTACT INFORMATION ON ACT 
TEST 

2/23 INTRODUCED 
2/23 REFERRED TO EDUCATION AND CULTURAL RESOURCES 
2/27 HEARING 
2/27 COMMITTEE EXEC ACTION--BILL PASSED 8 3 
2/28 COMMITTEE REPORT--BILL PASSED 
3/02 2ND READING PASSED AS AMENDED 34 16 
3/02 3RD READING PASSED 31 19 
TRANSMITTED TO HOUSE 
3/15 REFERRED TO EDUCATION 
3/20 HEARING 
3/24 COMMITTEE EXEC ACTION--BILL CONCURRED 8 5 
3/27 COMMITTEE REPORT--BILL CONCURRED 
4/12 2ND READING CONCURRED 66 34 
4/13 3RD READING CONCURRED 58 42 
RETURNED TO SENATE 
4/14 SENT TO ENROLLING 
4/18 RETURNED FROM ENROLLING 
4/20 SIGNED BY PRESIDENT 
4/23 SIGNED BY SPEAKER 
4/26 TRANSMITTED TO GOVERNOR 
5/03 SIGNED BY GOVERNOR 
5/04 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 417 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 
SB 481 INTRODUCED BY GLIMM LC4617 DRAFTER: POWER 


REQUIRE CAST VOTE RECORDS 
BY REQUEST OF SENATE JOINT SELECT COMMITTEE ON ELECTION SECURITY 


2/23 FISCAL NOTE PROBABLE 

2/23 INTRODUCED 

2/23 FISCAL NOTE REQUESTED 

2/23 REFERRED TO STATE ADMINISTRATION 

2/25 HEARING 

2/27 COMMITTEE EXEC ACTION — BILL PASSED 9 1 
2/28 FISCAL NOTE RECEIVED 

2/28 COMMITTEE REPORT — BILL PASSED 

3/02 2ND READING PASSED 50 =O 
3/02 3RD READING PASSED 49 1 
3/03 FISCAL NOTE PRINTED 


TRANSMITTED TO HOUSE 
3/15 REFERRED TO STATE ADMINISTRATION 
3/23 HEARING 
3/31 REVISED FISCAL NOTE REQUESTED 
4/03 REVISED FISCAL NOTE RECEIVED 
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4/04 REVISED FISCAL NOTE PRINTED 


4/14 TABLED IN COMMITTEE vy 1 
4/19 TAKEN FROM TABLE IN COMMITTEE 12 #5 
4/19 COMMITTEE EXEC ACTION — CONCURRED AS AMD 12 6 


4/19 COMMITTEE REPORT — CONCURRED AS AMD 

4/21 REVISED FISCAL NOTE REQUESTED 

4/24 2ND READING CONCURRED 64 36 
4/26 REVISED FISCAL NOTE RECEIVED 

4/26 REREFERRED TO APPROPRIATIONS 

4/26 HEARING 

4/26 COMMITTEE EXEC ACTION — CONCURRED AS AMD 13 10 
4/27 COMMITTEE REPORT — CONCURRED AS AMD 

4/27 REVISED FISCAL NOTE PRINTED 

4/27 2ND READING CONCURRED AS AMD 56 44 
4/28 38RD READING CONCURRED 60 39 


RETURNED TO SENATE WITH AMENDMENTS 
5/01 2ND READING HOUSE AMDS NOT CONCURRED 35 15 
5/01 FC COMMITTEE APPOINTED 
5/01 FC COMMITTEE APPOINTED 
5/02 HEARING 
5/02 FC COMMITTEE REPORT RECEIVED 
5/02 FC COMMITTEE REPORT RECEIVED 
DIED IN PROCESS 


SB 482 INTRODUCED BY GLIMM LC4614 DRAFTER: POWER 
REVISE LAWS RELATED TO VOTING SYSTEM TESTING AND CERTIFICATION 


2/23 FISCAL NOTE PROBABLE 

2/23 INTRODUCED 

2/23 FISCAL NOTE REQUESTED 

2/23 REFERRED TO STATE ADMINISTRATION 

2/25 HEARING 

2/27 COMMITTEE EXEC ACTION — BILL PASSED 8 2 
2/28 FISCAL NOTE RECEIVED 

2/28 COMMITTEE REPORT — BILL PASSED 

3/02 2ND READING PASSED 43 7 
3/02 38RD READING PASSED 38 12 
3/03 FISCAL NOTE PRINTED 


TRANSMITTED TO HOUSE 

3/15 REFERRED TO STATE ADMINISTRATION 

3/23 HEARING 

4/04 REVISED FISCAL NOTE REQUESTED 

4/04 REVISED FISCAL NOTE RECEIVED 

4/04 REVISED FISCAL NOTE PRINTED 

4/14 TABLED IN COMMITTEE 17, «1 
DIED IN STANDING COMMITTEE 


SB 483 INTRODUCED BY POPE LC2379 DRAFTER: HARDIN 
GENERALLY REVISING ALTERNATIVE PROJECT DELIVERY LAWS 


2/23 INTRODUCED 

2/23 REFERRED TO STATE ADMINISTRATION 

2/25 HEARING 

2/25 COMMITTEE EXEC ACTION — BILL PASSED 10 0 
2/27 COMMITTEE REPORT — BILL PASSED 

3/01 2ND READING PASSED 30 20 


SENATE BILLS 


243 


3/02 38RD READING FAILED 24 26 
3/02 RECONSIDERED PREVIOUS ACTION; REMAINS IN 3RD READING 
PROCESS 
3/02 3RD READING PASSED 35 15 
TRANSMITTED TO HOUSE 
38/15 REFERRED TO STATE ADMINISTRATION 
3/23 HEARING 
4/04 COMMITTEE EXEC ACTION — BILL CONCURRED 18 0 
4/04 COMMITTEE REPORT — BILL CONCURRED 
4/12 2ND READING CONCURRED 83 17 
4/13 38RD READING CONCURRED 88 12 
RETURNED TO SENATE 
4/14 SENT TO ENROLLING 
4/18 RETURNED FROM ENROLLING 
4/20 SIGNED BY PRESIDENT 
4/23 SIGNED BY SPEAKER 
4/26 TRANSMITTED TO GOVERNOR 
5/03 SIGNED BY GOVERNOR 
5/04 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 418 
EFFECTIVE DATE: 5/03/2023 - ALL SECTIONS 
SB 484 INTRODUCED BY MANZELLA LC0030 DRAFTER: WEISS 
REVISE PRIMARY ELECTION PROCEDURES 
2/23 INTRODUCED 
2/23 REFERRED TO STATE ADMINISTRATION 
2/25 HEARING 
2/25 TABLED IN COMMITTEE 10 0 
3/13 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 
SB 485 INTRODUCED BY SMALL LC4603 DRAFTER: EVERTS 
RAISING HOURLY RATE OF LEGISLATOR COMPENSATION 
2/23 FISCAL NOTE PROBABLE 
2/23 INTRODUCED 
2/23 FISCAL NOTE REQUESTED 
2/23 REFERRED TO STATE ADMINISTRATION 
2/24 REREFERRED TO FINANCE AND CLAIMS 
2/28 HEARING 
2/28 FISCAL NOTE RECEIVED 
2/28 FISCAL NOTE PRINTED 
3/06 REVISED FISCAL NOTE REQUESTED 
3/10 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 17 2 
3/13 COMMITTEE REPORT — BILL PASSED AS AMENDED 
3/15 REVISED FISCAL NOTE RECEIVED 
3/15 REVISED FISCAL NOTE SIGNED 
3/15 REVISED FISCAL NOTE PRINTED 
3/15 2ND READING PASSED 387 13 
3/16 38RD READING PASSED 33 17 
TRANSMITTED TO HOUSE 
3/21 REFERRED TO LEGISLATIVE ADMINISTRATION 
4/05 HEARING 
4/05 COMMITTEE EXEC ACTION — BILL CONCURRED 12 4 
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4/05 
4/13 
4/13 
4/13 
4/17 
AI17 
4/18 


4/19 
4/23 
4/27 
4/29 
5/01 
5/11 


SB 486 INTRODUCED BY FLOWERS 
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COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

REREFERRED TO APPROPRIATIONS 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

38RD READING CONCURRED 


RETURNED TO SENATE 

SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
VETOED BY GOVERNOR 


REVISE SUBDIVISION LAWS RELATED TO GLAMPING 


2/23 
2/23 
2/24 
2/27 
3/18 


SB 487 INTRODUCED BY VANCE 


INTRODUCED 

REFERRED TO LOCAL GOVERNMENT 

HEARING 

TABLED IN COMMITTEE 

MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


GENERALLY REVISE MOTOR VEHICLE LAWS 


2/23 
2/23 
2/23 
2/23 
2/23 
2/24 
2/27 
2/27 
2/27 
3/13 
3/13 
3/14 


38/15 
3/17 


3/22 
3/29 
4/05 
4/06 
4/13 
4/17 


4/20 
4/21 
4/22 
4/25 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

REFERRED TO FINANCE AND CLAIMS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASS AS AMENDED MOTION FAILED 
2ND READING INDEFINITELY POSTPONED 
RECONSIDERED PREVIOUS ACTION; REMAINS IN 2ND READING 
PROCESS 

2ND READING PASSED AS AMENDED 

38RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO TRANSPORTATION 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED AS AMD 

3RD READING CONCURRED 


RETURNED TO SENATE WITH AMENDMENTS 
2ND READING HOUSE AMDS CONCURRED 

38RD READING PASSED AS AMENDED BY HOUSE 
SENT TO ENROLLING 

RETURNED FROM ENROLLING 


56 


50 
50 


43 


LC4616 DRAFTER: HENNEMAN 


LC3613 DRAFTER: CARROLL 


5/04 
5/11 
5/11 
5/19 
5/22 
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SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 686 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


SB 488 INTRODUCED BY D. ZOLNIKOV LC3030 DRAFTER: HARDIN 


ABOLISH COMMON LAW MARRIAGE 


2/23 
2/24 
2/28 
2/28 
2/28 
3/02 
3/02 


3/15 
4/04 
4/05 
4/05 
4/12 
4/12 


4/13 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 7 ~#«4 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED AS AMENDED 30 20 
3RD READING PASSED 33 17 


TRANSMITTED TO HOUSE 
REFERRED TO JUDICIARY 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 17 2 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING NOT CONCURRED 38 62 
RECONSIDERED PREVIOUS ACTION; REMAINS IN 2ND READING 

PROCESS 77 =«17 
2ND READING NOT CONCURRED AS AMD 387 61 


DIED IN PROCESS 


SB 489 INTRODUCED BY O’BRIEN LC0850 DRAFTER: COLES 


REVISE CAPITAL GAINS TAX LAW TO SUPPORT FIRST RESPONDERS AND LAW 
ENFORCEMENT 


2/23 
2/23 
2/23 
2/23 
2/23 
2/24 
2/27 
2/27 
4/06 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

REFERRED TO FINANCE AND CLAIMS 

HEARING 

TABLED IN COMMITTEE 13 6 
MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


SB 490 INTRODUCED BY HERTZ LC0318 DRAFTER: EVERTS 


GENERALLY REVISING THE LEGISLATURE’S INVESTIGATIVE POWERS 


2/23 
2/24 
2/28 
2/28 
2/28 
3/02 
3/02 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 7 ~#«4 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 34 16 
3RD READING PASSED 34 16 
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TRANSMITTED TO HOUSE 
3/15 REFERRED TO JUDICIARY 
4/04 HEARING 


4/05 COMMITTEE EXEC ACTION — CONCURRED AS AMD 10 9 

4/05 COMMITTEE REPORT — CONCURRED AS AMD 

4/14 2ND READING CONCURRED 68 32 

4/17 38RD READING CONCURRED 66 31 
RETURNED TO SENATE WITH AMENDMENTS 

4/20 2ND READING HOUSE AMDS CONCURRED 34 16 

4/21 38RD READING PASSED AS AMENDED BY HOUSE 34 16 


4/22 SENT TO ENROLLING 
4/26 RETURNED FROM ENROLLING 
5/04 SIGNED BY PRESIDENT 
5/11 SIGNED BY SPEAKER 
5/11 TRANSMITTED TO GOVERNOR 
5/19 SIGNED BY GOVERNOR 
5/22 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 687 
EFFECTIVE DATE: 5/19/2023 - ALL SECTIONS 


SB 491 INTRODUCED BY S. FITZPATRICK LC2701 DRAFTER: J. WALKER 
REVISE LIABILITY LAWS FOR PERSONS ENGAGING IN A FELONY 
2/23 INTRODUCED 


2/24 REFERRED TO JUDICIARY 
2/28 HEARING 


2/28 COMMITTEE EXEC ACTION — BILL PASSED 7 ~=#4 
2/28 COMMITTEE REPORT — BILL PASSED 

3/02 2ND READING PASSED 34 16 
3/02 38RD READING PASSED 34 16 


TRANSMITTED TO HOUSE 
3/15 REFERRED TO JUDICIARY 
4/06 HEARING 


4/13 COMMITTEE EXEC ACTION — BILL CONCURRED 13 6 
4/13 COMMITTEE REPORT — BILL CONCURRED 

4/17 2ND READING CONCURRED 69 30 
4/18 3RD READING CONCURRED 70 29 


RETURNED TO SENATE 

4/19 SENT TO ENROLLING 
4/23 RETURNED FROM ENROLLING 
4/27 SIGNED BY PRESIDENT 
4/29 SIGNED BY SPEAKER 
5/01 TRANSMITTED TO GOVERNOR 
5/08 SIGNED BY GOVERNOR 
5/09 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 485 

EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


SB 492 INTRODUCED BY S. FITZPATRICK LC2659 DRAFTER: J. WALKER 
REVISE INSURANCE LAWS RELATING TO THE DUTY TO DEFEND 


2/23 INTRODUCED 

2/24 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 

2/28 HEARING 

3/01 COMMITTEE EXEC ACTION — BILL PASSED 10 O 
3/01 COMMITTEE REPORT — BILL PASSED 


3/02 
3/02 


3/15 
4/05 
4/06 
4/06 
4/12 
4/13 


4/14 
4/18 
4/20 
4/23 
4/26 
5/03 
5/04 


SB 493 INTRODUCED BY GROSS 


REVISING INSURANCE LAWS RELATED TO PRIOR AUTHORIZATION 


2/23 
2/24 
2/24 
3/18 


SB 494 INTRODUCED BY DUNWELL 


SENATE BILLS 


2ND READING PASSED 
3RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO BUSINESS AND LABOR 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 419 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


INTRODUCED 


REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 


BILL NOT HEARD AT SPONSOR’S REQUEST 


MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 


DIED IN STANDING COMMITTEE 
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LC1768 DRAFTER: J. WALKER 


LC1774 DRAFTER: O’°CONNELL 


CREATE A TASK FORCE ON THE LONG-TERM CONTINUUM OF CARE FOR OLDER 
MONTANANS 


2/24 
2/24 
2/24 
2/24 
2/27 
2/27 
3/09 
3/09 
3/13 
3/15 


SB 495 INTRODUCED BY CUFFE 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO FINANCE AND CLAIMS 
HEARING 

TABLED IN COMMITTEE 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 


MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 


FISCAL NOTE PRINTED 
DIED IN STANDING COMMITTEE 


GENERALLY REVISE JUNK VEHICLE LAW 


2/23 
2/24 
2/27 
3/13 


INTRODUCED 


REFERRED TO HIGHWAYS AND TRANSPORTATION 


BILL NOT HEARD AT SPONSOR’S REQUEST 


MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 


DIED IN STANDING COMMITTEE 


19 


LC3994 DRAFTER: CARROLL 
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SB 496 INTRODUCED BY O’BRIEN LC1762 DRAFTER: J. WALKER 
REVISE WORKERS’ COMPENSATION DEFINITION OF WAGES RELATED TO 
LODGING 
2/23 INTRODUCED 


2/24 
2/27 


REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
HEARING 


2/27 COMMITTEE EXEC ACTION — BILL PASSED 6 4 
2/28 COMMITTEE REPORT — BILL PASSED 
3/02 2ND READING PASS MOTION FAILED 24 26 
3/02 2ND READING INDEFINITELY POSTPONED 34 16 
3/13 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN PROCESS 
SB 497 INTRODUCED BY S. FITZPATRICK LC2648 DRAFTER: J. WALKER 


REVISE PROPERTY LAWS RELATING TO EASEMENTS 


2/23 
2/24 
2/28 
2/28 
2/28 
3/01 
3/01 
3/13 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 7 ~#«4 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASS AS AMENDED MOTION FAILED 14 36 
2ND READING INDEFINITELY POSTPONED 46 4 


MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN PROCESS 


SB 498 INTRODUCED BY MORIGEAU LC4613 DRAFTER: POWER 


REVISE LAWS RELATED TO ABSENTEE BALLOTS 


INTRODUCED 

REFERRED TO STATE ADMINISTRATION 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 10 0 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 50 0 
3RD READING PASSED 50 0 


TRANSMITTED TO HOUSE 
REFERRED TO STATE ADMINISTRATION 


HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 13.5 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 92 8 
3RD READING CONCURRED 91 9 
RETURNED TO SENATE WITH AMENDMENTS 

2ND READING HOUSE AMDS CONCURRED 50 0 
38RD READING PASSED AS AMENDED BY HOUSE 49 0 


SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 688 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


SENATE BILLS 249 


SB 499 INTRODUCED BY MCGILLVRAY LC1879 DRAFTER: J. WALKER 


REVISE ADVERSE POSSESSION LAWS RELATING TO CERTAIN LAND AND 
IMPROVEMENTS 


2/24 INTRODUCED 
2/24 REFERRED TO LOCAL GOVERNMENT 
2/27 HEARING 


2/27 COMMITTEE EXEC ACTION — BILL PASSED 9 O 
3/01 COMMITTEE REPORT — BILL PASSED 

3/02 2ND READING PASSED 42 8 
3/02 3RD READING PASSED 34 16 


TRANSMITTED TO HOUSE 
3/15 REFERRED TO JUDICIARY 
4/04 HEARING 


4/05 COMMITTEE EXEC ACTION — CONCURRED AS AMD 10 9 

4/05 COMMITTEE REPORT — CONCURRED AS AMD 

4/12 2ND READING CONCURRED 54 46 

4/13 38RD READING CONCURRED 62 37 
RETURNED TO SENATE WITH AMENDMENTS 

4/21 2ND READING HOUSE AMDS CONCURRED 42 8 

4/24 3RD READING PASSED AS AMENDED BY HOUSE 48 1 


4/25 SENT TO ENROLLING 

5/01 RETURNED FROM ENROLLING 

5/04 SIGNED BY PRESIDENT 

5/11 SIGNED BY SPEAKER 

5/11 TRANSMITTED TO GOVERNOR 

5/18 VETOED BY GOVERNOR 

6/05 VETO OVERRIDE VOTE MAIL POLL IN PROGRESS 
6/16 VETO OVERRIDE FAILED IN LEGISLATURE 


SB 500 INTRODUCED BY TREBAS LC2511 DRAFTER: SANKEY KEIP 
PROVIDE UNIFORM DURATION LIMIT FOR LATECOMER AGREEMENTS 
2/24 INTRODUCED 


2/24 REFERRED TO LOCAL GOVERNMENT 
2/27 HEARING 


2/27 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 9 O 
3/01 COMMITTEE REPORT — BILL PASSED AS AMENDED 

3/02 2ND READING PASSED 88 12 
3/02 38RD READING PASSED 35 15 


TRANSMITTED TO HOUSE 

3/15 REFERRED TO LOCAL GOVERNMENT 

3/25 HEARING 

3/28 TABLED IN COMMITTEE 16 0 
DIED IN STANDING COMMITTEE 


SB 501 INTRODUCED BY MCKAMEY LC3569 DRAFTER: J. WALKER 


REVISE INSURANCE REQUIREMENTS RELATING TO INSURER AND AUTOMOBILE 
REPAIR 


2/24 INTRODUCED 
2/27 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
2/28 HEARING 
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3/01 TABLED IN COMMITTEE 8 2 
3/13 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


SB 502 INTRODUCED BY LENZ LC0990 DRAFTER: M. MOORE 


PROVIDE FOR STATE INCOME TAX CREDIT FOR PRIVATELY PAID NURSING HOME 
COSTS 


2/24 FISCAL NOTE PROBABLE 
2/24 INTRODUCED 
2/24 FISCAL NOTE REQUESTED 
2/27 REFERRED TO TAXATION 
3/14 HEARING 
3/14 FISCAL NOTE RECEIVED 
3/14 FISCAL NOTE PRINTED 
3/29 TABLED IN COMMITTEE 7 #5 
4/06 MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


SB 503 INTRODUCED BY MCKAMEY LC3580 DRAFTER: WEISS 
GENERALLY REVISE POLITICAL PARTY COMMITTEE LAWS 


2/24 INTRODUCED 
2/27 REFERRED TO STATE ADMINISTRATION 
2/27 HEARING 
2/27 TABLED IN COMMITTEE 10 O 
3/18 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


SB 504 INTRODUCED BY CURDY LC4395 DRAFTER: HENNEMAN 
GENERALLY REVISE VETERINARY LAWS 
2/24 INTRODUCED 


2/27 REFERRED TO LOCAL GOVERNMENT 
2/27 HEARING 


2/27 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 9 O 
3/01 COMMITTEE REPORT — BILL PASSED AS AMENDED 

3/02 2ND READING PASSED 41 9 
3/02 38RD READING PASSED 44 6 


TRANSMITTED TO HOUSE 

3/15 REFERRED TO BUSINESS AND LABOR 

3/28 HEARING 

3/31 TABLED IN COMMITTEE 17 (OO 
DIED IN STANDING COMMITTEE 


SB505 INTRODUCED BY HERTZ LC0324 DRAFTER: M. MOORE 


REVISE TAX INCREMENT CALCULATION FOR DISTRICTS THAT USE TAX 
INCREMENT FINANCING 


3/01 FISCAL NOTE PROBABLE 
3/01 INTRODUCED 

3/01 FISCAL NOTE REQUESTED 
3/02 REFERRED TO TAXATION 
3/09 FISCAL NOTE RECEIVED 
3/138 FISCAL NOTE PRINTED 


3/14 
3/21 
3/22 
3/24 
3/27 


4/03 
4/13 
4/17 
AI17 
4/19 
4/20 


4/26 
4/26 
5/04 
5/11 
5/11 
5/19 
5/22 


SB 506 INTRODUCED BY HERTZ 


SENATE BILLS 


HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO TAXATION 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 689 
EFFECTIVE DATE: 5/19/2023 - ALL SECTIONS 


11 


50 
50 


21 


99 
96 


H 


LC2565 DRAFTER: M. MOORE 


INCREASE AND REPEAL TERMINATION OF MONTANA CHARITABLE ENDOWMENT 
TAX CREDIT 


3/13 
3/18 
3/13 
3/14 
3/20 
3/21 
3/22 
3/23 
3/24 
3/27 
3/27 
3/28 
3/28 
3/30 
3/30 
3/30 
4/03 


4/05 
4/13 
4/17 
4/17 
4/19 
4/19 
4/19 
4/20 
4/20 
4/20 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO TAXATION 

FISCAL NOTE RECEIVED 

HEARING 

FISCAL NOTE PRINTED 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 
REVISED FISCAL NOTE RECEIVED 
REVISED FISCAL NOTE PRINTED 

2ND READING PASSED 

REREFERRED TO FINANCE AND CLAIMS 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

3RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO TAXATION 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

REREFERRED TO APPROPRIATIONS 

HEARING 

TABLED IN COMMITTEE 

TAKEN FROM TABLE IN COMMITTEE 
COMMITTEE EXEC ACTION — CONCURRED AS AMD 


12 


252 


4/21 
4/24 
4/27 
4/28 


5/01 
5/01 
5/02 
5/04 
5/05 
5/11 
5/11 
5/19 
5/22 


SB 507 INTRODUCED BY D. ZOLNIKOV 
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COMMITTEE REPORT — CONCURRED AS AMD 
REVISED FISCAL NOTE REQUESTED 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO SENATE WITH AMENDMENTS 
2ND READING HOUSE AMDS CONCURRED 
38RD READING PASSED AS AMENDED BY HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 690 
EFFECTIVE DATE: 5/19/2023 - SECTIONS 5-6 
EFFECTIVE DATE: 1/01/2024 - SECTIONS 1-4 


GENERALLY REVISE TAX LAWS 


3/13 
3/18 
3/14 
3/20 
3/21 
3/22 
3/23 
3/24 
3/24 
3/28 
3/28 
3/30 
3/30 
3/30 
3/31 
3/31 
4/03 


4/07 
4/18 
4/21 
4/21 
4/27 
4/28 


5/01 
5/01 
5/01 
5/02 
5/04 
5/05 
5/11 
5/11 
5/19 


INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO TAXATION 

FISCAL NOTE RECEIVED 

HEARING 

FISCAL NOTE PRINTED 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
REVISED FISCAL NOTE REQUESTED 

COMMITTEE REPORT — BILL PASSED AS AMENDED 
2ND READING PASSED AS AMENDED 

REREFERRED TO FINANCE AND CLAIMS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE PRINTED 

3RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO TAXATION 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO SENATE WITH AMENDMENTS 

2ND READING HOUSE AMDS NOT CONCUR MOTION FAILED 
2ND READING HOUSE AMDS CONCURRED 

38RD READING PASSED AS AMENDED BY HOUSE 

SENT TO ENROLLING 

RETURNED FROM ENROLLING 

SIGNED BY PRESIDENT 

SIGNED BY SPEAKER 

TRANSMITTED TO GOVERNOR 

SIGNED BY GOVERNOR 


91 
94 


50 
49 


12 


50 


19 


49 


oO 


LC0060 DRAFTER: COLES 


SENATE BILLS 2538 


5/22 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 691 
EFFECTIVE DATE: 5/19/2023 - ALL SECTIONS 


SB 508 INTRODUCED BY DUNWELL LC4029 DRAFTER: HESS 
REINVEST IN PROVISION OF BIOFUELS FOR MOTORISTS 


3/13 INTRODUCED 
3/14 REFERRED TO TAXATION 
3/14 FISCAL NOTE REQUESTED 
3/22 FISCAL NOTE RECEIVED 
3/22 FISCAL NOTE SIGNED 
3/22 FISCAL NOTE PRINTED 
3/23 HEARING 
3/29 TABLED IN COMMITTEE 8 4 
4/06 MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


SB 509 INTRODUCED BY USHER LC0874 DRAFTER: BURKHARDT 
ELIMINATE ANNUAL LICENSE TAX FOR ATTORNEYS 


3/14 FISCAL NOTE PROBABLE 

3/14 INTRODUCED 

3/14 FISCAL NOTE REQUESTED 

3/15 REFERRED TO JUDICIARY 

3/17 FISCAL NOTE RECEIVED 

3/21 FISCAL NOTE SIGNED 

3/22 FISCAL NOTE PRINTED 

3/23 HEARING 

3/24 TABLED IN COMMITTEE 7 ~#«4 

4/06 MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


SB510 INTRODUCED BY S. FITZPATRICK LC2690 DRAFTER: COLES 
PROVIDE PROPERTY TAX INCENTIVES FOR ALTERNATIVE FUEL PRODUCTION 


3/14 FISCAL NOTE PROBABLE 

3/14 INTRODUCED 

3/14 FISCAL NOTE REQUESTED 

3/15 REFERRED TO HIGHWAYS AND TRANSPORTATION 
3/16 REREFERRED TO TAXATION 

3/20 FISCAL NOTE RECEIVED 

3/21 HEARING 
3/22 FISCAL NOTE PRINTED 


3/23 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 9 8 
3/24 COMMITTEE REPORT — BILL PASSED AS AMENDED 
3/28 2ND READING PASSED 43 7 


3/28 REREFERRED TO FINANCE AND CLAIMS 
3/30 HEARING 


3/30 COMMITTEE EXEC ACTION — BILL PASSED 18 #1 
3/30 COMMITTEE REPORT — BILL PASSED 
4/03 3RD READING PASSED 46 3 


TRANSMITTED TO HOUSE 
4/05 REFERRED TO TAXATION 
4/14 HEARING 
4/17 COMMITTEE EXEC ACTION — BILL CONCURRED 21 0 
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4/17 
4/20 
4/20 
4/21 
4/21 
4/21 
4/24 
4/26 
4/27 
4/28 


5/01 
5/01 
5/01 
5/01 
5/02 
5/04 
5/05 
5/11 
5/11 
5/19 
5/22 
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COMMITTEE REPORT — BILL CONCURRED 


2ND READING CONCURRED 81 18 
REREFERRED TO APPROPRIATIONS 

TABLED IN COMMITTEE 12 11 
TAKEN FROM TABLE IN COMMITTEE 17 (0 
COMMITTEE EXEC ACTION — CONCURRED AS AMD 17 (0 


COMMITTEE REPORT — CONCURRED AS AMD 
REVISED FISCAL NOTE REQUESTED 


2ND READING CONCURRED AS AMD 80 20 
3RD READING CONCURRED 81 16 
RETURNED TO SENATE WITH AMENDMENTS 

2ND READING HOUSE AMDS CONCURRED 50 «0 
38RD READING PASSED AS AMENDED BY HOUSE 48 1 


REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE PRINTED 

SENT TO ENROLLING 

RETURNED FROM ENROLLING 

SIGNED BY PRESIDENT 

SIGNED BY SPEAKER 

TRANSMITTED TO GOVERNOR 

SIGNED BY GOVERNOR 

CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 692 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


SB 511 INTRODUCED BY D. ZOLNIKOV LC1096 DRAFTER: COLES 


REVISE GOVERNMENT ENTITY LIMITATIONS ON PROPERTY TAX INCREASES 


3/14 
3/14 
3/15 
38/15 
3/22 
3/22 
3/23 
3/30 
3/30 
3/31 
4/03 
4/04 
4/04 
4/04 
4/06 


FISCAL NOTE PROBABLE 

INTRODUCED 

REFERRED TO TAXATION 

FISCAL NOTE REQUESTED 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED (a) 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

REVISED FISCAL NOTE REQUESTED 

2ND READING PASSED 28 22 
REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE PRINTED 

3RD READING FAILED 25 25 
MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 

DIED IN PROCESS 


SB 512 INTRODUCED BY MOLNAR LC0027 DRAFTER: KOLMAN 


GENERALLY REVISE NON RESIDENT HUNTING LICENSE LAWS 


3/16 
3/16 
3/16 
3/16 
3/23 
3/23 
3/23 
3/23 
3/28 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO FISH AND GAME 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

SPONSOR REBUTTAL TO FISCAL NOTE RECEIVED 
SPONSOR REBUTTAL TO FISCAL NOTE SIGNED 
SPONSOR REBUTTAL TO FISCAL NOTE PRINTED 


SENATE BILLS 255 


3/28 HEARING 
3/28 TABLED IN COMMITTEE 12 0 
4/06 MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


SB 513 INTRODUCED BY TREBAS [C4171 DRAFTER: COLES 
REVOKE NON-PROFIT HOSPITAL PROPERTY TAX EXEMPTION 


3/16 FISCAL NOTE PROBABLE 
3/16 INTRODUCED 
3/16 FISCAL NOTE REQUESTED 
3/17 REFERRED TO TAXATION 
3/22 FISCAL NOTE RECEIVED 
3/22 FISCAL NOTE SIGNED 
3/22 FISCAL NOTE PRINTED 
3/23 HEARING 
3/29 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED (a) 
3/30 COMMITTEE REPORT — BILL PASSED AS AMENDED 
3/30 REREFERRED TO FINANCE AND CLAIMS 
3/31 REVISED FISCAL NOTE REQUESTED 
3/31 HEARING 
3/31 TABLED IN COMMITTEE 13 6 
4/04 REVISED FISCAL NOTE RECEIVED 
4/04 REVISED FISCAL NOTE PRINTED 
4/06 MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


SB 514 INTRODUCED BY MOLNAR LC4032 DRAFTER: COLES 
PROVIDE FOR INDIVIDUAL INCOME TAX REFUNDS OF SURPLUS REVENUE 


3/17 FISCAL NOTE PROBABLE 
3/17 INTRODUCED 
3/17 REFERRED TO TAXATION 
3/20 FISCAL NOTE REQUESTED 
3/27 FISCAL NOTE RECEIVED 
3/27 FISCAL NOTE PRINTED 
3/27 HEARING 
3/29 TABLED IN COMMITTEE 8 4 
4/06 MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


SB515 INTRODUCED BY S. FITZPATRICK LC1883 DRAFTER: WEISS 
CONSTITUTIONAL REFERENDUM ON REDISTRICTING 
3/17 INTRODUCED 
3/18 REFERRED TO STATE ADMINISTRATION 
3/24 BILL NOT HEARD AT SPONSOR'S REQUEST 
4/06 MISSED DEADLINE FOR REFERENDUM PROPOSAL TRANSMITTAL 
DIED IN STANDING COMMITTEE 
SB 516 INTRODUCED BY GROSS LC4608 DRAFTER: O°CONNELL 
PROVIDE FOR THE PRESERVING FERTILITY ACT 
3/18 INTRODUCED 


3/18 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
3/20 FISCAL NOTE REQUESTED 
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3/28 
3/28 
3/29 
3/30 
3/30 
3/30 
3/31 
3/31 
4/03 
4/03 
4/04 


4/05 
4/14 
4/17 
4/17 
4/20 
4/20 
4/24 
4/24 
4/25 
4/25 
4/26 
4/28 


5/02 
5/05 
6/20 
6/20 
6/20 
6/29 
6/29 


SB 517 INTRODUCED BY HAYMAN 


MONTANA HISTORY AND FINAL STATUS 2023 


HEARING 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 
REREFERRED TO FINANCE AND CLAIMS 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO BUSINESS AND LABOR 

HEARING 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE PRINTED 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 
2ND READING CONCURRED AS AMD 
REREFERRED TO APPROPRIATIONS 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

3RD READING CONCURRED 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 782 
EFFECTIVE DATE: 7/01/2023 - SECTIONS 4 AND 9 


EFFECTIVE DATE: 1/01/2024 - SECTIONS 1-3 AND 5-8 AND 10-12 


10 


19 


45 
46 


[C1327 DRAFTER: M. MOORE 


ESTABLISH GRADUATED FEE ON SHORT TERM RENTALS WITH MONEY GOING TO 
HOUSING 


3/20 
3/20 
3/21 
3/22 
3/28 
3/28 
3/29 
3/29 
4/06 


SB 518 INTRODUCED BY MANZELLA 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO TAXATION 
FISCAL NOTE RECEIVED 
FISCAL NOTE PRINTED 
HEARING 

TABLED IN COMMITTEE 


MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 


DIED IN STANDING COMMITTEE 


REVISE PARENTAL RIGHTS LAWS TO INCREASE PARENTAL INVOLVEMENT IN 
EDUCATION 


3/20 


FISCAL NOTE PROBABLE 


LC1051 DRAFTER: MCCRACKEN 


3/20 
3/21 
3/22 
3/23 
3/24 
3/27 
3/30 
3/31 
4/03 
4/04 


4/05 
4/18 
4/19 
4/19 
4/24 
4/28 


5/02 
5/02 
5/02 
5/05 
5/10 
5/11 
5/11 
5/19 
5/22 


SB519 INTRODUCED BY MOLNAR 


SENATE BILLS 


INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO JUDICIARY 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED AS AMD 

38RD READING CONCURRED 


RETURNED TO SENATE WITH AMENDMENTS 
2ND READING HOUSE AMDS CONCURRED 
3RD READING PASSED AS AMENDED BY HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 693 
EFFECTIVE DATE: 5/19/2023 - SECTION 7 
EFFECTIVE DATE: 7/01/2023 - SECTIONS 1-6 


REVISE LAWS RELATED TO MAXIMUM MILL LEVIES 


3/21 
3/21 
3/21 
3/22 
3/27 
3/27 
3/27 
3/29 
4/06 


SB 520 INTRODUCED BY MOLNAR 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO TAXATION 
FISCAL NOTE RECEIVED 
FISCAL NOTE PRINTED 
HEARING 

TABLED IN COMMITTEE 


MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 


DIED IN STANDING COMMITTEE 


GENERALLY REVISE HUNTING LICENSE LAWS 


3/21 
3/21 
3/21 
3/22 
3/27 
3/27 
3/28 
3/28 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO FISH AND GAME 
FISCAL NOTE RECEIVED 
FISCAL NOTE PRINTED 
HEARING 

TABLED IN COMMITTEE 


30 


34 
39 


11 


12 


20 
20 


16 
11 


LC0024 DRAFTER: M. MOORE 


LC0028 DRAFTER: KOLMAN 
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4/06 


SB 521 INTRODUCED BY VANCE 


MONTANA HISTORY AND FINAL STATUS 2023 


MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


GENERALLY REVISE RIGHT OF WAY LAWS 


3/21 
3/21 
3/21 
3/22 
3/27 
3/27 
3/27 
3/28 
3/30 
3/31 
4/03 
4/04 


4/05 
4/12 
4/13 
4/13 
4/18 
4/19 


4/21 
4/26 
5/04 
5/11 
5/11 
5/19 
5/22 


SB 522 INTRODUCED BY D. ZOLNIKOV 


PROVIDE HOTELS WITH GRANTS TO SHELTER VICTIMS OF VIOLENCE AND 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO HIGHWAYS AND TRANSPORTATION 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 
2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO TRANSPORTATION 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 694 
EFFECTIVE DATE: 5/19/2023 - ALL SECTIONS 


HUMAN TRAFFICKING 


3/21 
3/21 
3/21 
3/22 
3/27 
3/27 
3/28 
3/30 
3/30 
3/30 
3/31 
3/31 
4/03 
4/03 
4/03 
4/04 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO TAXATION 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 
REREFERRED TO FINANCE AND CLAIMS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

REVISED FISCAL NOTE REQUESTED 

2ND READING PASSED 

3RD READING PASSED 


45 


100 


nl 


11 


46 
45 


LC4573 DRAFTER: J. WALKER 


Ol 


LC1082 DRAFTER: COLES 


nN 
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TRANSMITTED TO HOUSE 
4/05 REFERRED TO TAXATION 
4/11 REVISED FISCAL NOTE SIGNED 
4/11 REVISED FISCAL NOTE PRINTED 
4/14 HEARING 
4/17 COMMITTEE EXEC ACTION — CONCURRED AS AMD 21 0 
4/17 REVISED FISCAL NOTE REQUESTED 
4/17 COMMITTEE REPORT — CONCURRED AS AMD 
4/20 REVISED FISCAL NOTE RECEIVED 
4/20 REVISED FISCAL NOTE PRINTED 


4/20 2ND READING CONCURRED 97 #1 
4/20 REREFERRED TO APPROPRIATIONS 

4/21 COMMITTEE EXEC ACTION — BILL CONCURRED 21 0 
4/21 COMMITTEE REPORT — BILL CONCURRED 

4/26 38RD READING CONCURRED 96 O 

RETURNED TO SENATE WITH AMENDMENTS 

4/29 2ND READING HOUSE AMDS CONCURRED 48 2 
5/01 3RD READING PASSED AS AMENDED BY HOUSE 48 1 


5/02 SENT TO ENROLLING 
5/03 RETURNED FROM ENROLLING 
5/04 SIGNED BY PRESIDENT 
5/11 SIGNED BY SPEAKER 
5/12 TRANSMITTED TO GOVERNOR 
5/22 SIGNED BY GOVERNOR 
5/22 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 758 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


SB 523 INTRODUCED BY HERTZ LC0947 DRAFTER: M. MOORE 
GENERALLY REVISE TAX INCREMENT FINANCING LAWS 


3/21 INTRODUCED 

3/21 FISCAL NOTE REQUESTED 

3/22 REFERRED TO LOCAL GOVERNMENT 
3/27 HEARING 

3/28 FISCAL NOTE RECEIVED 

3/28 FISCAL NOTE PRINTED 


3/29 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 6 38 
3/30 COMMITTEE REPORT — BILL PASSED AS AMENDED 

4/03 2ND READING PASSED 30 19 
4/04 38RD READING PASSED 28 22 


TRANSMITTED TO HOUSE 

4/05 REFERRED TO TAXATION 

4/18 HEARING 

4/21 TABLED IN COMMITTEE 14. «7 
DIED IN STANDING COMMITTEE 


SB 524 INTRODUCED BY HERTZ LC0933 DRAFTER: COLES 


REVISE UNRELATED BUSINESS TAXABLE INCOME TO INCLUDE CERTAIN LEGAL 
FEES 


3/21 FISCAL NOTE PROBABLE 
3/21 INTRODUCED 

3/21 FISCAL NOTE REQUESTED 
3/22 REFERRED TO JUDICIARY 
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3/27 FISCAL NOTE RECEIVED 
3/27 FISCAL NOTE PRINTED 
3/28 HEARING 


3/30 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 7 ~#«4 
3/31 COMMITTEE REPORT — BILL PASSED AS AMENDED 

4/03 2ND READING PASSED 34 16 
4/04 38RD READING PASSED 31 19 


TRANSMITTED TO HOUSE 

4/05 REFERRED TO TAXATION 

4/13 HEARING 

4/17 TABLED IN COMMITTEE 21 O 
DIED IN STANDING COMMITTEE 


SB 525 INTRODUCED BY FLOWERS LC3621 DRAFTER: PALLISTER 
GENERALLY REVISE LAWS RELATED TO HUNTING LICENSES AND PERMITS 


3/21 FISCAL NOTE PROBABLE 
3/21 INTRODUCED 
3/21 FISCAL NOTE REQUESTED 
3/22 REFERRED TO FISH AND GAME 
3/27 FISCAL NOTE RECEIVED 
3/28 FISCAL NOTE PRINTED 
3/28 HEARING 
3/28 TABLED IN COMMITTEE 12 0 
4/06 MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


SB 526 INTRODUCED BY EMRICH [C0771 DRAFTER: BURKHARDT 
CONSTITUTIONAL REFERENDUM PERSONHOOD AMENDMENT 


3/22 INTRODUCED 

3/22 BILL NOT HEARD AT SPONSOR'S REQUEST 

4/06 MISSED DEADLINE FOR REFERENDUM PROPOSAL TRANSMITTAL 
DIED IN PROCESS 


SB 527 INTRODUCED BY SMALL [C1961 DRAFTER: J. WALKER 
CREATE MONTANA FARM WINE AND WINEGROWER LICENSE 


3/22 FISCAL NOTE PROBABLE 
3/22 INTRODUCED 
3/22 FISCAL NOTE REQUESTED 
3/24 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
3/28 HEARING 
3/28 FISCAL NOTE RECEIVED 
3/28 FISCAL NOTE SIGNED 
3/28 FISCAL NOTE PRINTED 
3/30 TABLED IN COMMITTEE 10 0 
4/06 MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


SB 528 INTRODUCED BY HERTZ LC4384 DRAFTER: HENNEMAN 
REVISE ZONING LAWS RELATED TO ADUS 


3/22 INTRODUCED 
3/24 REFERRED TO LOCAL GOVERNMENT 


SENATE BILLS 261 


3/27 HEARING 


3/29 COMMITTEE EXEC ACTION — BILL PASSED 7 2 
3/30 COMMITTEE REPORT — BILL PASSED 

4/03 2ND READING PASSED AS AMENDED 31 18 
4/04 38RD READING PASSED 32 18 


TRANSMITTED TO HOUSE 
4/05 REFERRED TO LOCAL GOVERNMENT 
4/13 HEARING 


4/20 TABLED IN COMMITTEE 16 O 

4/21 TAKEN FROM TABLE IN COMMITTEE 9 2 

4/21 COMMITTEE EXEC ACTION — CONCURRED AS AMD 9 7 

4/24 COMMITTEE REPORT — CONCURRED AS AMD 

4/27 2ND READING CONCURRED 83 17 

4/28 3RD READING CONCURRED 85 14 
RETURNED TO SENATE WITH AMENDMENTS 

5/01 2ND READING HOUSE AMDS CONCURRED 47 3 

5/01 38RD READING PASSED AS AMENDED BY HOUSE 48 1 


5/02 SENT TO ENROLLING 
5/04 RETURNED FROM ENROLLING 
5/05 SIGNED BY PRESIDENT 
5/11 SIGNED BY SPEAKER 
5/11 TRANSMITTED TO GOVERNOR 
5/17 SIGNED BY GOVERNOR 
5/18 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 502 
EFFECTIVE DATE: 1/01/2024 - ALL SECTIONS 


SB 529 INTRODUCED BY HERTZ LC0945 DRAFTER: COLES 
PROVIDE PROPERTY TAX EXEMPTION FOR WIRELESS INFRASTRUCTURE 


3/22 FISCAL NOTE PROBABLE 

3/22 INTRODUCED 

3/22 FISCAL NOTE REQUESTED 

3/24 REFERRED TO LOCAL GOVERNMENT 

3/27 HEARING 

3/28 FISCAL NOTE RECEIVED 

3/28 FISCAL NOTE PRINTED 

3/29 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 8 1 
3/30 COMMITTEE REPORT — BILL PASSED AS AMENDED 

3/30 REREFERRED TO FINANCE AND CLAIMS 

3/31 HEARING 

3/31 COMMITTEE EXEC ACTION — BILL PASSED 15 4 
3/31 REVISED FISCAL NOTE REQUESTED 

3/31 COMMITTEE REPORT — BILL PASSED 

4/03 2ND READING PASSED 88 12 
4/04 REVISED FISCAL NOTE RECEIVED 

4/04 REVISED FISCAL NOTE PRINTED 

4/04 38RD READING PASSED 35 15 


TRANSMITTED TO HOUSE 
4/05 REFERRED TO TAXATION 
4/13 HEARING 


4/17 COMMITTEE EXEC ACTION — CONCURRED AS AMD 14. (7 
4/17 COMMITTEE REPORT — CONCURRED AS AMD 
4/20 2ND READING NOT CONCURRED 44 55 


4/21 REVISED FISCAL NOTE RECEIVED 
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5/02 
5/02 


SB 530 INTRODUCED BY HERTZ 


MONTANA HISTORY AND FINAL STATUS 2023 


REVISED FISCAL NOTE PRINTED 

RECONSIDERED PREVIOUS ACTION; REMAINS IN 2ND READING 
PROCESS 

2ND READING CONCURRED 

REREFERRED TO APPROPRIATIONS 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
REVISED FISCAL NOTE REQUESTED 

COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO SENATE WITH AMENDMENTS 
2ND READING HOUSE AMDS NOT CONCURRED 
FC COMMITTEE APPOINTED 

FC COMMITTEE APPOINTED 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE PRINTED 

HEARING 

FC COMMITTEE REPORT RECEIVED 

FC COMMITTEE REPORT RECEIVED 

DIED IN PROCESS 


aa 


38 
31 


LC1504 DRAFTER: COLES 


GENERALLY REVISE TAXATION OF NEW, EXPANDED, OR IMPROVED INDUSTRIAL 
PROPERTY 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO LOCAL GOVERNMENT 
FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 
REREFERRED TO FINANCE AND CLAIMS 
HEARING 

TABLED IN COMMITTEE 

TAKEN FROM TABLE IN COMMITTEE 
COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO TAXATION 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
REVISED FISCAL NOTE REQUESTED 

COMMITTEE REPORT — CONCURRED AS AMD 
REVISED FISCAL NOTE RECEIVED (LOCAL GOVERNMENT FISCAL 
IMPACT) 

REVISED FISCAL NOTE PRINTED 

2ND READING CONCURRED 

REREFERRED TO APPROPRIATIONS 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 


19 


85 


17 


11 
14 


15 
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38RD READING CONCURRED 83 16 
RETURNED TO SENATE WITH AMENDMENTS 

2ND READING HOUSE AMDS CONCURRED 48 1 
3RD READING PASSED AS AMENDED BY HOUSE 84 15 


SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 695 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


SB 531 INTRODUCED BY SALOMON LC0016 DRAFTER: GRAFF 


GENERALLY REVIEW BROADBAND DEPLOYMENT LAWS 


3/22 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
HEARING 
FISCAL NOTE RECEIVED 
FISCAL NOTE SIGNED 
FISCAL NOTE PRINTED 


COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 10 O 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 49 1 
38RD READING PASSED 50 «0 


TRANSMITTED TO HOUSE 
REFERRED TO BUSINESS AND LABOR 


HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 12. =7 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED AS AMD 76 23 
3RD READING CONCURRED 73° 25 


RETURNED TO SENATE WITH AMENDMENTS 

2ND READING HOUSE AMDS NOT CONCURRED 46 3 
CONFERENCE COMMITTEE APPOINTED 

CONFERENCE COMMITTEE APPOINTED 


HEARING 

CONFERENCE COMMITTEE REPORT RECEIVED 5 0 
CONFERENCE COMMITTEE REPORT RECEIVED 5 0 
2ND READING CONFERENCE COMMITTEE REPORT ADOPTED 50 «~O 
2ND READING CONFERENCE COMMITTEE REPORT ADOPTED 98 2 
3RD READING CONFERENCE COMMITTEE REPORT ADOPTED 48 1 
3RD READING CONFERENCE COMMITTEE REPORT ADOPTED 74 22 


SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 696 
EFFECTIVE DATE: 5/19/2023 - ALL SECTIONS 
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SB 532 INTRODUCED BY DUNWELL LC1702 DRAFTER: GRAFF 
REVISE REGULATION AND TAXATION OF LARGE EMISSION SOURCES 


3/22 FISCAL NOTE PROBABLE 
3/22 INTRODUCED 
3/22 FISCAL NOTE REQUESTED 
3/24 REFERRED TO TAXATION 
3/28 HEARING 
3/28 FISCAL NOTE RECEIVED 
3/28 FISCAL NOTE SIGNED 
3/28 FISCAL NOTE PRINTED 
3/29 TABLED IN COMMITTEE 8 4 
4/06 MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


SB 533 INTRODUCED BY NOLAND LC1564 DRAFTER: PALLISTER 
REVISE LAWS RELATED TO OUT OF STATE HUNTING & FISHING 


3/23 FISCAL NOTE PROBABLE 

3/23 INTRODUCED 

3/23 FISCAL NOTE REQUESTED 

3/24 REFERRED TO FISH AND GAME 

3/28 HEARING 

3/28 COMMITTEE EXEC ACTION — BILL PASSED 9 38 
3/28 FISCAL NOTE RECEIVED 

3/28 FISCAL NOTE PRINTED 

3/29 COMMITTEE REPORT — BILL PASSED 

3/31 HEARING 


3/31 2ND READING PASSED AS AMENDED 48 2 
3/31 REREFERRED TO FINANCE AND CLAIMS 

3/31 COMMITTEE EXEC ACTION — BILL PASSED 19 O 
4/03 COMMITTEE REPORT — BILL PASSED 

4/04 3RD READING PASSED 50 0 


TRANSMITTED TO HOUSE 

4/05 REFERRED TO FISH, WILDLIFE AND PARKS 

4/13 HEARING 

4/18 TABLED IN COMMITTEE 19 O 
DIED IN STANDING COMMITTEE 


SB 534 INTRODUCED BY MCGILLVRAY LC4688 DRAFTER: WEISS 
CONSTITUTIONAL AMENDMENT ON REDISTRICTING 
3/23 INTRODUCED 


3/24 REFERRED TO STATE ADMINISTRATION 
3/29 HEARING 


3/29 COMMITTEE EXEC ACTION — BILL PASSED (i) 
3/30 COMMITTEE REPORT — BILL PASSED 

4/03 2ND READING PASSED 31 19 
4/04 3RD READING PASSED 31 19 


TRANSMITTED TO HOUSE 
4/05 REFERRED TO JUDICIARY 
4/17 HEARING 
4/24 COMMITTEE EXEC ACTION — CONCURRED AS AMD 12. «7 
4/24 COMMITTEE REPORT — CONCURRED AS AMD 
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4/27 2ND READING CONCURRED 66 34 
4/28 3RD READING CONCURRED 65 34 


RETURNED TO SENATE WITH AMENDMENTS 
DIED IN PROCESS 


SB 535 INTRODUCED BY R. LYNCH LC0763 DRAFTER: J. WALKER 
REVISE LOTTERY LAWS RELATING TO THE BOARD OF HORSERACING 


3/23 FISCAL NOTE PROBABLE 

3/23 INTRODUCED 

3/23 FISCAL NOTE REQUESTED 

3/24 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
3/28 HEARING 
3/30 FISCAL NOTE RECEIVED 

3/30 COMMITTEE EXEC ACTION — BILL PASSED 8 2 
3/30 COMMITTEE REPORT — BILL PASSED 

3/31 FISCAL NOTE PRINTED 

4/03 2ND READING PASSED 46 4 
4/03 REREFERRED TO FINANCE AND CLAIMS 

4/03 HEARING 


4/03 COMMITTEE EXEC ACTION — BILL PASSED 15 4 
4/03 COMMITTEE REPORT — BILL PASSED 
4/04 38RD READING PASSED 46 4 


TRANSMITTED TO HOUSE 
4/05 REFERRED TO BUSINESS AND LABOR 
4/14 HEARING 


4/20 COMMITTEE EXEC ACTION — BILL CONCURRED 16 38 
4/20 COMMITTEE REPORT — BILL CONCURRED 
4/24 2ND READING CONCURRED 93 4 


4/24 REREFERRED TO APPROPRIATIONS 
4/25 HEARING 


4/25 COMMITTEE EXEC ACTION — BILL CONCURRED 15) 1 
4/26 COMMITTEE REPORT — BILL CONCURRED 
4/28 3RD READING CONCURRED 94 5 


RETURNED TO SENATE 

4/29 SENT TO ENROLLING 
5/02 RETURNED FROM ENROLLING 
5/04 SIGNED BY PRESIDENT 
5/11 SIGNED BY SPEAKER 
5/11 TRANSMITTED TO GOVERNOR 
5/19 SIGNED BY GOVERNOR 
5/22 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 697 

EFFECTIVE DATE: 6/30/2024 - ALL SECTIONS 


SB 536 INTRODUCED BY HERTZ LC0305 DRAFTER: HENNEMAN 
PROVIDE FUNDING FOR LOCAL GOVERNMENT ROAD MAINTENANCE 


3/23 FISCAL NOTE PROBABLE 

3/23 INTRODUCED 

3/23 FISCAL NOTE REQUESTED 

3/24 REFERRED TO FINANCE AND CLAIMS 

3/28 HEARING 

3/28 COMMITTEE EXEC ACTION — BILL PASSED 11 8 
3/28 FISCAL NOTE RECEIVED 
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3/28 
3/29 
3/31 
4/03 


4/05 
4/13 
4/20 
4/21 
4/24 
4/26 
4/26 
4/26 
4/27 
4/27 
4/27 
4/27 
4/28 
4/28 


5/01 
5/01 
5/01 
5/01 
5/02 
5/04 
5/10 
5/11 
5/11 
5/19 
5/22 


SB 537 INTRODUCED BY SMALL 


PROVIDE TAX INCENTIVES FOR THE SALE OF MONTANA-PRODUCED FOOD 


3/23 
3/23 
3/24 
3/24 
3/28 
3/29 
3/30 
4/03 
4/06 


SB 538 INTRODUCED BY FRIEDEL 


MONTANA HISTORY AND FINAL STATUS 2023 


FISCAL NOTE PRINTED 

COMMITTEE REPORT — BILL PASSED 
2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO LOCAL GOVERNMENT 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 
REVISED FISCAL NOTE REQUESTED 

REREFERRED TO APPROPRIATIONS 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 
REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE PRINTED 

2ND READING CONCURRED 

REVISED FISCAL NOTE REQUESTED 

38RD READING CONCURRED 


RETURNED TO SENATE WITH AMENDMENTS 
2ND READING HOUSE AMDS CONCURRED 
3RD READING PASSED AS AMENDED BY HOUSE 
REVISED FISCAL NOTE RECEIVED 
REVISED FISCAL NOTE PRINTED 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 698 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO TAXATION 
HEARING 

TABLED IN COMMITTEE 
FISCAL NOTE RECEIVED 
FISCAL NOTE PRINTED 


MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 


DIED IN STANDING COMMITTEE 


GENERALLY REVISE MARIJUANA LAWS 


3/23 
3/23 
3/24 
3/24 
3/28 


FISCAL NOTE PROBABLE 
INTRODUCED 
FISCAL NOTE REQUESTED 


REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 


HEARING 


27 
28 


10 


19 


67 


75 


33 
32 


23 
21 


17 
17 


LC0863 DRAFTER: M. MOORE 


LC4624 DRAFTER: E. SULLIVAN 


SENATE BILLS 267 


3/29 FISCAL NOTE RECEIVED 

3/30 COMMITTEE EXEC ACTION — BILL PASSED 10 0 
3/30 FISCAL NOTE PRINTED 

3/30 COMMITTEE REPORT — BILL PASSED 

4/03 2ND READING PASSED 47 3 
4/03 REREFERRED TO FINANCE AND CLAIMS 

4/03 HEARING 


4/03 TABLED IN COMMITTEE 19 O 
4/03 TAKEN FROM TABLE IN COMMITTEE 

4/03 COMMITTEE EXEC ACTION — BILL PASSED 13 6 
4/03 COMMITTEE REPORT — BILL PASSED 

4/04 3RD READING PASSED 44 6 


TRANSMITTED TO HOUSE 
4/05 REFERRED TO BUSINESS AND LABOR 
4/14 HEARING 
4/20 COMMITTEE EXEC ACTION — CONCURRED AS AMD 14° «5 
4/20 COMMITTEE REPORT — CONCURRED AS AMD 
4/21 REVISED FISCAL NOTE REQUESTED 
4/24 2ND READING CONCURRED 65 34 
4/24 REREFERRED TO APPROPRIATIONS 
4/25 HEARING 
4/26 REVISED FISCAL NOTE RECEIVED 
4/26 COMMITTEE EXEC ACTION — CONCURRED AS AMD 16 7 
4/27 COMMITTEE REPORT — CONCURRED AS AMD 
4/27 REVISED FISCAL NOTE PRINTED 


4/27 2ND READING NOT CONCURRED 49 50 
4/27 RECONSIDERED PREVIOUS ACTION; PLACED ON 2ND READING 50 47 
5/01 2ND READING NOT CONCURRED AS AMD 38 62 


DIED IN PROCESS 
SB 539 INTRODUCED BY MOLNAR LC0019 DRAFTER: COLES 
ESTABLISH THE WATER SEVERANCE BENEFICIAL USE ACT 


3/23 INTRODUCED 
3/24 FISCAL NOTE REQUESTED 
3/24 REFERRED TO ENERGY AND TELECOMMUNICATIONS 
3/29 FISCAL NOTE RECEIVED 
3/30 FISCAL NOTE PRINTED 
3/30 HEARING 
3/30 TABLED IN COMMITTEE 11 1 
4/06 MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


SB 540 INTRODUCED BY D. ZOLNIKOV LC1822 DRAFTER: E. SULLIVAN 
REVISE ALLOWABLE STATE-FUNDED TOURISM PROMOTION LAWS 


3/24 FISCAL NOTE PROBABLE 
3/24 INTRODUCED 

3/24 FISCAL NOTE REQUESTED 
3/24 REFERRED TO TAXATION 
3/28 HEARING 
3/28 FISCAL NOTE RECEIVED 

3/29 COMMITTEE EXEC ACTION — BILL PASSED 12 0 
3/29 FISCAL NOTE PRINTED 

3/30 COMMITTEE REPORT — BILL PASSED 

4/03 2ND READING PASSED AS AMENDED 44 6 
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4/04 


4/05 
4/14 
4/17 
AI17 
4/17 
4/20 
4/20 
4/21 
4/24 


4/26 
4/27 
4/27 
5/02 
5/04 
5/11 
5/11 
5/19 
5/22 
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38RD READING PASSED 


TRANSMITTED TO HOUSE 
REFERRED TO TAXATION 
HEARING 


46 


COMMITTEE EXEC ACTION — CONCURRED AS AMD 20 


REVISED FISCAL NOTE REQUESTED 
COMMITTEE REPORT — CONCURRED AS AMD 
REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE PRINTED 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO SENATE WITH AMENDMENTS 
2ND READING HOUSE AMDS CONCURRED 
3RD READING PASSED AS AMENDED BY HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 699 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


SB 541 INTRODUCED BY DUNWELL 


85 
83 


48 
46 


15 
15 


LC4030 DRAFTER: HESS 


ESTABLISH TAX CREDIT FOR BIOFUELS MADE AND SOLD MONTANA 


3/24 
3/27 
3/30 
3/30 
4/06 


SB 542 INTRODUCED BY MOLNAR 


CONSTITUTIONAL AMENDMENT TO LIMIT PROPERTY VALUES AND PROPERTY 


TAXES 


3/24 
3/24 
3/24 
3/27 
3/29 
3/30 
3/31 
3/31 
4/06 


SB 543 INTRODUCED BY BOLDMAN 


INTRODUCED 

REFERRED TO TAXATION 
HEARING 

TABLED IN COMMITTEE 


10 


MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 


DIED IN STANDING COMMITTEE 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO STATE ADMINISTRATION 
FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

HEARING 

TABLED IN COMMITTEE 


10 


MISSED DEADLINE FOR REFERENDUM PROPOSAL TRANSMITTAL 


DIED IN STANDING COMMITTEE 


REVISE ALCOHOL LAWS RELATING TO OFF-PREMISES BEER AND WINE 
LICENSES AND DELIVERY 


3/24 
3/24 


FISCAL NOTE PROBABLE 
INTRODUCED 


LC2804 DRAFTER: M. MOORE 


0 


LC0782 DRAFTER: J. WALKER 
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3/24 FISCAL NOTE REQUESTED 

3/27 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
3/28 FISCAL NOTE RECEIVED 

3/28 FISCAL NOTE PRINTED 

3/29 HEARING 


3/30 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED (i) 
3/30 COMMITTEE REPORT — BILL PASSED AS AMENDED 

4/03 2ND READING PASSED 26 24 
4/04 38RD READING PASSED 28 22 


TRANSMITTED TO HOUSE 
4/05 REFERRED TO BUSINESS AND LABOR 
4/14 HEARING 
4/21 COMMITTEE EXEC ACTION — CONCURRED AS AMD 14° 5 
4/21 COMMITTEE REPORT — CONCURRED AS AMD 
4/24 REVISED FISCAL NOTE REQUESTED 
4/27 2ND READING CONCURRED 50 49 
4/28 38RD READING FAILED 47 52 
DIED IN PROCESS 


SB 544 INTRODUCED BY CURDY LC1854 DRAFTER: E. SULLIVAN 
REVISE INTERNET LAWS RELATED TO MATERIAL HARMFUL TO MINORS 
3/24 INTRODUCED 


3/27 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
3/29 HEARING 


3/30 COMMITTEE EXEC ACTION — BILL PASSED 10 0 
3/30 COMMITTEE REPORT — BILL PASSED 

4/03 2ND READING PASSED 47 2 
4/04 38RD READING PASSED 47 3 


TRANSMITTED TO HOUSE 
4/05 REFERRED TO JUDICIARY 
4/13 HEARING 


4/19 COMMITTEE EXEC ACTION — BILL CONCURRED 14° 5 
4/19 COMMITTEE REPORT — BILL CONCURRED 

4/21 2ND READING CONCURRED 88 12 
4/24 3RD READING CONCURRED 84 13 


RETURNED TO SENATE 

4/24 SENT TO ENROLLING 
5/02 RETURNED FROM ENROLLING 
5/04 SIGNED BY PRESIDENT 
5/11 SIGNED BY SPEAKER 
5/11 TRANSMITTED TO GOVERNOR 
5/19 SIGNED BY GOVERNOR 
5/22 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 700 

EFFECTIVE DATE: 1/01/2024 - ALL SECTIONS 


SB 545 INTRODUCED BY S. FITZPATRICK LC2630 DRAFTER: HENNEMAN 
REVISE LOCAL GOVERNMENT BUILDING CODE LAWS 


3/24 FISCAL NOTE PROBABLE 

3/24 INTRODUCED 

3/24 FISCAL NOTE REQUESTED 

3/27 REFERRED TO LOCAL GOVERNMENT 
3/29 HEARING 
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3/29 TABLED IN COMMITTEE 9 O 
3/29 FISCAL NOTE RECEIVED 
3/29 FISCAL NOTE PRINTED 
4/06 MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


SB 546 INTRODUCED BY K. REGIER LC2284 DRAFTER: E. SULLIVAN 
GENERALLY REVISE MARIJUANA LAW 


3/24 FISCAL NOTE PROBABLE 
3/24 INTRODUCED 
3/24 FISCAL NOTE REQUESTED 
3/27 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
3/29 HEARING 
3/29 FISCAL NOTE RECEIVED 
3/29 FISCAL NOTE PRINTED 
3/30 TABLED IN COMMITTEE 10 0 
4/06 MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


SB 547 INTRODUCED BY O’BRIEN LC0851 DRAFTER: COLES 
REVISE CAPITAL GAINS TAX LAW TO FUND TEACHER SALARY INCREASES 


3/24 FISCAL NOTE PROBABLE 
3/24 INTRODUCED 
3/24 FISCAL NOTE REQUESTED 
3/27 REFERRED TO FINANCE AND CLAIMS 
3/29 FISCAL NOTE RECEIVED 
3/29 FISCAL NOTE PRINTED 
3/30 HEARING 
3/30 TABLED IN COMMITTEE 19 O 
4/06 MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


SB 548 INTRODUCED BY TREBAS LC4169 DRAFTER: COLES 
ELIMINATE GOVERNMENT ENTITY PROPERTY TAX LEVY LIMITATIONS 


3/24 FISCAL NOTE PROBABLE 
3/24 INTRODUCED 

3/24 FISCAL NOTE REQUESTED 
3/27 REFERRED TO TAXATION 
3/29 FISCAL NOTE RECEIVED 
3/30 FISCAL NOTE PRINTED 
3/30 HEARING 


3/30 COMMITTEE EXEC ACTION — BILL PASSED 9 8 
3/30 COMMITTEE REPORT — BILL PASSED 
4/03 2ND READING PASS MOTION FAILED 20 30 
4/03 2ND READING INDEFINITELY POSTPONED 40 10 
4/06 MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 
DIED IN PROCESS 
SB 549 INTRODUCED BY HERTZ LC0778 DRAFTER: COLES 


PROVIDE A 5 YEAR PREPAID PROPERTY TAX EXEMPTION DURING SUBDIVISION 
DEVELOPMENT 


3/24 FISCAL NOTE PROBABLE 
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3/24 INTRODUCED 

3/24 FISCAL NOTE REQUESTED 

3/27 REFERRED TO LOCAL GOVERNMENT 

3/28 FISCAL NOTE RECEIVED 

3/28 FISCAL NOTE PRINTED 

3/29 HEARING 

3/29 COMMITTEE EXEC ACTION — BILL PASSED 8 1 
3/30 COMMITTEE REPORT — BILL PASSED 

3/30 REREFERRED TO FINANCE AND CLAIMS 

3/31 HEARING 


3/31 COMMITTEE EXEC ACTION — BILL PASSED 14.5 
3/31 COMMITTEE REPORT — BILL PASSED 

4/03 2ND READING PASSED 29 21 
4/04 3RD READING FAILED 25 25 


4/06 MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 
DIED IN PROCESS 


SB 550 INTRODUCED BY HERTZ LC0295 DRAFTER: COLES 


GENERALLY REVISE INCOME TAX LAWS AND CLARIFY INCOME TAX REFORM 
PROVISIONS 


3/24 FISCAL NOTE PROBABLE 

3/24 INTRODUCED 

3/24 FISCAL NOTE REQUESTED 

3/27 REFERRED TO TAXATION 

3/28 FISCAL NOTE RECEIVED 

3/28 FISCAL NOTE PRINTED 

3/29 HEARING 

3/29 COMMITTEE EXEC ACTION — BILL PASSED 8 4 
3/30 COMMITTEE REPORT — BILL PASSED 
3/30 REREFERRED TO FINANCE AND CLAIMS 
3/31 HEARING 


3/31 COMMITTEE EXEC ACTION — BILL PASSED 19 O 
3/31 COMMITTEE REPORT — BILL PASSED 

4/03 2ND READING PASSED 34 16 
4/04 3RD READING PASSED 34 16 


TRANSMITTED TO HOUSE 
4/05 REFERRED TO TAXATION 
4/13 HEARING 


4/17 COMMITTEE EXEC ACTION — CONCURRED AS AMD 20 1 
4/17 COMMITTEE REPORT — CONCURRED AS AMD 
4/21 2ND READING CONCURRED 96 4 


4/21 REREFERRED TO APPROPRIATIONS 
4/21 HEARING 


4/21 COMMITTEE EXEC ACTION — BILL CONCURRED 17 (0 

4/24 COMMITTEE REPORT — BILL CONCURRED 

4/26 38RD READING CONCURRED 93 6 
RETURNED TO SENATE WITH AMENDMENTS 

5/01 2ND READING HOUSE AMDS CONCURRED 49 0 

5/01 3RD READING PASSED AS AMENDED BY HOUSE 47 2 


5/02 SENT TO ENROLLING 

5/04 RETURNED FROM ENROLLING 
5/05 SIGNED BY PRESIDENT 

5/11 SIGNED BY SPEAKER 

5/11 TRANSMITTED TO GOVERNOR 
5/19 SIGNED BY GOVERNOR 
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5/22 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 701 
EFFECTIVE DATE: 5/19/2023 - SECTIONS 7 AND 10-12 
EFFECTIVE DATE: 1/01/2024 - SECTIONS 1-6 


SB 551 INTRODUCED BY POPE LC2360 DRAFTER: COLES 
PROVIDE FOR LOCAL OPTION TAX 


3/27 FISCAL NOTE PROBABLE 
3/27 INTRODUCED 
3/27 FISCAL NOTE REQUESTED 
3/27 REFERRED TO TAXATION 
3/30 FISCAL NOTE RECEIVED 
3/30 FISCAL NOTE PRINTED 
3/30 HEARING 
3/30 TABLED IN COMMITTEE 10 2 
4/06 MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


SB 552 INTRODUCED BY HERTZ LC0388 DRAFTER: J. WALKER 
GENERALLY REVISE LAWS RELATED TO HEALTHCARE INSURANCE RISK POOLS 


3/27 FISCAL NOTE PROBABLE 

3/27 INTRODUCED 

3/27 FISCAL NOTE REQUESTED 

3/27 REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 

3/29 HEARING 

3/29 TABLED IN COMMITTEE 9 O 

3/30 FISCAL NOTE RECEIVED 

3/31 FISCAL NOTE PRINTED 

3/31 REVISED FISCAL NOTE REQUESTED 

4/06 MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


SB 553 INTRODUCED BY HERTZ LC0306 DRAFTER: MCCRACKEN 
REVISE SCHOOL FUNDING LAWS RELATED TO SCHOOL FACILITIES 


3/27 FISCAL NOTE PROBABLE 
3/27 INTRODUCED 
3/27 FISCAL NOTE REQUESTED 
3/27 REFERRED TO FINANCE AND CLAIMS 
3/29 FISCAL NOTE RECEIVED 
3/29 FISCAL NOTE PRINTED 
3/30 HEARING 
3/30 TABLED IN COMMITTEE 19 O 
4/06 MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


SB 554 INTRODUCED BY HERTZ LC0301 DRAFTER: COLES 
PROVIDE OPTIONAL PASS-THROUGH ENTITY TAX WITH REFUNDABLE CREDIT 


3/27 FISCAL NOTE PROBABLE 
3/27 INTRODUCED 

3/27 FISCAL NOTE REQUESTED 
3/27 REFERRED TO TAXATION 
3/29 FISCAL NOTE RECEIVED 


3/29 
3/30 
3/30 
3/30 
4/03 
4/04 


4/05 
4/13 
AI17 
4/17 
4/19 
4/20 


4/26 
4/26 
5/04 
5/11 
5/11 
5/19 
5/22 


SENATE BILLS 


FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO TAXATION 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO SENATE 

SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 702 


EFFECTIVE DATE: 5/19/2023 - SECTIONS 1-5 AND 7-9 


EFFECTIVE DATE: 1/01/2024 - SECTION 6 


SB 555 INTRODUCED BY HERTZ 


PROVIDE FOR SPECIAL SPOUSAL TRUSTS WITH PROPERTY TREATED AS 


COMMUNITY PROPERTY 


3/27 
3/27 
3/27 
3/27 
3/29 
3/29 
3/30 
3/30 
3/30 
3/30 
3/31 
3/31 
4/03 
4/03 
4/04 


4/05 
4/13 
4/17 
4/17 
4/19 
4/19 
4/20 
4/20 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO JUDICIARY 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 
REREFERRED TO FINANCE AND CLAIMS 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO TAXATION 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

REREFERRED TO APPROPRIATIONS 

HEARING 

TABLED IN COMMITTEE 

DIED IN STANDING COMMITTEE 


12 


50 


99 
96 


17 


38 


90 


12 


2738 


LC0332 DRAFTER: COLES 


12 
11 


10 


11 
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SB 556 INTRODUCED BY GLIMM 
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GENERALLY REVISE WORKERS COMPENSATION LAWS 


3/27 
3/27 
3/27 
3/29 
3/30 
4/04 
4/05 
4/06 


SB 557 INTRODUCED BY NOLAND 


INTRODUCED 
FISCAL NOTE REQUESTED 


REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 


HEARING 

TABLED IN COMMITTEE 
FISCAL NOTE RECEIVED 
FISCAL NOTE PRINTED 


MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 


DIED IN STANDING COMMITTEE 


REVISE MEPA RELATING TO LITIGATION 


3/27 
3/27 
3/27 
3/27 
3/29 
3/29 
3/30 
3/30 
3/30 
3/30 
4/03 
4/04 


4/05 
4/14 
4/17 
4/18 
4/21 
4/24 


4/26 
4/27 
4/27 
5/02 
5/04 
5/11 
5/11 
5/19 
5/22 


SB 558 INTRODUCED BY MORIGEAU 


REQUIRE UNITED STATES CASH TO BE ACCEPTED AS CURRENCY 


3/27 
3/27 
3/31 
3/31 


FISCAL NOTE PROBABLE 
INTRODUCED 
FISCAL NOTE REQUESTED 


REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 


HEARING 
FISCAL NOTE RECEIVED 

COMMITTEE EXEC ACTION — BILL PASSED 
FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED AS AMENDED 

38RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO NATURAL RESOURCES 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO SENATE WITH AMENDMENTS 
2ND READING HOUSE AMDS CONCURRED 
38RD READING PASSED AS AMENDED BY HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 703 
EFFECTIVE DATE: 5/19/2023 - ALL SECTIONS 


INTRODUCED 

REFERRED TO LOCAL GOVERNMENT 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 


10 


30 
30 


34 
34 


LC3945 DRAFTER: J. WALKER 


[C1585 DRAFTER: KOLMAN 


19 
20 


16 
16 


LC4218 DRAFTER: J. WALKER 


4/03 
4/03 
4/04 


4/05 
4/13 
4/13 
4/14 
4/18 
4/19 


4/25 
4/26 
4/27 
5/02 
5/04 
5/11 
5/11 
5/19 
5/22 


SENATE BILLS 


COMMITTEE REPORT — BILL PASSED 


275 


2ND READING PASSED 50 =O 
3RD READING PASSED 50 0 
TRANSMITTED TO HOUSE 

REFERRED TO BUSINESS AND LABOR 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 18 #1 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 83 17 
38RD READING CONCURRED 83 15 
RETURNED TO SENATE WITH AMENDMENTS 

2ND READING HOUSE AMDS CONCURRED 50 0 
3RD READING PASSED AS AMENDED BY HOUSE 50 «=O 


SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 704 


EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


SB 559 INTRODUCED BY TREBAS 


REVISE ADULT GUARDIANSHIP LAWS 


3/27 
3/27 
3/27 
3/28 
3/29 
3/30 
3/31 
3/31 
3/31 
4/03 
4/04 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO JUDICIARY 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 
2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO HOUSE 
REFERRED TO JUDICIARY 
HEARING 

TABLED IN COMMITTEE 

DIED IN STANDING COMMITTEE 


SB 560 INTRODUCED BY FULLER 


ESTABLISH THE DEFEND THE MONTANA GUARD ACT 


3/28 
3/28 
3/28 
3/28 
3/31 
3/31 
3/31 
3/31 
4/06 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO STATE ADMINISTRATION 
FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

HEARING 

TABLED IN COMMITTEE 


LC3899 DRAFTER: SANDRU 


LC2086 DRAFTER: CARROLL 


MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 


DIED IN STANDING COMMITTEE 
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SB 561 INTRODUCED BY HINEBAUCH LC2269 DRAFTER: GRAFF 
CREATE VETERINARY RETAIL FACILITY PERMITS 
3/28 INTRODUCED 


3/28 REFERRED TO AGRICULTURE, LIVESTOCK AND IRRIGATION 
3/30 HEARING 


3/30 COMMITTEE EXEC ACTION — BILL PASSED 11 0 
3/31 COMMITTEE REPORT — BILL PASSED 

4/03 2ND READING PASSED 48 2 
4/04 38RD READING PASSED 49 1 


TRANSMITTED TO HOUSE 
4/05 REFERRED TO AGRICULTURE 
4/13 HEARING 


4/13 COMMITTEE EXEC ACTION — CONCURRED AS AMD 19 O 

4/14 COMMITTEE REPORT — CONCURRED AS AMD 

4/18 2ND READING CONCURRED 100 O 

4/19 3RD READING CONCURRED 96 2 
RETURNED TO SENATE WITH AMENDMENTS 

4/29 2ND READING HOUSE AMDS CONCURRED 50 0 

5/01 38RD READING PASSED AS AMENDED BY HOUSE 49 0 


5/02 SENT TO ENROLLING 
5/02 RETURNED FROM ENROLLING 
5/04 SIGNED BY PRESIDENT 
5/11 SIGNED BY SPEAKER 
5/12 TRANSMITTED TO GOVERNOR 
5/22 SIGNED BY GOVERNOR 
5/22 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 759 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


SB 562 INTRODUCED BY FRIEDEL LC0951 DRAFTER: WEISS 


CONSTITUTIONAL AMENDMENT REGARDING TERM LIMITS FOR OTHER PUBLIC 
OFFICIALS/JUDGES 


3/28 INTRODUCED 
3/28 REFERRED TO STATE ADMINISTRATION 
3/31 HEARING 
3/31 TABLED IN COMMITTEE 10 0 
4/06 MISSED DEADLINE FOR REFERENDUM PROPOSAL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


SB 563 INTRODUCED BY BOGNER LC4606 DRAFTER: JOHNSON 


CONSTITUTIONAL AMENDMENT ESTABLISHING A MENTAL HEALTH TRUST 
FUND 


3/28 INTRODUCED 
3/28 REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
3/29 HEARING 


3/29 COMMITTEE EXEC ACTION — BILL PASSED 5 64 
3/30 COMMITTEE REPORT — BILL PASSED 
4/03 2ND READING PASSED 41 9 


4/04 38RD READING PASSED 40 10 


4/05 
4/17 
4/18 


SB 564 INTRODUCED BY MCGILLVRAY 


REVISE LAWS RELATED TO IMMUNITY FOR FREE HEALTH CARE SERVICES 


3/28 
3/28 
3/29 
3/29 
3/30 
3/31 
3/31 
3/31 
4/03 
4/04 


4/05 
4/13 
4/13 
4/14 
4/18 
4/19 


4/25 
4/26 
4/27 
5/02 
5/04 
5/11 
5/11 
5/19 
5/22 


SB 565 INTRODUCED BY HERTZ 


SENATE BILLS 


TRANSMITTED TO HOUSE 
REFERRED TO JUDICIARY 
HEARING 

TABLED IN COMMITTEE 

DIED IN STANDING COMMITTEE 


INTRODUCED 

REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 
FISCAL NOTE REQUESTED 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO HUMAN SERVICES 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO SENATE WITH AMENDMENTS 
2ND READING HOUSE AMDS CONCURRED 
38RD READING PASSED AS AMENDED BY HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
SIGNED BY SPEAKER 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 705 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


GENERALLY REVISE PRIMARY ELECTION AND NOMINATION LAWS 


3/28 
3/28 
3/28 
3/28 
3/31 
3/31 
3/31 
3/31 
4/03 
4/03 
4/04 


4/05 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO STATE ADMINISTRATION 
FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 
2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO HOUSE 
REFERRED TO STATE ADMINISTRATION 


19 


34 
34 


14 
67 
66 


48 
49 


0 


LC0569 DRAFTER: O°CONNELL 


16 
16 


33 
31 


LC4636 DRAFTER: WEISS 
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4/14 
4/17 
4/27 
4/27 
4/27 
4/27 


SB 566 INTRODUCED BY HERTZ 


MONTANA HISTORY AND FINAL STATUS 2023 


HEARING 

TABLED IN COMMITTEE 

TAKEN FROM TABLE IN COMMITTEE 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING NOT CONCURRED 

DIED IN PROCESS 


REQUIRE TOP TWO PRIMARY FOR U.S. SENATE RACES 


3/28 
3/28 
3/28 
3/28 
3/31 
3/31 
3/31 
3/31 
4/03 
4/03 
4/03 
4/03 
4/04 


4/05 
4/14 
4/19 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO STATE ADMINISTRATION 
FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

HEARING 

TABLED IN COMMITTEE 

TAKEN FROM TABLE IN COMMITTEE 
COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 
2ND READING PASSED AS AMENDED 
3RD READING PASSED 


TRANSMITTED TO HOUSE 

REFERRED TO STATE ADMINISTRATION 
HEARING 

TABLED IN COMMITTEE 

DIED IN STANDING COMMITTEE 


18 0 
10 8 
39 60 


LC1836 DRAFTER: WEISS 


SENATE JOINT RESOLUTIONS 
SJ 1 INTRODUCED BY S. FITZPATRICK LC3377 DRAFTER: COLES 
SENATE JOINT RESOLUTION ON THE JOINT RULES 
BY REQUEST OF JOINT RULES COMMITTEE 
12/16 INTRODUCED 


12/28 REFERRED TO RULES 
1/03 HEARING 


1/03 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 14 0 
1/06 COMMITTEE REPORT — BILL PASSED AS AMENDED 

1/09 2ND READING PASSED 45 5 
1/10 3RD READING PASSED 46 4 


TRANSMITTED TO HOUSE 
1/12 REFERRED TO RULES 
1/17 HEARING 


1/17 COMMITTEE EXEC ACTION — BILL CONCURRED 19 O 

1/17 COMMITTEE REPORT — BILL CONCURRED 

1/20 2ND READING CONCURRED AS AMD 98 1 

1/23 38RD READING CONCURRED 98 1 
RETURNED TO SENATE WITH AMENDMENTS 

1/26 2ND READING HOUSE AMDS CONCURRED 34 15 

1/27 3RD READING PASSED AS AMENDED BY HOUSE 387 12 


1/27 SENT TO ENROLLING 

1/27 RETURNED FROM ENROLLING 

1/31 SIGNED BY PRESIDENT 

2/02 SIGNED BY SPEAKER 

2/02 FILED WITH SECRETARY OF STATE 


SJ 2 INTRODUCED BY MCGILLVRAY LC0166 DRAFTER: KREZOWSKI 
RESOLUTION FOR ARTICLE V OF US CONSTITUTION CONVENTION OF STATES 
12/07 INTRODUCED 


1/12 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
1/18 HEARING 


1/24 COMMITTEE EXEC ACTION — BILL PASSED 6 4 
1/25 COMMITTEE REPORT — BILL PASSED 

1/31 2ND READING PASSED 26 24 
2/01 38RD READING FAILED 25 25 


3/13 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN PROCESS 


SJ 3 INTRODUCED BY R. LYNCH LC0359 DRAFTER: WEISS 
JOINT RESOLUTION RELATED TO THE JUSTICE COUNTS INITIATIVE 
BY REQUEST OF LAW AND JUSTICE INTERIM COMMITTEE 
12/14 INTRODUCED 


12/28 REFERRED TO JUDICIARY 
1/10 HEARING 


1/13 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 11 0 
1/16 COMMITTEE REPORT — BILL PASSED AS AMENDED 
1/19 2ND READING PASSED 48 2 


1/20 3RD READING PASSED 47 2 
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TRANSMITTED TO HOUSE 
3/10 REFERRED TO JUDICIARY 
3/16 HEARING 


3/16 COMMITTEE EXEC ACTION — BILL CONCURRED 18 0 
3/16 COMMITTEE REPORT — BILL CONCURRED 

4/07 2ND READING CONCURRED 99 0 
4/12 38RD READING CONCURRED 100 0 


RETURNED TO SENATE 
4/13 SENT TO ENROLLING 
4/18 RETURNED FROM ENROLLING 
4/20 SIGNED BY PRESIDENT 
4/27 FILED WITH SECRETARY OF STATE 


SJ 4 INTRODUCED BY MCKAMEY LC0889 DRAFTER: POWER 
PROVIDE FOR INTERIM STUDY OF PERS AND TRS 


BY REQUEST OF STATE ADMINISTRATION AND VETERANS’ AFFAIRS INTERIM 
COMMITTEE 


12/16 INTRODUCED 

12/21 FISCAL NOTE REQUESTED 

12/21 FISCAL NOTE RECEIVED 

12/21 FISCAL NOTE SIGNED 

12/21 FISCAL NOTE PRINTED 

12/28 REFERRED TO STATE ADMINISTRATION 
1/09 HEARING 


1/09 COMMITTEE EXEC ACTION — BILL PASSED 10 0 
1/11 COMMITTEE REPORT — BILL PASSED 

1/12 2ND READING PASSED 48 1 
1/13 3RD READING PASSED 47 2 


TRANSMITTED TO HOUSE 
1/18 REFERRED TO STATE ADMINISTRATION 
1/25 HEARING 


1/26 COMMITTEE EXEC ACTION — BILL CONCURRED 18 0 
1/26 COMMITTEE REPORT — BILL CONCURRED 

2/03 2ND READING CONCURRED 91 9 
2/06 38RD READING CONCURRED 88 10 


RETURNED TO SENATE 
2/08 SENT TO ENROLLING 
2/17 RETURNED FROM ENROLLING 
2/21 SIGNED BY PRESIDENT 
2/21 SIGNED BY SPEAKER 
2/22 FILED WITH SECRETARY OF STATE 


SJ 5 INTRODUCED BY BROWN LC0361 DRAFTER: SANKEY KEIP 


RESOLUTION URGING CONGRESS TO FULLY FUND LAW ENFORCEMENT IN 
INDIAN COUNTRY 


BY REQUEST OF STATE-TRIBAL RELATIONS COMMITTEE 


12/16 INTRODUCED 

12/28 REFERRED TO JUDICIARY 

1/10 HEARING 

1/11 COMMITTEE EXEC ACTION — BILL PASSED 11 0 


SJ 6 


SJ 7 
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1/19 COMMITTEE REPORT — BILL PASSED 
1/23 2ND READING PASSED 49 0 
1/24 38RD READING PASSED 49 0 


TRANSMITTED TO HOUSE 
3/10 REFERRED TO ENERGY, TECHNOLOGY AND FEDERAL RELATIONS 
3/15 HEARING 


3/20 COMMITTEE EXEC ACTION — BILL CONCURRED 13 (0 
3/21 COMMITTEE REPORT — BILL CONCURRED 

4/12 2ND READING CONCURRED 100 O 
4/13 3RD READING CONCURRED 100 0 


RETURNED TO SENATE 
4/14 SENT TO ENROLLING 
4/18 RETURNED FROM ENROLLING 
4/19 SIGNED BY PRESIDENT 
4/21 SIGNED BY SPEAKER 
4/21 FILED WITH SECRETARY OF STATE 


INTRODUCED BY WEBBER LC3923 DRAFTER: MCCRACKEN 


JOINT RESOLUTION TO RECOGNIZE THE INDIAN BOARDING SCHOOL 
EXPERIENCE 


1/12 INTRODUCED 

1/16 REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
1/19 REREFERRED TO EDUCATION AND CULTURAL RESOURCES 
1/25 HEARING 


1/30 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 11 0 
1/31 COMMITTEE REPORT — BILL PASSED AS AMENDED 

2/02 2ND READING PASSED 45 5 
2/03 3RD READING PASSED 44 6 


TRANSMITTED TO HOUSE 
3/10 REFERRED TO ENERGY, TECHNOLOGY AND FEDERAL RELATIONS 
3/15 HEARING 


3/20 COMMITTEE EXEC ACTION — BILL CONCURRED 13 0 
3/21 COMMITTEE REPORT — BILL CONCURRED 

4/12 2ND READING CONCURRED 93 5 
4/13 38RD READING CONCURRED 94 6 


RETURNED TO SENATE 
4/14 SENT TO ENROLLING 
4/18 RETURNED FROM ENROLLING 
4/19 SIGNED BY PRESIDENT 
4/21 SIGNED BY SPEAKER 
4/21 FILED WITH SECRETARY OF STATE 


INTRODUCED BY O’BRIEN LC0849 DRAFTER: MCCRACKEN 
JOINT RESOLUTION RECOGNIZING IRELAND ON ST. PATRICK’S DAY 
1/13 INTRODUCED 


1/16 REFERRED TO STATE ADMINISTRATION 
1/23 HEARING 


1/23 COMMITTEE EXEC ACTION — BILL PASSED 10 O 
1/24 COMMITTEE REPORT — BILL PASSED 
1/26 2ND READING PASSED 48 1 


1/27 38RD READING PASSED 49 0 
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TRANSMITTED TO HOUSE 
3/10 REFERRED TO ENERGY, TECHNOLOGY AND FEDERAL RELATIONS 
3/15 HEARING 


3/15 COMMITTEE EXEC ACTION — BILL CONCURRED 13 (0 
3/16 COMMITTEE REPORT — BILL CONCURRED 

3/17 2ND READING CONCURRED 97 2 
3/20 38RD READING CONCURRED 92 6 


RETURNED TO SENATE 
3/21 SENT TO ENROLLING 
3/28 RETURNED FROM ENROLLING 
3/31 SIGNED BY PRESIDENT 
4/12 SIGNED BY SPEAKER 
4/12 FILED WITH SECRETARY OF STATE 


INTRODUCED BY ELLSWORTH LC4442 DRAFTER: WEISS 
JOINT RESOLUTION ON REDISTRICTING 


1/16 INTRODUCED 

1/16 REFERRED TO 

1/17 HEARING 

1/20 REREFERRED TO STATE ADMINISTRATION 
1/23 HEARING 


1/23 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED (i) 
1/23 COMMITTEE REPORT — BILL PASSED AS AMENDED 

1/24 2ND READING PASSED 84 15 
1/24 38RD READING PASSED 34 15 


TRANSMITTED TO HOUSE 
1/25 REFERRED TO STATE ADMINISTRATION 


1/26 COMMITTEE EXEC ACTION — BILL CONCURRED 12 6 
1/26 COMMITTEE REPORT — BILL CONCURRED 

1/27 2ND READING CONCURRED 68 32 
1/30 38RD READING CONCURRED 69 29 


RETURNED TO SENATE 
1/31 SENT TO ENROLLING 
2/01 RETURNED FROM ENROLLING 
2/01 SIGNED BY PRESIDENT 
2/02 SIGNED BY SPEAKER 
2/02 FILED WITH SECRETARY OF STATE 


INTRODUCED BY GILLESPIE LC4412 DRAFTER: HARDIN 
JOINT RESOLUTION ESTABLISHING SOIL HEALTH WEEK AND DAY 
1/26 INTRODUCED 


1/27 REFERRED TO AGRICULTURE, LIVESTOCK AND IRRIGATION 
2/07 HEARING 


2/09 COMMITTEE EXEC ACTION — BILL PASSED 11 0 
2/10 COMMITTEE REPORT — BILL PASSED 

2/14 2ND READING PASSED 45 5 
2/15 38RD READING PASSED 44 6 


TRANSMITTED TO HOUSE 
3/18 REFERRED TO AGRICULTURE 
4/04 HEARING 
4/13 COMMITTEE EXEC ACTION — CONCURRED AS AMD 17 2 
4/14 COMMITTEE REPORT — CONCURRED AS AMD 


SENATE JOINT RESOLUTIONS 283 


4/17 2ND READING CONCURRED 88 11 

4/18 3RD READING CONCURRED 82 17 
RETURNED TO SENATE WITH AMENDMENTS 

4/20 2ND READING HOUSE AMDS CONCURRED 50 0 

4/21 38RD READING PASSED AS AMENDED BY HOUSE 48 2 


4/22 SENT TO ENROLLING 

4/25 RETURNED FROM ENROLLING 

5/04 SIGNED BY PRESIDENT 

5/11 SIGNED BY SPEAKER 

5/12 FILED WITH SECRETARY OF STATE 


SJ 10 INTRODUCED BY CUFFE LC2464 DRAFTER: MOHR 
RESOLUTION AGAINST REMOVAL OF SNAKE RIVER DAMS 
2/06 INTRODUCED 


2/08 REFERRED TO ENERGY AND TELECOMMUNICATIONS 
2/14 HEARING 


2/21 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 8 4 
2/22 COMMITTEE REPORT — BILL PASSED AS AMENDED 

2/24 2ND READING PASSED 43 7 
2/27 3RD READING PASSED 43 7 


TRANSMITTED TO HOUSE 
3/14 REFERRED TO ENERGY, TECHNOLOGY AND FEDERAL RELATIONS 
3/27 HEARING 


4/05 COMMITTEE EXEC ACTION — BILL CONCURRED 10 38 
4/06 COMMITTEE REPORT — BILL CONCURRED 

4/12 2ND READING CONCURRED 80 20 
4/13 38RD READING CONCURRED 79 21 


RETURNED TO SENATE 
4/14 SENT TO ENROLLING 
4/18 RETURNED FROM ENROLLING 
4/19 SIGNED BY PRESIDENT 
4/21 SIGNED BY SPEAKER 
4/21 FILED WITH SECRETARY OF STATE 


SJ 11 INTRODUCED BY K. REGIER LC1963 DRAFTER: HARDIN 
JOINT RESOLUTION DEFINING LAW 
2/08 INTRODUCED 


2/09 REFERRED TO JUDICIARY 
2/17 HEARING 


2/22 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 7 ~#«4 
2/24 COMMITTEE REPORT — BILL PASSED AS AMENDED 

3/02 2ND READING PASS MOTION FAILED 25 25 
3/02 2ND READING INDEFINITELY POSTPONED 34 16 


3/18 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN PROCESS 


SJ 12 INTRODUCED BY BOGNER LC0619 DRAFTER: E. SULLIVAN 


RESOLUTION FOR A FEASIBILITY TO ESTABLISH A MONTANA TRADE OFFICE IN 
INDIA 


2/15 INTRODUCED 
2/15 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 


284 


SJ 13 


SJ 14 


MONTANA HISTORY AND FINAL STATUS 2023 


2/23 HEARING 
2/27 TABLED IN COMMITTEE 10 O 
3/18 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


INTRODUCED BY LANG LC4235 DRAFTER: HARDIN 
RESOLUTION FOR RANGELAND APPRECIATION MONTH 
2/15 INTRODUCED 


2/16 REFERRED TO AGRICULTURE, LIVESTOCK AND IRRIGATION 
2/28 HEARING 


2/28 COMMITTEE EXEC ACTION — BILL PASSED 11 0 
3/01 COMMITTEE REPORT — BILL PASSED 

3/02 2ND READING PASSED 50 0 
3/02 3RD READING PASSED 50 0 


TRANSMITTED TO HOUSE 
3/13 REFERRED TO AGRICULTURE 
3/30 HEARING 


4/13 COMMITTEE EXEC ACTION — BILL CONCURRED 19 O 
4/14 COMMITTEE REPORT — BILL CONCURRED 

4/17 2ND READING CONCURRED 89 10 
4/18 38RD READING CONCURRED 84 14 


RETURNED TO SENATE 
4/19 SENT TO ENROLLING 
4/24 RETURNED FROM ENROLLING 
4/27 SIGNED BY PRESIDENT 
4/29 SIGNED BY SPEAKER 
5/12 FILED WITH SECRETARY OF STATE 


INTRODUCED BY LANG LC4236 DRAFTER: HARDIN 


RESOLUTION OPPOSING BISON INTRODUCTION AT CHARLES M. RUSSELL 
WILDLIFE REFUGE 


2/21 INTRODUCED 
2/21 REFERRED TO FISH AND GAME 
2/28 HEARING 


2/28 COMMITTEE EXEC ACTION — BILL PASSED 8 4 
3/01 COMMITTEE REPORT — BILL PASSED 

3/02 2ND READING PASSED 34 16 
3/02 3RD READING PASSED 34 16 


TRANSMITTED TO HOUSE 
3/13 REFERRED TO FISH, WILDLIFE AND PARKS 
3/23 HEARING 


3/30 COMMITTEE EXEC ACTION — BILL CONCURRED 13 6 
3/31 COMMITTEE REPORT — BILL CONCURRED 

4/07 2ND READING CONCURRED 65 34 
4/12 38RD READING CONCURRED 68 32 


RETURNED TO SENATE 
4/13 SENT TO ENROLLING 
4/17 RETURNED FROM ENROLLING 
4/21 SIGNED BY SPEAKER 
4/21 FILED WITH SECRETARY OF STATE 


SENATE JOINT RESOLUTIONS 285 


SJ 15 INTRODUCED BY MCGILLVRAY LC2324 DRAFTER: KREZOWSKI 
RESOLUTION ON MARBURY V. MADISON 


2/21 INTRODUCED 

2/22 REFERRED TO STATE ADMINISTRATION 
2/24 REREFERRED TO JUDICIARY 

2/28 HEARING 


2/28 COMMITTEE EXEC ACTION — BILL PASSED 7 ~#«4 
3/02 COMMITTEE REPORT — BILL PASSED 

3/02 2ND READING PASSED AS AMENDED 29 21 
3/02 38RD READING PASSED 28 22 


TRANSMITTED TO HOUSE 
3/18 REFERRED TO JUDICIARY 
3/21 HEARING 


3/25 COMMITTEE EXEC ACTION — BILL CONCURRED 11 8 
3/27 COMMITTEE REPORT — BILL CONCURRED 
4/12 2ND READING NOT CONCURRED 44 55 


DIED IN PROCESS 
SJ 16 INTRODUCED BY CUFFE LC3997 DRAFTER: KOLMAN 
RESOLUTION RELATED TO COLUMBIA RIVER TREATY 
2/22 INTRODUCED 


2/27 REFERRED TO NATURAL RESOURCES 
2/27 HEARING 


2/27 COMMITTEE EXEC ACTION — BILL PASSED 11 0 
2/28 COMMITTEE REPORT — BILL PASSED 

3/01 2ND READING PASSED 50 «(OO 
3/02 3RD READING PASSED 49 1 


TRANSMITTED TO HOUSE 
3/13 REFERRED TO NATURAL RESOURCES 
3/20 HEARING 


3/20 COMMITTEE EXEC ACTION — BILL CONCURRED 15 0 
3/21 COMMITTEE REPORT — BILL CONCURRED 

4/07 2ND READING CONCURRED 90 8 
4/12 38RD READING CONCURRED 96 4 


RETURNED TO SENATE 
4/13 SENT TO ENROLLING 
4/17 RETURNED FROM ENROLLING 
4/19 SIGNED BY PRESIDENT 
4/21 SIGNED BY SPEAKER 
4/21 FILED WITH SECRETARY OF STATE 


SJ 17 INTRODUCED BY FOX LC4422 DRAFTER: HARDIN 
JOINT RESOLUTION RECOGNIZING VETERANS AND MILITARY SERVICE 
2/24 INTRODUCED 


2/27 REFERRED TO STATE ADMINISTRATION 
2/27 HEARING 


2/27 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 10 0 
2/28 COMMITTEE REPORT — BILL PASSED AS AMENDED 
3/02 2ND READING PASSED 50 «0 


3/02 38RD READING PASSED 50 0 
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TRANSMITTED TO HOUSE 
3/13 REFERRED TO STATE ADMINISTRATION 
3/20 HEARING 


4/04 COMMITTEE EXEC ACTION — CONCURRED AS AMD 18 0 

4/04 COMMITTEE REPORT — CONCURRED AS AMD 

4/07 2ND READING CONCURRED 99 0 

4/12 38RD READING CONCURRED 99 1 
RETURNED TO SENATE WITH AMENDMENTS 

4/19 2ND READING HOUSE AMDS CONCURRED 50 =O 

4/20 3RD READING PASSED AS AMENDED BY HOUSE 47 0 


4/20 SENT TO ENROLLING 

4/26 RETURNED FROM ENROLLING 

5/04 SIGNED BY PRESIDENT 

5/17 SIGNED BY SPEAKER 

5/18 FILED WITH SECRETARY OF STATE 


SJ 18 INTRODUCED BY FULLER LC4421 DRAFTER: HARDIN 
JOINT RESOLUTION RECOGNIZING MT 163RD INFANTRY REGIMENT 
2/28 INTRODUCED 


2/28 REFERRED TO FINANCE AND CLAIMS 
3/01 HEARING 


3/01 COMMITTEE EXEC ACTION — BILL PASSED 19 O 
3/01 COMMITTEE REPORT — BILL PASSED 

3/02 2ND READING PASSED 50 0 
3/02 38RD READING PASSED 50 0 


TRANSMITTED TO HOUSE 
3/18 REFERRED TO STATE ADMINISTRATION 
3/21 HEARING 


4/04 COMMITTEE EXEC ACTION — CONCURRED AS AMD 18 0 

4/04 COMMITTEE REPORT — CONCURRED AS AMD 

4/07 2ND READING CONCURRED 99 0 

4/12 3RD READING CONCURRED 99 0 
RETURNED TO SENATE WITH AMENDMENTS 

4/13 2ND READING HOUSE AMDS CONCURRED 50 0 

4/14 38RD READING PASSED AS AMENDED BY HOUSE 50 «~0 


4/14 SENT TO ENROLLING 

4/18 RETURNED FROM ENROLLING 

4/19 SIGNED BY PRESIDENT 

4/21 SIGNED BY SPEAKER 

4/21 FILED WITH SECRETARY OF STATE 


SJ 19 INTRODUCED BY BOGNER LC0660 DRAFTER: POWER 
JOINT RESOLUTION FOR HONOR AND REMEMBER MEDALLION 
4/03 INTRODUCED 


4/03 REFERRED TO STATE ADMINISTRATION 
4/17 HEARING 


4/17 COMMITTEE EXEC ACTION — BILL PASSED 10 0 
4/18 COMMITTEE REPORT — BILL PASSED 

4/19 2ND READING PASSED 50 =O 
4/20 3RD READING PASSED 47 0 


TRANSMITTED TO HOUSE 
4/26 REFERRED TO STATE ADMINISTRATION 


SJ 20 


SJ 21 


SJ 22 


SENATE JOINT RESOLUTIONS 287 


4/27 HEARING 


4/27 COMMITTEE EXEC ACTION — BILL CONCURRED 18 0 
4/27 COMMITTEE REPORT — BILL CONCURRED 

4/28 2ND READING CONCURRED 99 1 
5/01 38RD READING CONCURRED 96 0 


RETURNED TO SENATE 
5/02 SENT TO ENROLLING 
5/04 RETURNED FROM ENROLLING 
5/10 SIGNED BY PRESIDENT 
5/11 SIGNED BY SPEAKER 
5/12 FILED WITH SECRETARY OF STATE 


INTRODUCED BY DUNWELL LC1709 DRAFTER: HESS 
INTERIM STUDY ON ELIGIBILITY CRITERIA FOR MEMORIAL HIGHWAYS 
4/06 INTRODUCED 


4/06 REFERRED TO HIGHWAYS AND TRANSPORTATION 
4/18 HEARING 


4/20 COMMITTEE EXEC ACTION — BILL PASSED 12 0 
4/21 COMMITTEE REPORT — BILL PASSED 

4/25 2ND READING PASSED 88 12 
4/26 38RD READING PASSED 31 19 


TRANSMITTED TO HOUSE 
4/28 REFERRED TO TRANSPORTATION 
DIED IN PROCESS 


INTRODUCED BY MANDEVILLE LC1255 DRAFTER: HENNEMAN 
INTERIM STUDY TO REVIEW THE LAND USE PLANNING ACT 


4/07 INTRODUCED 

4/07 REFERRED TO LOCAL GOVERNMENT 

4/14 HEARING 

4/19 COMMITTEE EXEC ACTION — RESOLUTION ADOPTED AS AMENDED 9 0 
4/20 COMMITTEE REPORT — BILL PASSED AS AMENDED 

4/25 2ND READING PASSED 49 1 
4/26 3RD READING PASSED 49 1 


TRANSMITTED TO HOUSE 
4/28 REFERRED TO LOCAL GOVERNMENT 
5/02 TAKEN FROM COMMITTEE; PLACED ON 2ND READING 78 17 
5/02 2ND READING NOT CONCURRED 35 65 
DIED IN PROCESS 


INTRODUCED BY OLSEN LC1736 DRAFTER: KOLMAN 
JOINT RESOLUTION TO STUDY PUBLIC TRANSPORTATION 


4/07 INTRODUCED 

4/07 REFERRED TO HIGHWAYS AND TRANSPORTATION 

4/18 HEARING 

4/25 TABLED IN COMMITTEE 11 1 

4/25 TAKEN FROM TABLE IN COMMITTEE 5 64 
DIED IN STANDING COMMITTEE 
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SJ 25 


SJ 26 
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INTRODUCED BY DUNWELL LC0073 DRAFTER: O°>CONNELL 
INTERIM STUDY OF MONTANA’S LONG-TERM CARE SYSTEM 


4/14 INTRODUCED 

4/14 REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 

4/19 HEARING 

4/19 TABLED IN COMMITTEE 5 64 
DIED IN STANDING COMMITTEE 


INTRODUCED BY USHER LC1995 DRAFTER: MCCRACKEN 


REQUEST STUDY OF PROFESSIONAL STUDENT EXCHANGE PROGRAMS: WICHE, 
WWAMI, WIMU, ETC 


4/14 INTRODUCED 

4/14 REFERRED TO EDUCATION AND CULTURAL RESOURCES 

4/21 HEARING 

4/21 TABLED IN COMMITTEE 6 5 
DIED IN STANDING COMMITTEE 


INTRODUCED BY DUNWELL LC0074 DRAFTER: O’CONNELL 


INTERIM STUDY OF WAYS TO INCREASE INCLUSION OF DISABLED MONTANANS 
IN GOVERNMENT 


4/14 INTRODUCED 
4/14 REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
4/19 HEARING 


4/19 COMMITTEE EXEC ACTION — BILL PASSED 8 1 
4/20 COMMITTEE REPORT — BILL PASSED 

4/25 2ND READING PASSED 41 9 
4/26 3RD READING PASSED 33 17 


TRANSMITTED TO HOUSE 
4/28 REFERRED TO HUMAN SERVICES 
DIED IN STANDING COMMITTEE 


INTRODUCED BY D. ZOLNIKOV LC4561 DRAFTER: MCCRACKEN 
INTERIM STUDY RESOLUTION ON PUBLIC RECORD INFORMATION REQUESTS 
4/17 INTRODUCED 

4/18 REFERRED TO LEGISLATIVE ADMINISTRATION 


4/27 REREFERRED TO FINANCE AND CLAIMS 
4/27 HEARING 


4/27 COMMITTEE EXEC ACTION — BILL PASSED 18 1 
4/27 COMMITTEE REPORT — BILL PASSED 

4/28 2ND READING PASSED 39 11 
4/28 3RD READING PASSED 40 9 


TRANSMITTED TO HOUSE 
DIED IN PROCESS 


INTRODUCED BY OLSEN [C1718 DRAFTER: MOHR 
STUDY OF FOOD SECURITY AND AGRICULTURAL PROSPERITY 


4/17 INTRODUCED 
4/18 REFERRED TO AGRICULTURE, LIVESTOCK AND IRRIGATION 


SJ 28 


SJ 29 


SJ 30 


SJ 31 
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4/20 HEARING 
DIED IN STANDING COMMITTEE 


INTRODUCED BY EMRICH LC1099 DRAFTER: M. MOORE 


INTERIM STUDY ON THE U.S. CONSTITUTIONAL AMENDMENT PROVIDING FOR 
AN INCOME TAX 


4/17 INTRODUCED 

4/18 REFERRED TO TAXATION 

4/25 HEARING 

4/25 TABLED IN COMMITTEE 11 1 
DIED IN STANDING COMMITTEE 


INTRODUCED BY NOLAND LC2655 DRAFTER: E. SULLIVAN 
INTERIM STUDY ON WORKFORCE HOUSING 
4/18 INTRODUCED 


4/19 REFERRED TO LOCAL GOVERNMENT 
4/24 HEARING 


4/24 COMMITTEE EXEC ACTION — BILL PASSED 9 O 
4/25 COMMITTEE REPORT — BILL PASSED 

4/26 2ND READING PASSED 31 19 
4/27 38RD READING PASSED 28 22 


TRANSMITTED TO HOUSE 
4/28 REFERRED TO LOCAL GOVERNMENT 
DIED IN PROCESS 


INTRODUCED BY GILLESPIE LC0788 DRAFTER: E. SULLIVAN 
INTERIM STUDY ON ALCOHOL LICENSING AND VITICULTURE 
4/19 INTRODUCED 


4/20 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
4/25 HEARING 


4/25 COMMITTEE EXEC ACTION — BILL PASSED 10 O 
4/25 COMMITTEE REPORT — BILL PASSED 

4/26 2ND READING PASSED 41 9 
4/27 3RD READING PASSED 37 18 


TRANSMITTED TO HOUSE 
4/28 REFERRED TO BUSINESS AND LABOR 
5/01 HEARING 


5/01 COMMITTEE EXEC ACTION — BILL CONCURRED 19 O 
5/02 COMMITTEE REPORT — BILL CONCURRED 

5/02 2ND READING CONCURRED 63 37 
5/02 38RD READING CONCURRED 60 36 


RETURNED TO SENATE 
5/05 RETURNED FROM ENROLLING 
5/10 SIGNED BY PRESIDENT 
5/11 SIGNED BY SPEAKER 
5/12 FILED WITH SECRETARY OF STATE 


INTRODUCED BY USHER LC0872 DRAFTER: WEISS 


STUDY OF ATTORNEY REGULATION AND THE STATE BAR 
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4/19 INTRODUCED 
4/20 REFERRED TO JUDICIARY 
4/21 HEARING 


4/21 COMMITTEE EXEC ACTION — BILL PASSED 7 0 
4/24 COMMITTEE REPORT — BILL PASSED 

4/25 2ND READING PASSED 30 20 
4/26 38RD READING PASSED 27 23 


TRANSMITTED TO HOUSE 
4/28 REFERRED TO JUDICIARY 
5/01 HEARING 


5/01 COMMITTEE EXEC ACTION — BILL CONCURRED 14° «5 
5/01 COMMITTEE REPORT — BILL CONCURRED 

5/02 2ND READING CONCURRED 64 34 
5/02 3RD READING CONCURRED 56 39 


RETURNED TO SENATE 
5/05 RETURNED FROM ENROLLING 
5/10 SIGNED BY PRESIDENT 
5/11 SIGNED BY SPEAKER 
5/12 FILED WITH SECRETARY OF STATE 


SJ 32 INTRODUCED BY MCCLAFFERTY LC3648 DRAFTER: PALLISTER 
INTERIM STUDY ON HUNTER PRESSURE AND OVERCROWDING 
4/19 INTRODUCED 


4/20 REFERRED TO FISH AND GAME 
4/25 HEARING 


4/25 COMMITTEE EXEC ACTION — BILL PASSED 12 0 
4/26 COMMITTEE REPORT — BILL PASSED 

4/27 2ND READING PASSED 50 0 
4/28 3RD READING PASSED 46 3 


TRANSMITTED TO HOUSE 
DIED IN PROCESS 


SJ 33 INTRODUCED BY FRIEDEL [C4149 DRAFTER: WEISS 


STUDY FINANCIAL AND SAFETY IMPACTS WHEN DEFENDANT FAILS TO APPEAR 
FOR COURT 


4/20 INTRODUCED 
4/20 REFERRED TO JUDICIARY 
4/25 HEARING 


4/25 COMMITTEE EXEC ACTION — BILL PASSED 7 0 
4/26 COMMITTEE REPORT — BILL PASSED 

4/27 2ND READING PASSED 33 17 
4/28 3RD READING PASSED 27 22 


TRANSMITTED TO HOUSE 
DIED IN PROCESS 


SJ 34 INTRODUCED BY FRIEDEL LC4148 DRAFTER: WEISS 
STUDY OF TREATMENT AND OTHER SPECIALIZED COURTS 
4/20 INTRODUCED 


4/20 REFERRED TO JUDICIARY 
4/25 HEARING 
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4/25 COMMITTEE EXEC ACTION — BILL PASSED 7 0 
4/25 COMMITTEE REPORT — BILL PASSED 
4/26 2ND READING PASS MOTION FAILED 23 27 
4/26 2ND READING INDEFINITELY POSTPONED 388 12 
DIED IN PROCESS 
SJ 35 INTRODUCED BY MOLNAR LC3216 DRAFTER: WEISS 


STUDY OF EDUCATION OPPORTUNITIES FOR CERTAIN INMATES 


4/20 INTRODUCED 
4/21 REFERRED TO EDUCATION AND CULTURAL RESOURCES 
4/26 HEARING 


4/26 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 7 ~#«4 
4/27 COMMITTEE REPORT — BILL PASSED AS AMENDED 
4/28 2ND READING PASS MOTION FAILED 24 26 
4/28 2ND READING INDEFINITELY POSTPONED 40 8 
4/28 RECONSIDERED PREVIOUS ACTION; REMAINS IN 2ND READING 

PROCESS 34 13 
4/28 2ND READING PASSED 86 14 
4/28 3RD READING PASSED 37 11 


TRANSMITTED TO HOUSE 
DIED IN PROCESS 


SJ 36 INTRODUCED BY BOLDMAN LC0804 DRAFTER: KOLMAN 
INTERIM STUDY OF OUTDOOR RECREATION ECONOMY 
4/20 INTRODUCED 


4/21 REFERRED TO FISH AND GAME 
4/25 HEARING 


4/25 COMMITTEE EXEC ACTION — BILL PASSED 7 #5 
4/26 COMMITTEE REPORT — BILL PASSED 

4/27 2ND READING PASSED 27 238 
4/28 3RD READING PASSED 26 238 


TRANSMITTED TO HOUSE 
DIED IN PROCESS 


SJ 37 INTRODUCED BY MOLNAR LC3217 DRAFTER: GRAFF 


PROVIDE FOR A STUDY REGARDING THE CREATION OF CUSTOMER-OWNED 
UTILITY CO-OPS 


4/21 INTRODUCED 
4/24 REFERRED TO ENERGY AND TELECOMMUNICATIONS 
4/27 HEARING 


4/27 COMMITTEE EXEC ACTION — BILL PASSED 10 2 
4/28 COMMITTEE REPORT — BILL PASSED 

4/28 2ND READING PASSED 32 18 
4/28 3RD READING PASSED 32 16 


TRANSMITTED TO HOUSE 
DIED IN PROCESS 


SJ 38 INTRODUCED BY OLSEN LC4119 DRAFTER: GRAFF 


INTERIM STUDY OF COMMUNICATIONS INFRASTRUCTURE 
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4/24 INTRODUCED 

4/24 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 

4/25 HEARING 

4/25 TABLED IN COMMITTEE 10 O 
DIED IN STANDING COMMITTEE 


SJ 39 INTRODUCED BY OLSEN LC4122 DRAFTER: KOLMAN 
INTERIM STUDY ON LEASE LANDS FOR RECREATIONAL INFRASTRUCTURE 


4/24 INTRODUCED 

4/24 REFERRED TO FISH AND GAME 

4/27 HEARING 

4/27 TABLED IN COMMITTEE 8 4 
DIED IN STANDING COMMITTEE 


SR1 


SR 2 


SR 3 


SR 4 


SENATE RESOLUTIONS 
INTRODUCED BY S. FITZPATRICK LC3378 DRAFTER: COLES 
SENATE RESOLUTION ON THE SENATE RULES 
BY REQUEST OF SENATE RULES STANDING COMMITTEE 
12/16 INTRODUCED 


12/28 REFERRED TO RULES 
1/03 HEARING 


1/03 COMMITTEE EXEC ACTION — RESOLUTION ADOPTED 14 0 
1/04 COMMITTEE REPORT — RESOLUTION ADOPTED 
1/05 RESOLUTION ADOPTED 50 «(OO 


1/06 SENT TO ENROLLING 

1/16 RETURNED FROM ENROLLING 

1/17 SIGNED BY PRESIDENT 

1/18 FILED WITH SECRETARY OF STATE 


INTRODUCED BY HINEBAUCH LC4473 DRAFTER: PALLISTER 


CONFIRM GOVERNOR’S APPOINTEE FOR THE STATE PARKS AND RECREATION 
BOARD 


1/19 INTRODUCED 
1/19 REFERRED TO FISH AND GAME 
4/20 HEARING 


4/20 COMMITTEE EXEC ACTION — RESOLUTION ADOPTED 12 0 
4/21 COMMITTEE REPORT — RESOLUTION ADOPTED 
4/25 RESOLUTION ADOPTED 50 «(0 


4/25 SENT TO ENROLLING 

5/01 RETURNED FROM ENROLLING 

5/04 SIGNED BY PRESIDENT 

5/12 FILED WITH SECRETARY OF STATE 


INTRODUCED BY HINEBAUCH LC4501 DRAFTER: PALLISTER 
CONFIRM GOVERNOR’S APPOINTEES FOR THE FISH AND WILDLIFE COMMISSION 
1/19 INTRODUCED 


1/19 REFERRED TO FISH AND GAME 
2/21 HEARING 


2/21 COMMITTEE EXEC ACTION — RESOLUTION ADOPTED 11 1 
2/22 COMMITTEE REPORT — RESOLUTION ADOPTED 
2/24 RESOLUTION ADOPTED 36 14 


2/24 SENT TO ENROLLING 

3/10 RETURNED FROM ENROLLING 

3/10 SIGNED BY PRESIDENT 

3/18 FILED WITH SECRETARY OF STATE 


INTRODUCED BY CUFFE LC4500 DRAFTER: CARROLL 


CONFIRM GOVERNOR’S APPOINTEE FOR THE PUBLIC EMPLOYEES’ RETIREMENT 
BOARD 


1/19 INTRODUCED 

1/19 REFERRED TO STATE ADMINISTRATION 

2/15 HEARING 

2/15 COMMITTEE EXEC ACTION — RESOLUTION ADOPTED 10 O 
2/16 COMMITTEE REPORT — RESOLUTION ADOPTED 
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2/22 RESOLUTION ADOPTED 50 =O 
2/22 SENT TO ENROLLING 

3/01 RETURNED FROM ENROLLING 

3/14 SIGNED BY PRESIDENT 

3/16 FILED WITH SECRETARY OF STATE 


INTRODUCED BY CUFFE LC4457 DRAFTER: CARROLL 
CONFIRM GOVERNOR’S APPOINTEES FOR THE BOARD OF INVESTMENTS 


1/19 INTRODUCED 

1/19 REFERRED TO STATE ADMINISTRATION 

2/15 HEARING 

2/17 COMMITTEE EXEC ACTION — RESOLUTION ADOPTED AS AMENDED 10 0 
2/17 COMMITTEE REPORT — RESOLUTION ADOPTED AS AMENDED 

2/22 RESOLUTION ADOPTED 50 «(OO 
2/22 SENT TO ENROLLING 

3/01 RETURNED FROM ENROLLING 

3/14 SIGNED BY PRESIDENT 

3/16 FILED WITH SECRETARY OF STATE 


INTRODUCED BY K. REGIER LC4455 DRAFTER: BURKHARDT 


CONFIRM GOVERNOR’S APPOINTEES FOR THE JUDICIAL STANDARDS 
COMMISSION 


1/19 INTRODUCED 
1/19 REFERRED TO JUDICIARY 
1/25 HEARING 


1/26 COMMITTEE EXEC ACTION — RESOLUTION ADOPTED 7 ~#«4 
1/27 COMMITTEE REPORT — RESOLUTION ADOPTED 
2/01 RESOLUTION ADOPTED 43 7 


2/02 SENT TO ENROLLING 

2/08 RETURNED FROM ENROLLING 

2/10 SIGNED BY PRESIDENT 

2/10 FILED WITH SECRETARY OF STATE 


INTRODUCED BY K. REGIER LC4459 DRAFTER: BURKHARDT 
CONFIRM GOVERNOR’S APPOINTEE FOR DISTRICT COURT JUDGE - DISTRICT 20 
1/19 INTRODUCED 


1/19 REFERRED TO JUDICIARY 
2/03 HEARING 


2/03 COMMITTEE EXEC ACTION — RESOLUTION ADOPTED 11 0 
2/06 COMMITTEE REPORT — RESOLUTION ADOPTED 
2/08 RESOLUTION ADOPTED 50 0 


2/09 SENT TO ENROLLING 

2/17 RETURNED FROM ENROLLING 

2/21 SIGNED BY PRESIDENT 

2/21 FILED WITH SECRETARY OF STATE 


INTRODUCED BY K. REGIER LC4460 DRAFTER: BURKHARDT 
CONFIRM GOVERNOR’S APPOINTEE FOR DISTRICT COURT JUDGE - DISTRICT 10 
1/19 INTRODUCED 

1/19 REFERRED TO JUDICIARY 


1/25 HEARING 
1/31 COMMITTEE EXEC ACTION — RESOLUTION ADOPTED 11 0 


SR9 


SR 10 


SR 11 


SR 12 
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2/01 COMMITTEE REPORT — RESOLUTION ADOPTED 

2/03 RESOLUTION ADOPTED 50 «(OO 
2/06 SENT TO ENROLLING 

2/08 RETURNED FROM ENROLLING 

2/10 SIGNED BY PRESIDENT 

2/10 FILED WITH SECRETARY OF STATE 


INTRODUCED BY K. REGIER LC4462 DRAFTER: BURKHARDT 
CONFIRM GOVERNOR’S APPOINTEE FOR THE BOARD OF CRIME CONTROL 
1/19 INTRODUCED 


1/19 REFERRED TO JUDICIARY 
1/25 HEARING 


1/25 COMMITTEE EXEC ACTION — RESOLUTION ADOPTED 11 0 
1/27 COMMITTEE REPORT — RESOLUTION ADOPTED 
2/01 RESOLUTION ADOPTED 50 0 


2/02 SENT TO ENROLLING 

2/08 RETURNED FROM ENROLLING 

2/10 SIGNED BY PRESIDENT 

2/10 FILED WITH SECRETARY OF STATE 


INTRODUCED BY K. REGIER LC4461 DRAFTER: BURKHARDT 
CONFIRM GOVERNOR’S APPOINTEES FOR THE BOARD OF PARDONS AND PAROLE 
1/19 INTRODUCED 


1/19 REFERRED TO JUDICIARY 
1/25 HEARING 


2/01 COMMITTEE EXEC ACTION — RESOLUTION ADOPTED 11 0 
2/01 COMMITTEE REPORT — RESOLUTION ADOPTED 
2/03 RESOLUTION ADOPTED 50 «(OO 


2/06 SENT TO ENROLLING 

2/08 RETURNED FROM ENROLLING 

2/10 SIGNED BY PRESIDENT 

2/10 FILED WITH SECRETARY OF STATE 


INTRODUCED BY HERTZ LC4496 DRAFTER: COLES 
CONFIRM GOVERNOR’S APPOINTEE FOR MONTANA TAX APPEAL BOARD 
1/19 INTRODUCED 


1/19 REFERRED TO TAXATION 
2/09 HEARING 


2/09 COMMITTEE EXEC ACTION — RESOLUTION ADOPTED 12 0 
2/09 COMMITTEE REPORT — RESOLUTION ADOPTED 
2/14 RESOLUTION ADOPTED 50 0 


2/14 SENT TO ENROLLING 

3/01 RETURNED FROM ENROLLING 

3/10 SIGNED BY PRESIDENT 

3/13 FILED WITH SECRETARY OF STATE 


INTRODUCED BY MCGILLVRAY LC4463 DRAFTER: KREZOWSKI 


CONFIRM GOVERNOR’S APPOINTEES FOR THE BOARD OF RESPIRATORY CARE 
PRACTITIONERS 


1/19 INTRODUCED 
1/19 REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
1/30 HEARING 
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2/01 COMMITTEE EXEC ACTION — RESOLUTION ADOPTED 9 O 
2/02 COMMITTEE REPORT — RESOLUTION ADOPTED 
2/06 RESOLUTION ADOPTED 49 0 


2/07 SENT TO ENROLLING 

2/17 RETURNED FROM ENROLLING 

2/21 SIGNED BY PRESIDENT 

2/21 FILED WITH SECRETARY OF STATE 


INTRODUCED BY MCGILLVRAY LC4454 DRAFTER: KREZOWSKI 
CONFIRM GOVERNOR’S APPOINTEES FOR THE BOARD OF MEDICAL EXAMINERS 
1/19 INTRODUCED 


1/19 REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
2/08 HEARING 


2/15 COMMITTEE EXEC ACTION — RESOLUTION ADOPTED 9 O 
2/17 COMMITTEE REPORT — RESOLUTION ADOPTED 
2/22 RESOLUTION ADOPTED 50 «(OO 


2/22 SENT TO ENROLLING 

3/01 RETURNED FROM ENROLLING 

3/10 SIGNED BY PRESIDENT 

3/18 FILED WITH SECRETARY OF STATE 


INTRODUCED BY MCGILLVRAY LC4484 DRAFTER: KREZOWSKI 


CONFIRM GOVERNOR’S APPOINTEES FOR THE BOARD OF NURSING HOME 
ADMINISTRATORS 


1/19 INTRODUCED 
1/19 REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
1/30 HEARING 


2/01 COMMITTEE EXEC ACTION — RESOLUTION ADOPTED 9 O 
2/02 COMMITTEE REPORT — RESOLUTION ADOPTED 
2/06 RESOLUTION ADOPTED 49 0 


2/07 SENT TO ENROLLING 

2/17 RETURNED FROM ENROLLING 

2/21 SIGNED BY PRESIDENT 

2/21 FILED WITH SECRETARY OF STATE 


INTRODUCED BY MCGILLVRAY LC4489 DRAFTER: KREZOWSKI 


CONFIRM GOVERNOR’S APPOINTEES FOR THE BOARD OF ALTERNATIVE HEALTH 
CARE 


1/19 INTRODUCED 

1/19 REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 

1/30 HEARING 

2/15 HEARING 

2/17 COMMITTEE EXEC ACTION — RESOLUTION ADOPTED AS AMENDED 9 0 
2/21 COMMITTEE REPORT — RESOLUTION ADOPTED AS AMENDED 

2/23 RESOLUTION ADOPTED 50 0 
2/23 SENT TO ENROLLING 

3/10 RETURNED FROM ENROLLING 

3/10 SIGNED BY PRESIDENT 

3/13 FILED WITH SECRETARY OF STATE 


INTRODUCED BY MCGILLVRAY LC4488 DRAFTER: KREZOWSKI 


CONFIRM GOVERNOR’S APPOINTEES FOR THE BOARD OF BEHAVIORAL HEALTH 
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1/19 INTRODUCED 
1/19 REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
2/08 HEARING 


2/15 COMMITTEE EXEC ACTION — RESOLUTION ADOPTED 9 O 
2/17 COMMITTEE REPORT — RESOLUTION ADOPTED 
2/22 RESOLUTION ADOPTED 50 0 


2/22 SENT TO ENROLLING 

3/01 RETURNED FROM ENROLLING 

3/10 SIGNED BY PRESIDENT 

3/13 FILED WITH SECRETARY OF STATE 


SR17 INTRODUCED BY MCGILLVRAY LC4453 DRAFTER: E. SULLIVAN 
CONFIRM GOVERNOR’S APPOINTEES FOR THE BOARD OF CHIROPRACTORS 
1/19 INTRODUCED 


1/19 REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
2/01 HEARING 


2/03 COMMITTEE EXEC ACTION — RESOLUTION ADOPTED 9 O 
2/06 COMMITTEE REPORT — RESOLUTION ADOPTED 
2/08 RESOLUTION ADOPTED 50 =O 


2/09 SENT TO ENROLLING 

2/17 RETURNED FROM ENROLLING 

2/21 SIGNED BY PRESIDENT 

2/21 FILED WITH SECRETARY OF STATE 


SR18 INTRODUCED BY MCGILLVRAY LC4478 DRAFTER: KREZOWSKI 


CONFIRM GOVERNOR'S APPOINTEES FOR THE BOARD OF RADIOLOGIC 
TECHNOLOGISTS 


1/19 INTRODUCED 
1/19 REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
2/01 HEARING 


2/03 COMMITTEE EXEC ACTION — RESOLUTION ADOPTED 9 O 
2/06 COMMITTEE REPORT — RESOLUTION ADOPTED 
2/08 RESOLUTION ADOPTED 50 =O 


2/09 SENT TO ENROLLING 

2/17 RETURNED FROM ENROLLING 

2/17 RETURNED FROM ENROLLING 

2/21 SIGNED BY PRESIDENT 

2/21 FILED WITH SECRETARY OF STATE 


SR 19 INTRODUCED BY MCGILLVRAY LC4480 DRAFTER: KREZOWSKI 
CONFIRM GOVERNOR’S APPOINTEES FOR THE BOARD OF PSYCHOLOGISTS 
1/19 INTRODUCED 


1/19 REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
2/01 HEARING 


2/03 COMMITTEE EXEC ACTION — RESOLUTION ADOPTED 9 O 
2/06 COMMITTEE REPORT — RESOLUTION ADOPTED 
2/08 RESOLUTION ADOPTED 49 1 


2/09 SENT TO ENROLLING 

2/17 RETURNED FROM ENROLLING 

2/21 SIGNED BY PRESIDENT 

2/21 FILED WITH SECRETARY OF STATE 
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INTRODUCED BY MCGILLVRAY LC4481 DRAFTER: E. SULLIVAN 


CONFIRM GOVERNOR’S APPOINTEES FOR THE BOARD OF PHYSICAL THERAPY 
EXAMINERS 


1/19 INTRODUCED 
1/19 REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
2/01 HEARING 


2/03 COMMITTEE EXEC ACTION — RESOLUTION ADOPTED 9 O 
2/06 COMMITTEE REPORT — RESOLUTION ADOPTED 
2/08 RESOLUTION ADOPTED 50 «(OO 


2/09 SENT TO ENROLLING 

2/17 RETURNED FROM ENROLLING 

2/21 SIGNED BY PRESIDENT 

2/21 FILED WITH SECRETARY OF STATE 


INTRODUCED BY MCGILLVRAY LC4482 DRAFTER: E. SULLIVAN 
CONFIRM GOVERNOR’S APPOINTEE FOR THE BOARD OF PHARMACY 
1/19 INTRODUCED 


1/19 REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
2/03 HEARING 


2/06 COMMITTEE EXEC ACTION — RESOLUTION ADOPTED 9 O 
2/07 COMMITTEE REPORT — RESOLUTION ADOPTED 
2/09 RESOLUTION ADOPTED 50 0 


2/09 SENT TO ENROLLING 

2/17 RETURNED FROM ENROLLING 

2/21 SIGNED BY PRESIDENT 

2/21 FILED WITH SECRETARY OF STATE 


INTRODUCED BY MCGILLVRAY LC4483 DRAFTER: E. SULLIVAN 
CONFIRM GOVERNOR’S APPOINTEES FOR THE BOARD OF OPTOMETRY 
1/19 INTRODUCED 


1/19 REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
2/03 HEARING 


2/06 COMMITTEE EXEC ACTION — RESOLUTION ADOPTED 9 O 
2/07 COMMITTEE REPORT — RESOLUTION ADOPTED 
2/09 RESOLUTION ADOPTED 50 «40 


2/09 SENT TO ENROLLING 

2/17 RETURNED FROM ENROLLING 

2/21 SIGNED BY PRESIDENT 

2/21 FILED WITH SECRETARY OF STATE 


INTRODUCED BY MCGILLVRAY LC4486 DRAFTER: E. SULLIVAN 
CONFIRM GOVERNOR’S APPOINTEES FOR THE BOARD OF MASSAGE THERAPY 
1/19 INTRODUCED 


1/19 REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
2/03 HEARING 


2/06 COMMITTEE EXEC ACTION — RESOLUTION ADOPTED 9 O 
2/07 COMMITTEE REPORT — RESOLUTION ADOPTED 
2/09 RESOLUTION ADOPTED 50 «(0 


2/09 SENT TO ENROLLING 

2/17 RETURNED FROM ENROLLING 

2/21 SIGNED BY PRESIDENT 

2/21 FILED WITH SECRETARY OF STATE 
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INTRODUCED BY MCGILLVRAY LC4487 DRAFTER: E. SULLIVAN 
CONFIRM GOVERNOR'S APPOINTEES FOR THE BOARD OF DENTISTRY 
1/19 INTRODUCED 


1/19 REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
2/03 HEARING 


2/06 COMMITTEE EXEC ACTION — RESOLUTION ADOPTED 9 O 
2/07 COMMITTEE REPORT — RESOLUTION ADOPTED 
2/09 RESOLUTION ADOPTED 50 «=O 


2/09 SENT TO ENROLLING 

2/17 RETURNED FROM ENROLLING 

2/21 SIGNED BY PRESIDENT 

2/21 FILED WITH SECRETARY OF STATE 


INTRODUCED BY MCGILLVRAY LC4464 DRAFTER: E. SULLIVAN 


CONFIRM GOVERNOR’S APPOINTEE FOR THE BOARD OF SPEECH-LANGUAGE 
PATHOLOGISTS 


1/19 INTRODUCED 
1/19 REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
2/06 HEARING 


2/08 COMMITTEE EXEC ACTION — RESOLUTION ADOPTED 9 O 
2/09 COMMITTEE REPORT — RESOLUTION ADOPTED 
2/14 RESOLUTION ADOPTED 50. «(OO 


2/14 SENT TO ENROLLING 

3/01 RETURNED FROM ENROLLING 

3/10 SIGNED BY PRESIDENT 

3/18 FILED WITH SECRETARY OF STATE 


INTRODUCED BY LANG LC4498 DRAFTER: E. SULLIVAN 


CONFIRM GOVERNOR’S APPOINTEES FOR THE BOARD OF VETERINARY 
MEDICINE 


1/20 INTRODUCED 
1/20 REFERRED TO AGRICULTURE, LIVESTOCK AND IRRIGATION 
1/31 HEARING 


1/31 COMMITTEE EXEC ACTION — RESOLUTION ADOPTED 11 0 
2/01 COMMITTEE REPORT — RESOLUTION ADOPTED 
2/03 RESOLUTION ADOPTED 50 «=O 


2/06 SENT TO ENROLLING 

2/08 RETURNED FROM ENROLLING 

2/10 SIGNED BY PRESIDENT 

2/10 FILED WITH SECRETARY OF STATE 


INTRODUCED BY LANG LC4497 DRAFTER: GRAFF 
CONFIRM GOVERNOR'S APPOINTEE FOR THE BOARD OF HAIL INSURANCE 
1/20 INTRODUCED 


1/20 REFERRED TO AGRICULTURE, LIVESTOCK AND IRRIGATION 
1/31 HEARING 


1/31 COMMITTEE EXEC ACTION — RESOLUTION ADOPTED 11 0 
2/01 COMMITTEE REPORT — RESOLUTION ADOPTED 
2/03 RESOLUTION ADOPTED 50 «(OO 


2/06 SENT TO ENROLLING 
2/08 RETURNED FROM ENROLLING 


300 


SR 28 


SR 29 


SR 30 


SR 31 


MONTANA HISTORY AND FINAL STATUS 2023 
2/10 SIGNED BY PRESIDENT 
2/10 FILED WITH SECRETARY OF STATE 
INTRODUCED BY LANG LC4505 DRAFTER: GRAFF 


CONFIRM GOVERNOR’S APPOINTEE FOR DIRECTOR OF DEPARTMENT OF 
AGRICULTURE 


1/20 INTRODUCED 
1/20 REFERRED TO AGRICULTURE, LIVESTOCK AND IRRIGATION 
1/26 HEARING 


1/26 COMMITTEE EXEC ACTION — RESOLUTION ADOPTED 11 0 
1/27 COMMITTEE REPORT — RESOLUTION ADOPTED 
2/01 RESOLUTION ADOPTED 45 5 


2/02 SENT TO ENROLLING 

2/08 RETURNED FROM ENROLLING 

2/10 SIGNED BY PRESIDENT 

2/10 FILED WITH SECRETARY OF STATE 


INTRODUCED BY SMALL LC4502 DRAFTER: E. SULLIVAN 
CONFIRM GOVERNOR’S APPOINTEES FOR THE BOARD OF REALTY REGULATION 
1/20 INTRODUCED 


1/20 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
2/09 HEARING 


2/09 COMMITTEE EXEC ACTION — RESOLUTION ADOPTED 10 O 
2/09 COMMITTEE REPORT — RESOLUTION ADOPTED 
2/18 RESOLUTION ADOPTED 48 0 


2/18 SENT TO ENROLLING 

3/01 RETURNED FROM ENROLLING 

3/10 SIGNED BY PRESIDENT 

3/18 FILED WITH SECRETARY OF STATE 


INTRODUCED BY SMALL LC4503 DRAFTER: E. SULLIVAN 


CONFIRM GOVERNOR’S APPOINTEES FOR THE BOARD OF REAL ESTATE 
APPRAISERS 


1/20 INTRODUCED 
1/20 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
2/09 HEARING 


2/09 COMMITTEE EXEC ACTION — RESOLUTION ADOPTED 10 O 
2/09 COMMITTEE REPORT — RESOLUTION ADOPTED 
2/138 RESOLUTION ADOPTED 48 0 


2/18 SENT TO ENROLLING 

3/01 RETURNED FROM ENROLLING 

3/10 SIGNED BY PRESIDENT 

3/13 FILED WITH SECRETARY OF STATE 


INTRODUCED BY SALOMON LC4504 DRAFTER: CARROLL 


CONFIRM GOVERNOR’S APPOINTEES FOR HISTORICAL SOCIETY BOARD OF 
TRUSTEES 


1/20 INTRODUCED 

1/20 REFERRED TO EDUCATION AND CULTURAL RESOURCES 

3/13 HEARING 

3/15 COMMITTEE EXEC ACTION — RESOLUTION ADOPTED 11 0 
3/16 COMMITTEE REPORT — RESOLUTION ADOPTED 


SR 32 


SR 33 


SR 34 


SR 35 


SENATE RESOLUTIONS 301 


3/20 RESOLUTION ADOPTED 48 2 
3/20 SENT TO ENROLLING 

3/23 RETURNED FROM ENROLLING 

3/29 SIGNED BY PRESIDENT 

3/29 FILED WITH SECRETARY OF STATE 


INTRODUCED BY SALOMON LC4507 DRAFTER: MCCRACKEN 


CONFIRM GOVERNOR’S APPOINTEE FOR BOARD OF REGENTS OF HIGHER 
EDUCATION 


1/20 INTRODUCED 
1/20 REFERRED TO EDUCATION AND CULTURAL RESOURCES 
3/15 HEARING 


3/15 COMMITTEE EXEC ACTION — RESOLUTION ADOPTED 11 0 
3/16 COMMITTEE REPORT — RESOLUTION ADOPTED 
3/20 RESOLUTION ADOPTED 50 =O 


3/20 SENT TO ENROLLING 

3/23 RETURNED FROM ENROLLING 

3/29 SIGNED BY PRESIDENT 

3/29 FILED WITH SECRETARY OF STATE 


INTRODUCED BY SALOMON LC4506 DRAFTER: MCCRACKEN 
CONFIRM GOVERNOR’S APPOINTEES FOR BOARD OF PUBLIC EDUCATION 
1/20 INTRODUCED 


1/20 REFERRED TO EDUCATION AND CULTURAL RESOURCES 
3/10 HEARING 


3/10 COMMITTEE EXEC ACTION — RESOLUTION ADOPTED 11 0 
3/18 COMMITTEE REPORT — RESOLUTION ADOPTED 
3/15 RESOLUTION ADOPTED 50 «(OO 


3/15 SENT TO ENROLLING 

3/23 RETURNED FROM ENROLLING 

3/29 SIGNED BY PRESIDENT 

3/29 FILED WITH SECRETARY OF STATE 


INTRODUCED BY SMALL LC4495 DRAFTER: E. SULLIVAN 
CONFIRM GOVERNOR’S APPOINTEES FOR THE BOARD OF PRIVATE SECURITY 
1/20 INTRODUCED 


1/20 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
1/26 HEARING 


1/27 COMMITTEE EXEC ACTION — RESOLUTION ADOPTED 10 O 
1/30 COMMITTEE REPORT — RESOLUTION ADOPTED 
2/01 RESOLUTION ADOPTED 48 2 


2/02 SENT TO ENROLLING 

2/09 RETURNED FROM ENROLLING 

2/18 SIGNED BY PRESIDENT 

2/14 FILED WITH SECRETARY OF STATE 


INTRODUCED BY SMALL LC4494 DRAFTER: E. SULLIVAN 
CONFIRM GOVERNOR’S APPOINTEES FOR THE BOARD OF HORSERACING 

1/20 INTRODUCED 

1/20 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 


3/15 HEARING 
3/15 COMMITTEE EXEC ACTION — RESOLUTION ADOPTED AS AMENDED 10 0 
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3/15 COMMITTEE REPORT — RESOLUTION ADOPTED AS AMENDED 

3/17 RESOLUTION ADOPTED 50 =O 
3/17 SENT TO ENROLLING 

3/23 RETURNED FROM ENROLLING 

3/29 SIGNED BY PRESIDENT 

3/29 FILED WITH SECRETARY OF STATE 


INTRODUCED BY SMALL LC4493 DRAFTER: E. SULLIVAN 
CONFIRM GOVERNOR'S APPOINTEES FOR THE BOARD OF FUNERAL SERVICES 
1/20 INTRODUCED 


1/20 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
1/26 HEARING 


1/27 COMMITTEE EXEC ACTION — RESOLUTION ADOPTED 10 0 
1/30 COMMITTEE REPORT — RESOLUTION ADOPTED 
2/01 RESOLUTION ADOPTED 50 =O 


2/02 SENT TO ENROLLING 

2/09 RETURNED FROM ENROLLING 

2/18 SIGNED BY PRESIDENT 

2/14 FILED WITH SECRETARY OF STATE 


INTRODUCED BY SMALL LC4492 DRAFTER: E. SULLIVAN 
CONFIRM GOVERNOR’S APPOINTEES FOR THE STATE ELECTRICAL BOARD 
1/20 INTRODUCED 


1/20 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
1/26 HEARING 


1/27 COMMITTEE EXEC ACTION — RESOLUTION ADOPTED 10 O 
1/30 COMMITTEE REPORT — RESOLUTION ADOPTED 
2/01 RESOLUTION ADOPTED 50 =O 


2/02 SENT TO ENROLLING 

2/09 RETURNED FROM ENROLLING 

2/18 SIGNED BY PRESIDENT 

2/14 FILED WITH SECRETARY OF STATE 


INTRODUCED BY SMALL LC4491 DRAFTER: E. SULLIVAN 


CONFIRM GOVERNOR'S APPOINTEES FOR THE BOARD OF BARBERS AND 
COSMETOLOGISTS 


1/20 INTRODUCED 
1/20 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
2/09 HEARING 


2/09 COMMITTEE EXEC ACTION — RESOLUTION ADOPTED 10 0 
2/09 COMMITTEE REPORT — RESOLUTION ADOPTED 
2/18 RESOLUTION ADOPTED 48 0 


2/18 SENT TO ENROLLING 

3/01 RETURNED FROM ENROLLING 

3/10 SIGNED BY PRESIDENT 

3/138 FILED WITH SECRETARY OF STATE 


INTRODUCED BY SMALL LC4490 DRAFTER: E. SULLIVAN 
CONFIRM GOVERNOR’S APPOINTEES FOR THE BOARD OF PUBLIC ACCOUNTANTS 
1/20 INTRODUCED 


1/20 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
1/26 HEARING 
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1/27 COMMITTEE EXEC ACTION — RESOLUTION ADOPTED 10 O 
1/30 COMMITTEE REPORT — RESOLUTION ADOPTED 
2/01 RESOLUTION ADOPTED 50 «(OO 


2/02 SENT TO ENROLLING 

2/09 RETURNED FROM ENROLLING 

2/18 SIGNED BY PRESIDENT 

2/14 FILED WITH SECRETARY OF STATE 


INTRODUCED BY SMALL LC4475 DRAFTER: E. SULLIVAN 
CONFIRM GOVERNOR’S APPOINTEE FOR THE BOARD OF PLUMBERS 
1/20 INTRODUCED 


1/20 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
2/09 HEARING 


2/09 COMMITTEE EXEC ACTION — RESOLUTION ADOPTED 10 0 
2/09 COMMITTEE REPORT — RESOLUTION ADOPTED 
2/138 RESOLUTION ADOPTED 47 1 


2/18 SENT TO ENROLLING 

3/01 RETURNED FROM ENROLLING 

3/10 SIGNED BY PRESIDENT 

3/18 FILED WITH SECRETARY OF STATE 


INTRODUCED BY SMALL LC4476 DRAFTER: E. SULLIVAN 


CONFIRM GOVERNOR’S APPOINTEES FOR BOARD OF ARCHITECTS AND 
LANDSCAPE ARCHITECTS 


1/20 INTRODUCED 
1/20 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
1/26 HEARING 


1/27 COMMITTEE EXEC ACTION — RESOLUTION ADOPTED 10 0 
1/30 COMMITTEE REPORT — RESOLUTION ADOPTED 
2/01 RESOLUTION ADOPTED 50 0 


2/02 SENT TO ENROLLING 

2/07 RETURNED FROM ENROLLING 

2/18 SIGNED BY PRESIDENT 

2/14 FILED WITH SECRETARY OF STATE 


INTRODUCED BY SMALL LC4477 DRAFTER: E. SULLIVAN 


CONFIRM GOVERNOR’S APPOINTEES FOR BOARD OF PROFESSIONAL ENGINEERS/ 
LAND SURVEYORS 


1/20 INTRODUCED 
1/20 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
1/26 HEARING 


1/27 COMMITTEE EXEC ACTION — RESOLUTION ADOPTED 10 O 
1/30 COMMITTEE REPORT — RESOLUTION ADOPTED 
2/01 RESOLUTION ADOPTED 50 «(0 


2/02 SENT TO ENROLLING 

2/09 RETURNED FROM ENROLLING 

2/18 SIGNED BY PRESIDENT 

2/14 FILED WITH SECRETARY OF STATE 

INTRODUCED BY SMALL LC4474 DRAFTER: HENNEMAN 
CONFIRM GOVERNOR’S APPOINTEES FOR THE BOARD OF HOUSING 


1/20 INTRODUCED 
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1/20 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
38/15 HEARING 


3/15 COMMITTEE EXEC ACTION — RESOLUTION ADOPTED 10 0 
38/15 COMMITTEE REPORT — RESOLUTION ADOPTED 
3/17 RESOLUTION ADOPTED 50 =O 


3/17 SENT TO ENROLLING 

3/23 RETURNED FROM ENROLLING 

3/29 SIGNED BY PRESIDENT 

3/29 FILED WITH SECRETARY OF STATE 


INTRODUCED BY WELBORN LC4458 DRAFTER: MOHR 


CONFIRM GOVERNOR’S APPOINTEES FOR THE BOARD OF WATER WELL 
CONTRACTORS 


1/23 INTRODUCED 
1/23 REFERRED TO NATURAL RESOURCES 
2/06 HEARING 


2/15 COMMITTEE EXEC ACTION — RESOLUTION ADOPTED 11 0 
2/16 COMMITTEE REPORT — RESOLUTION ADOPTED 
2/22 RESOLUTION ADOPTED 50 =O 


2/22 SENT TO ENROLLING 

3/01 RETURNED FROM ENROLLING 

3/10 SIGNED BY PRESIDENT 

3/13 FILED WITH SECRETARY OF STATE 


INTRODUCED BY WELBORN LC4472 DRAFTER: MOHR 


CONFIRM GOVERNOR’S APPOINTEE FOR THE BOARD OF ENVIRONMENTAL 
REVIEW 


1/23 INTRODUCED 

1/23 REFERRED TO NATURAL RESOURCES 

3/27 HEARING 

3/27 BILL NOT HEARD AT SPONSOR'S REQUEST 
DIED IN STANDING COMMITTEE 


INTRODUCED BY MCGILLVRAY LC4479 DRAFTER: MOHR 
CONFIRM GOVERNOR’S APPOINTEES FOR THE BOARD OF SANITARIANS 
1/23 INTRODUCED 


1/23 REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
2/06 HEARING 


2/08 COMMITTEE EXEC ACTION — RESOLUTION ADOPTED 9 O 
2/09 COMMITTEE REPORT — RESOLUTION ADOPTED 
2/14 RESOLUTION ADOPTED 50. «(OO 


2/14 SENT TO ENROLLING 

3/01 RETURNED FROM ENROLLING 

3/10 SIGNED BY PRESIDENT 

3/18 FILED WITH SECRETARY OF STATE 


INTRODUCED BY SALOMON LC4499 DRAFTER: CARROLL 
CONFIRM GOVERNOR’S APPOINTEES FOR THE MONTANA ARTS COUNCIL 

1/24 INTRODUCED 

1/24 REFERRED TO EDUCATION AND CULTURAL RESOURCES 


3/13 HEARING 
3/15 COMMITTEE EXEC ACTION — RESOLUTION ADOPTED AS AMENDED 11 0 


SR 48 


SR 49 


SR 50 


SR 51 


SENATE RESOLUTIONS 305 


3/16 COMMITTEE REPORT — RESOLUTION ADOPTED AS AMENDED 

3/20 RESOLUTION ADOPTED 49 1 
3/20 SENT TO ENROLLING 

3/23 RETURNED FROM ENROLLING 

3/29 SIGNED BY PRESIDENT 

3/29 FILED WITH SECRETARY OF STATE 


INTRODUCED BY MCGILLVRAY LC4485 DRAFTER: KREZOWSKI 
CONFIRM GOVERNOR’S APPOINTEES FOR THE BOARD OF NURSING 
1/26 INTRODUCED 


1/27 REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
2/06 HEARING 


2/08 COMMITTEE EXEC ACTION — RESOLUTION ADOPTED 9 O 
2/09 COMMITTEE REPORT — RESOLUTION ADOPTED 
2/14 RESOLUTION ADOPTED 50 0 


2/14 SENT TO ENROLLING 

3/01 RETURNED FROM ENROLLING 

3/10 SIGNED BY PRESIDENT 

3/13 FILED WITH SECRETARY OF STATE 


INTRODUCED BY CUFFE LC4574 DRAFTER: CARROLL 


CONFIRM GOVERNOR’S APPOINTEE FOR COMMISSIONER OF POLITICAL 
PRACTICES 


1/26 INTRODUCED 
1/27 REFERRED TO STATE ADMINISTRATION 
2/10 HEARING 


2/18 COMMITTEE EXEC ACTION — RESOLUTION ADOPTED 10 0 
2/138 COMMITTEE REPORT — RESOLUTION ADOPTED 
2/14 RESOLUTION ADOPTED 47 3 


2/14 SENT TO ENROLLING 

3/01 RETURNED FROM ENROLLING 

3/14 SIGNED BY PRESIDENT 

3/16 FILED WITH SECRETARY OF STATE 


INTRODUCED BY MCGILLVRAY LC4578 DRAFTER: KREZOWSKI 
CONFIRM GOVERNOR’S APPOINTEE FOR DIRECTOR OF DPHHS 
2/02 INTRODUCED 


2/03 REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
2/08 HEARING 


2/17 COMMITTEE EXEC ACTION — RESOLUTION ADOPTED 5 64 
2/20 COMMITTEE REPORT — RESOLUTION ADOPTED 
2/22 RESOLUTION ADOPTED 33 17 


2/22 SENT TO ENROLLING 

3/01 RETURNED FROM ENROLLING 

3/10 SIGNED BY PRESIDENT 

3/18 FILED WITH SECRETARY OF STATE 


INTRODUCED BY SALOMON LC4599 DRAFTER: MCCRACKEN 


CONFIRM GOVERNOR’S APPOINTEE FOR BOARD OF REGENTS OF HIGHER 
EDUCATION 


2/08 INTRODUCED 
2/08 REFERRED TO EDUCATION AND CULTURAL RESOURCES 
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3/15 HEARING 


3/15 COMMITTEE EXEC ACTION — RESOLUTION ADOPTED 11 0 
3/16 COMMITTEE REPORT — RESOLUTION ADOPTED 
3/20 RESOLUTION ADOPTED 50 «(OO 


3/20 SENT TO ENROLLING 

3/23 RETURNED FROM ENROLLING 

3/29 SIGNED BY PRESIDENT 

3/29 FILED WITH SECRETARY OF STATE 


INTRODUCED BY LANG LC4600 DRAFTER: GRAFF 
CONFIRM GOVERNOR’S APPOINTEE FOR THE LIVESTOCK LOSS BOARD 
2/08 INTRODUCED 


2/09 REFERRED TO AGRICULTURE, LIVESTOCK AND IRRIGATION 
2/23 HEARING 


2/23 COMMITTEE EXEC ACTION — RESOLUTION ADOPTED 11 0 
2/24 COMMITTEE REPORT — RESOLUTION ADOPTED 
2/28 RESOLUTION ADOPTED 50 0 


2/28 SENT TO ENROLLING 

3/10 RETURNED FROM ENROLLING 

3/10 SIGNED BY PRESIDENT 

3/13 FILED WITH SECRETARY OF STATE 


INTRODUCED BY ELLSWORTH LC1834 DRAFTER: ALLEN 
SENATE RESOLUTION RECOGNIZING THE SERVICE OF MIKE DENNISON 
2/15 INTRODUCED 


2/16 REFERRED TO LEGISLATIVE ADMINISTRATION 
4/18 HEARING 


4/18 COMMITTEE EXEC ACTION — RESOLUTION ADOPTED 5 1 
4/18 COMMITTEE REPORT — RESOLUTION ADOPTED 
4/20 RESOLUTION ADOPTED 40 8 


4/20 SENT TO ENROLLING 

4/26 RETURNED FROM ENROLLING 

5/04 SIGNED BY PRESIDENT 

5/12 FILED WITH SECRETARY OF STATE 


INTRODUCED BY MCGILLVRAY LC4615 DRAFTER: KREZOWSKI 


CONFIRM GOVERNOR’S APPOINTEE FOR THE BOARD OF ALTERNATIVE HEALTH 
CARE 


2/20 INTRODUCED 
2/20 REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
DIED IN PROCESS 
INTRODUCED BY SMALL LC4618 DRAFTER: E. SULLIVAN 
CONFIRM GOVERNOR’S APPOINTEE FOR THE BOARD OF HORSERACING 
3/10 INTRODUCED 


3/10 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
3/15 HEARING 


3/15 COMMITTEE EXEC ACTION — RESOLUTION ADOPTED 10 0 
3/15 COMMITTEE REPORT — RESOLUTION ADOPTED 
3/17 RESOLUTION ADOPTED 50 0 


3/17 SENT TO ENROLLING 
3/23 RETURNED FROM ENROLLING 
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3/29 SIGNED BY PRESIDENT 
3/29 FILED WITH SECRETARY OF STATE 
INTRODUCED BY SMALL LC4619 DRAFTER: HENNEMAN 
CONFIRM GOVERNOR’S APPOINTEES FOR BOARD OF HOUSING 
3/10 INTRODUCED 


3/10 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
3/15 HEARING 


3/15 COMMITTEE EXEC ACTION — RESOLUTION ADOPTED 10 O 
3/15 COMMITTEE REPORT — RESOLUTION ADOPTED 
3/17 RESOLUTION ADOPTED 50 =O 


3/17 SENT TO ENROLLING 

3/24 RETURNED FROM ENROLLING 

3/29 SIGNED BY PRESIDENT 

3/29 FILED WITH SECRETARY OF STATE 


INTRODUCED BY DUNWELL LC3658 DRAFTER: KOLMAN 
RESOLUTION HONORING CHUCK JOHNSON 
3/16 INTRODUCED 


3/17 REFERRED TO LEGISLATIVE ADMINISTRATION 
4/18 HEARING 


4/18 COMMITTEE EXEC ACTION — RESOLUTION ADOPTED 5 1 
4/18 COMMITTEE REPORT — RESOLUTION ADOPTED 
4/19 RESOLUTION ADOPTED 43 7 


4/20 SENT TO ENROLLING 

4/24 RETURNED FROM ENROLLING 

4/27 SIGNED BY PRESIDENT 

4/27 FILED WITH SECRETARY OF STATE 


INTRODUCED BY SALES LC4610 DRAFTER: GRAFF 


CONFIRM GOVERNOR’S APPOINTEES FOR BOARD OF OIL AND GAS 
CONSERVATION 


3/20 INTRODUCED 
3/20 REFERRED TO ENERGY AND TELECOMMUNICATIONS 
3/30 HEARING 


3/30 COMMITTEE EXEC ACTION — RESOLUTION ADOPTED 12 0 
3/31 COMMITTEE REPORT — RESOLUTION ADOPTED 
4/03 RESOLUTION ADOPTED 50 «~0 


4/03 SENT TO ENROLLING 

4/06 RETURNED FROM ENROLLING 

4/12 SIGNED BY PRESIDENT 

4/12 FILED WITH SECRETARY OF STATE 


INTRODUCED BY SMALL LC4601 DRAFTER: E. SULLIVAN 


CONFIRM GOVERNOR’S APPOINTEE FOR THE UNEMPLOYMENT INSURANCE 
APPEALS BOARD 


3/20 INTRODUCED 

3/20 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 

4/05 HEARING 

4/06 COMMITTEE EXEC ACTION — RESOLUTION ADOPTED 10 O 
4/07 COMMITTEE REPORT — RESOLUTION ADOPTED 

4/12 RESOLUTION ADOPTED 49 0 
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4/12 SENT TO ENROLLING 

4/17 RETURNED FROM ENROLLING 

4/19 SIGNED BY PRESIDENT 

4/20 FILED WITH SECRETARY OF STATE 


INTRODUCED BY SMALL LC4609 DRAFTER: KREZOWSKI 
CONFIRM GOVERNOR'S APPOINTEES FOR THE HUMAN RIGHTS COMMISSION 
3/20 INTRODUCED 


3/20 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
4/05 HEARING 


4/06 COMMITTEE EXEC ACTION — RESOLUTION ADOPTED 10 O 
4/07 COMMITTEE REPORT — RESOLUTION ADOPTED 
4/12 RESOLUTION ADOPTED 49 0 


4/12 SENT TO ENROLLING 

4/17 RETURNED FROM ENROLLING 

4/19 SIGNED BY PRESIDENT 

4/20 FILED WITH SECRETARY OF STATE 


INTRODUCED BY WELBORN LC4627 DRAFTER: PALLISTER 
CONFIRM GOVERNOR’S APPOINTEES FOR BOARD OF ENVIRONMENTAL REVIEW 


3/21 INTRODUCED 

3/21 REFERRED TO NATURAL RESOURCES 

3/27 HEARING 

3/27 COMMITTEE EXEC ACTION — RESOLUTION ADOPTED AS AMENDED 11 0 
3/28 COMMITTEE REPORT — RESOLUTION ADOPTED AS AMENDED 

3/30 RESOLUTION ADOPTED 50 «=O 
3/30 SENT TO ENROLLING 

4/05 RETURNED FROM ENROLLING 

4/07 SIGNED BY PRESIDENT 

4/11 FILED WITH SECRETARY OF STATE 


INTRODUCED BY WELBORN LC4626 DRAFTER: PALLISTER 
CONFIRM GOVERNOR’S APPOINTEE FOR BOARD OF ENVIRONMENTAL REVIEW 


3/21 INTRODUCED 

3/21 REFERRED TO NATURAL RESOURCES 

3/27 HEARING 

3/27 COMMITTEE EXEC ACTION — RESOLUTION ADOPTED AS AMENDED 11 0 
3/28 COMMITTEE REPORT — RESOLUTION ADOPTED AS AMENDED 

3/30 RESOLUTION ADOPTED 50 «(OO 
3/30 SENT TO ENROLLING 

4/05 RETURNED FROM ENROLLING 

4/07 SIGNED BY PRESIDENT 

4/11 FILED WITH SECRETARY OF STATE 


INTRODUCED BY LANG LC4625 DRAFTER: GRAFF 
CONFIRM GOVERNOR’S APPOINTEES FOR BOARD OF LIVESTOCK 


3/21 INTRODUCED 

3/21 REFERRED TO AGRICULTURE, LIVESTOCK AND IRRIGATION 

3/28 HEARING 

3/28 COMMITTEE EXEC ACTION — RESOLUTION ADOPTED 11 0 
3/29 COMMITTEE REPORT — RESOLUTION ADOPTED 

3/31 RESOLUTION ADOPTED 50 «(OO 


SR 65 


SR 66 


SR 67 


SR 68 


SENATE RESOLUTIONS 309 


3/31 SENT TO ENROLLING 

4/05 RETURNED FROM ENROLLING 

4/07 SIGNED BY PRESIDENT 

4/11 FILED WITH SECRETARY OF STATE 


INTRODUCED BY K. REGIER LC4628 DRAFTER: BURKHARDT 
CONFIRM APPOINTEE FOR CHIEF WATER JUDGE 
3/21 INTRODUCED 


3/21 REFERRED TO JUDICIARY 
3/29 HEARING 


3/29 COMMITTEE EXEC ACTION — RESOLUTION ADOPTED 11 0 
3/30 COMMITTEE REPORT — RESOLUTION ADOPTED 
4/03 RESOLUTION ADOPTED 50 =O 


4/03 SENT TO ENROLLING 

4/06 RETURNED FROM ENROLLING 

4/12 SIGNED BY PRESIDENT 

4/12 FILED WITH SECRETARY OF STATE 


INTRODUCED BY SMALL LC4631 DRAFTER: E. SULLIVAN 


CONFIRM GOVERNOR’S APPOINTEE FOR THE BOARD OF REAL ESTATE 
APPRAISERS 


3/22 INTRODUCED 
3/22 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
4/05 HEARING 


4/06 COMMITTEE EXEC ACTION — RESOLUTION ADOPTED 10 0 
4/07 COMMITTEE REPORT — RESOLUTION ADOPTED 
4/12 RESOLUTION ADOPTED 49 0 


4/12 SENT TO ENROLLING 

4/17 RETURNED FROM ENROLLING 

4/19 SIGNED BY PRESIDENT 

4/20 FILED WITH SECRETARY OF STATE 


INTRODUCED BY SMALL LC4632 DRAFTER: E. SULLIVAN 


CONFIRM GOVERNOR’S APPOINTEE FOR STATE COMPENSATION INSURANCE 
FUND BOARD 


3/22 INTRODUCED 
3/22 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
4/05 HEARING 


4/06 COMMITTEE EXEC ACTION — RESOLUTION ADOPTED 10 O 
4/07 COMMITTEE REPORT — RESOLUTION ADOPTED 
4/12 RESOLUTION ADOPTED 48 1 


4/12 SENT TO ENROLLING 

4/17 RETURNED FROM ENROLLING 

4/19 SIGNED BY PRESIDENT 

4/20 FILED WITH SECRETARY OF STATE 


INTRODUCED BY HINEBAUCH LC4633 DRAFTER: PALLISTER 
CONFIRM GOVERNOR’S APPOINTEE FOR STATE PARKS AND RECREATION BOARD 
3/23 INTRODUCED 

3/24 REFERRED TO FISH AND GAME 


4/20 HEARING 
4/20 COMMITTEE EXEC ACTION — RESOLUTION ADOPTED 12 0 
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SR 69 


SR 70 


SR 71 


SR 72 
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4/21 COMMITTEE REPORT — RESOLUTION ADOPTED 

4/25 RESOLUTION ADOPTED 42 8 
4/25 SENT TO ENROLLING 

5/01 RETURNED FROM ENROLLING 

5/04 SIGNED BY PRESIDENT 

5/12 FILED WITH SECRETARY OF STATE 


INTRODUCED BY OLSEN LC1113 DRAFTER: GRAFF 


RESOLUTION TO INCLUDE MONTANA IN THE RADIATION EXPOSURE 
COMPENSATION ACT 


3/28 INTRODUCED 
3/29 REFERRED TO STATE ADMINISTRATION 
4/19 HEARING 


4/21 COMMITTEE EXEC ACTION — RESOLUTION ADOPTED 10 O 
4/21 COMMITTEE REPORT — RESOLUTION ADOPTED 
4/25 RESOLUTION ADOPTED 42 8 


4/25 SENT TO ENROLLING 

5/01 RETURNED FROM ENROLLING 

5/04 SIGNED BY PRESIDENT 

5/12 FILED WITH SECRETARY OF STATE 


INTRODUCED BY SMALL LC0499 DRAFTER: POWER 

RESOLUTION ON COLSTRIP’S 100TH ANNIVERSARY 

4/12 INTRODUCED 

4/12 REFERRED TO ENERGY AND TELECOMMUNICATIONS 

4/18 HEARING 

4/18 COMMITTEE EXEC ACTION — RESOLUTION ADOPTED 12 0 
DIED IN PROCESS 

INTRODUCED BY K. REGIER LC4640 DRAFTER: BURKHARDT 

CONFIRM GOVERNOR’S APPOINTEE FOR DISTRICT COURT JUDGE - DISTRICT 9 

4/13 INTRODUCED 


4/13 REFERRED TO JUDICIARY 
4/18 HEARING 


4/18 COMMITTEE EXEC ACTION — BILL PASSED 7 = 4 
4/18 COMMITTEE REPORT — RESOLUTION ADOPTED 
4/19 RESOLUTION ADOPTED 37 13 


4/20 SENT TO ENROLLING 

4/24 RETURNED FROM ENROLLING 

4/27 SIGNED BY PRESIDENT 

4/27 FILED WITH SECRETARY OF STATE 


INTRODUCED BY SALES LC4642 DRAFTER: MOHR 
CONFIRM GOVERNOR’S APPOINTEES FOR COAL BOARD 
4/19 INTRODUCED 


4/19 REFERRED TO ENERGY AND TELECOMMUNICATIONS 
4/25 HEARING 


4/25 COMMITTEE EXEC ACTION — RESOLUTION ADOPTED 12 0 
4/26 COMMITTEE REPORT — RESOLUTION ADOPTED 
4/29 RESOLUTION ADOPTED 47 3 


4/29 SENT TO ENROLLING 
5/02 RETURNED FROM ENROLLING 


SR 73 


SR 74 


SR 75 


SENATE RESOLUTIONS 311 


5/12 FILED WITH SECRETARY OF STATE 

INTRODUCED BY K. REGIER LC4643 DRAFTER: KREZOWSKI 
CONFIRM GOVERNOR’S APPOINTEES FOR BOARD OF CRIME CONTROL 

4/20 INTRODUCED 


4/20 REFERRED TO JUDICIARY 
4/25 HEARING 


4/25 COMMITTEE EXEC ACTION — RESOLUTION ADOPTED 7 0 
4/26 COMMITTEE REPORT — RESOLUTION ADOPTED 
4/29 RESOLUTION ADOPTED 50 =O 


4/29 SENT TO ENROLLING 
5/02 RETURNED FROM ENROLLING 
5/12 FILED WITH SECRETARY OF STATE 


INTRODUCED BY MANZELLA LC4641 DRAFTER: CARROLL 
CONFIRM GOVERNOR’S APPOINTEES FOR BOARD OF AERONAUTICS 


4/20 INTRODUCED 

4/20 REFERRED TO HIGHWAYS AND TRANSPORTATION 

4/25 HEARING 

4/25 COMMITTEE EXEC ACTION — RESOLUTION ADOPTED AS AMENDED 12 0 
4/26 COMMITTEE REPORT — RESOLUTION ADOPTED AS AMENDED 

4/29 RESOLUTION ADOPTED 50 0 
4/29 SENT TO ENROLLING 

5/02 RETURNED FROM ENROLLING 

5/12 FILED WITH SECRETARY OF STATE 


INTRODUCED BY OLSEN [C1741 DRAFTER: WEISS 


RESOLUTION TO SUPPORT U.S. CONSTITUTIONAL AMENDMENT REGARDING 
CAMPAIGN FINANCE 


4/20 INTRODUCED 

4/21 REFERRED TO LOCAL GOVERNMENT 

4/24 HEARING 

4/24 TABLED IN COMMITTEE 6 3 
DIED IN STANDING COMMITTEE 


HOUSE BILLS 
HB1 INTRODUCED BY JONES LC0001 DRAFTER: JOHNSON 
FEED BILL TO FUND 68TH LEGISLATIVE SESSION AND PREPARE FOR 2025 
BY REQUEST OF LEGISLATIVE COUNCIL 


12/15 INTRODUCED 

12/23 REFERRED TO APPROPRIATIONS 

1/05 HEARING 

1/06 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 19 4 
1/06 COMMITTEE REPORT — BILL PASSED AS AMENDED 

1/09 2ND READING PASSED AS AMENDED 91 9 
1/10 38RD READING PASSED 86 11 


TRANSMITTED TO SENATE 
1/11 REFERRED TO FINANCE AND CLAIMS 
1/16 HEARING 


1/16 COMMITTEE EXEC ACTION — BILL CONCURRED 19 O 
1/17 COMMITTEE REPORT — BILL CONCURRED 

1/17 2ND READING CONCURRED 42 8 
1/17 3RD READING CONCURRED 45 5 


RETURNED TO HOUSE 

1/18 SENT TO ENROLLING 
1/19 RETURNED FROM ENROLLING 
1/20 SIGNED BY SPEAKER 
1/23 SIGNED BY PRESIDENT 
1/23 TRANSMITTED TO GOVERNOR 
1/30 SIGNED BY GOVERNOR 
1/30 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 1 

EFFECTIVE DATE: 1/30/2023 - ALL SECTIONS 


HB2 INTRODUCED BY JONES LC0002 DRAFTER: JOHNSON 
GENERAL APPROPRIATIONS ACT 
BY REQUEST OF OFFICE OF BUDGET AND PROGRAM PLANNING 


12/14 INTRODUCED 
12/21 REFERRED TO APPROPRIATIONS 
1/04 HEARING 

1/04 HEARING 

1/04 HEARING 

1/04 HEARING 

1/04 HEARING 

1/05 HEARING 

1/05 HEARING 

1/05 HEARING 

1/05 HEARING 

1/06 HEARING 

1/09 HEARING 

1/09 HEARING 

1/09 HEARING 

1/09 HEARING 

1/09 HEARING 

1/10 HEARING 

1/10 HEARING 


314 


1/10 
1/10 
1/10 
1/11 
1/11 
1/11 
1/11 
1/12 
1/12 
1/12 
1/13 
1/13 
1/13 
1/13 
1/16 
1/16 
1/16 
1/17 
1/17 
1/18 
1/18 
1/18 
1/18 
1/19 
1/19 
1/19 
1/19 
1/20 
1/20 
1/20 
1/20 
1/20 
1/23 
1/23 
1/23 
1/23 
1/23 
1/24 
1/24 
1/24 
1/24 
1/24 
1/25 
1/25 
1/25 
1/25 
1/25 
1/26 
1/26 
1/26 
1/26 
1/26 
1/27 
1/27 
1/30 
1/30 
1/31 
1/31 
1/31 
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HEARING 
HEARING 
HEARING 
HEARING 
HEARING 
HEARING 
HEARING 
HEARING 
HEARING 
HEARING 
HEARING 
HEARING 
HEARING 
HEARING 
HEARING 
HEARING 
HEARING 
HEARING 
HEARING 
HEARING 
HEARING 
HEARING 
HEARING 
HEARING 
HEARING 
HEARING 
HEARING 
HEARING 
HEARING 
HEARING 
HEARING 
HEARING 
HEARING 
HEARING 
HEARING 
HEARING 
HEARING 
HEARING 
HEARING 
HEARING 
HEARING 
HEARING 
HEARING 
HEARING 
HEARING 
HEARING 
HEARING 
HEARING 
HEARING 
HEARING 
HEARING 
HEARING 
HEARING 
HEARING 
HEARING 
HEARING 
HEARING 
HEARING 
HEARING 


1/31 
2/01 
2/01 
2/01 
2/01 
2/01 
2/02 
2/02 
2/03 
2/03 
2/03 
2/06 
2/06 
2/06 
2/07 
2/07 
2/07 
2/07 
2/08 
2/08 
2/08 
2/09 
2/10 
2/14 
2/14 
2/15 
2/15 
2/15 
2/15 
2/16 
2/16 
2/17 
3/02 
3/09 
3/10 
3/13 
3/14 
38/15 
3/16 
3/22 
3/28 


3/24 
4/05 
4/06 
4/13 
4/18 
4/20 
4/24 
4/27 


5/02 
5/02 
5/03 
5/08 
6/12 
6/13 


HOUSE BILLS 


HEARING 

HEARING 

HEARING 

HEARING 

HEARING 

HEARING 

HEARING 

HEARING 

HEARING 

HEARING 

HEARING 

HEARING 

HEARING 

HEARING 

HEARING 

HEARING 

HEARING 

HEARING 

HEARING 

HEARING 

HEARING 

HEARING 

HEARING 

HEARING 

HEARING 

HEARING 

HEARING 

HEARING 

HEARING 

HEARING 

HEARING 

HEARING 
REREFERRED TO APPROPRIATIONS 
HEARING 

HEARING 

HEARING 

HEARING 
COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 
2ND READING PASSED 
3RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO FINANCE AND CLAIMS 

HEARING 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED AS AMD 

3RD READING CONCURRED 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS CONCURRED 

38RD READING PASSED AS AMENDED BY SENATE 
SENT TO ENROLLING 

RETURNED FROM ENROLLING 

SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 


16 


68 
67 


19 


28 
32 


94 
88 
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32 
31 


22 
18 
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HB 3 


HB 4 
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6/13 TRANSMITTED TO GOVERNOR 
6/14 SIGNED BY GOVERNOR 
6/14 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 769 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


INTRODUCED BY JONES LC0003 DRAFTER: JOHNSON 


SUPPLEMENTAL APPROPRIATIONS BILL 
BY REQUEST OF OFFICE OF BUDGET AND PROGRAM PLANNING 
12/12. INTRODUCED 


12/20 REFERRED TO APPROPRIATIONS 
1/03 HEARING 


2/02 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 19 0 


2/03 COMMITTEE REPORT — BILL PASSED AS AMENDED 


2/08 2ND READING PASSED 
2/09 38RD READING PASSED 


TRANSMITTED TO SENATE 
2/18 REFERRED TO FINANCE AND CLAIMS 
2/16 HEARING 
2/16 COMMITTEE EXEC ACTION — BILL CONCURRED 
2/21 COMMITTEE REPORT — BILL CONCURRED 
2/27 2ND READING CONCURRED 
2/28 3RD READING CONCURRED 


RETURNED TO HOUSE 

3/02 SENT TO ENROLLING 
3/10 RETURNED FROM ENROLLING 
3/11 SIGNED BY SPEAKER 
3/14 SIGNED BY PRESIDENT 
3/14 TRANSMITTED TO GOVERNOR 
3/15 SIGNED BY GOVERNOR 
3/16 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 52 

EFFECTIVE DATE: 3/15/2023 - ALL SECTIONS 


INTRODUCED BY JONES LC0004 DRAFTER: 


APPROPRIATIONS BY BUDGET AMENDMENT 
BY REQUEST OF OFFICE OF BUDGET AND PROGRAM PLANNING 


12/12 FISCAL NOTE PROBABLE 

12/12. INTRODUCED 

12/13. FISCAL NOTE REQUESTED 

12/20 REFERRED TO APPROPRIATIONS 
1/02 FISCAL NOTE RECEIVED 

1/03 HEARING 
1/03 FISCAL NOTE SIGNED 

1/04 FISCAL NOTE PRINTED 

3/16 REVISED FISCAL NOTE RECEIVED 
3/16 REVISED FISCAL NOTE SIGNED 
3/17 REVISED FISCAL NOTE PRINTED 


100 0 

97 #1 

19 O 

43 7 

41 9 
JOHNSON 


3/17 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 16 0 


3/20 COMMITTEE REPORT — BILL PASSED AS AMENDED 


3/30 2ND READING PASSED 
3/31 3RD READING PASSED 


HOUSE BILLS 317 


TRANSMITTED TO SENATE 
4/03 REFERRED TO FINANCE AND CLAIMS 
4/13 HEARING 
4/20 COMMITTEE EXEC ACTION — CONCURRED AS AMD 19 O 
4/21 COMMITTEE REPORT — CONCURRED AS AMD 
4/24 REVISED FISCAL NOTE RECEIVED 
4/24 REVISED FISCAL NOTE SIGNED 


4/25 2ND READING CONCURRED 49 0 

4/25 REVISED FISCAL NOTE PRINTED 

4/26 3RD READING CONCURRED 45 5 
RETURNED TO HOUSE WITH AMENDMENTS 

5/02 2ND READING SENATE AMDS CONCURRED 93 2 

5/02 38RD READING PASSED AS AMENDED BY SENATE 94 2 


5/03 SENT TO ENROLLING 
5/11 RETURNED FROM ENROLLING 
5/11 SIGNED BY SPEAKER 
5/11 SIGNED BY PRESIDENT 
5/12 TRANSMITTED TO GOVERNOR 
5/22 SIGNED BY GOVERNOR 
5/22 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 707 
EFFECTIVE DATE: 5/22/2023 - ALL SECTIONS 


HB5 INTRODUCED BY M. HOPKINS LC0005 DRAFTER: JOHNSON 
LONG-RANGE BUILDING APPROPRIATIONS 
BY REQUEST OF OFFICE OF BUDGET AND PROGRAM PLANNING 


12/12. FISCAL NOTE PROBABLE 

12/12. INTRODUCED 

12/13. FISCAL NOTE REQUESTED 

12/20 REFERRED TO APPROPRIATIONS 

1/02 FISCAL NOTE RECEIVED 

1/03 FISCAL NOTE SIGNED 

1/04 FISCAL NOTE PRINTED 

1/09 REVISED FISCAL NOTE RECEIVED 

1/09 REVISED FISCAL NOTE SIGNED 

1/09 REVISED FISCAL NOTE PRINTED 

1/25 HEARING 

1/26 HEARING 

1/27 HEARING 

1/30 HEARING 

1/31 HEARING 

2/01 HEARING 

2/02 HEARING 

2/03 HEARING 

2/14 HEARING 

2/16 HEARING 

3/01 REREFERRED TO APPROPRIATIONS 

3/15 HEARING 

3/24 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED _.22,—s 1 
3/27 COMMITTEE REPORT — BILL PASSED AS AMENDED 
3/28 REVISED FISCAL NOTE REQUESTED 

3/29 2ND READING PASSED AS AMENDED 100 O 
3/31 REVISED FISCAL NOTE RECEIVED 

3/31 REVISED FISCAL NOTE SIGNED 
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HB6 


3/31 
3/31 


4/03 
4/14 
4/21 
4/25 
4/27 
4/28 


5/02 
5/02 
5/03 
5/11 
5/11 
5/11 
5/17 
5/24 
6/01 
6/13 
7/04 


INTRODUCED BY M. HOPKINS 


MONTANA HISTORY AND FINAL STATUS 2023 


REVISED FISCAL NOTE PRINTED 
3RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO FINANCE AND CLAIMS 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED AS AMD 

38RD READING CONCURRED 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS CONCURRED 
3RD READING PASSED AS AMENDED BY SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
RETURNED WITH GOVERNOR’S LINE-ITEM VETO 
CHAPTER NUMBER ASSIGNED 
VETO OVERRIDE VOTE MAIL POLL IN PROGRESS 
LINE-ITEM VETO OVERRIDE FAILED 
CHAPTER NUMBER 763 
EFFECTIVE DATE: 5/23/2023 - ALL SECTIONS 


RENEWABLE RESOURCE GRANTS 


BY REQUEST OF DEPARTMENT OF NATURAL RESOURCES AND CONSERVATION 


12/12 
12/20 
1/18 
1/19 
1/20 
2/14 
3/01 
3/16 
3/24 
3/25 
3/29 
3/30 


3/31 
4/04 
4/21 
4/25 
4/27 
4/28 


5/02 
5/02 
5/03 
5/04 
5/11 
5/11 


INTRODUCED 

REFERRED TO APPROPRIATIONS 

HEARING 

HEARING 

HEARING 

HEARING 

REREFERRED TO APPROPRIATIONS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 
2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO FINANCE AND CLAIMS 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS CONCURRED 

3RD READING PASSED AS AMENDED BY SENATE 
SENT TO ENROLLING 

RETURNED FROM ENROLLING 

SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 


98 


15 


30 
34 


65 
68 


100 


97 
94 


33 
28 


LC0006 DRAFTER: JOHNSON 


HB 7 


HB 8 


5/11 
5/19 
5/22 


INTRODUCED BY M. HOPKINS 


HOUSE BILLS 


TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 618 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


RECLAMATION AND DEVELOPMENT GRANTS 
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LC0007 DRAFTER: JOHNSON 


BY REQUEST OF DEPARTMENT OF NATURAL RESOURCES AND CONSERVATION 


12/12 
12/20 
1/24 
2/14 
3/01 
3/16 
3/17 
3/17 
3/29 
3/30 


3/31 
4/04 
4/07 
4/07 
4/20 
4/21 


4/25 
4/28 
5/04 
5/04 
5/08 
5/18 
5/19 


INTRODUCED BY M. HOPKINS 


INTRODUCED 

REFERRED TO APPROPRIATIONS 

HEARING 

HEARING 

REREFERRED TO APPROPRIATIONS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 17 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 100 
3RD READING PASSED 98 


TRANSMITTED TO SENATE 
REFERRED TO FINANCE AND CLAIMS 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 19 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 49 
38RD READING CONCURRED 49 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 597 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


RENEWABLE RESOURCE BONDS AND LOANS 


LC0008 DRAFTER: JOHNSON 


BY REQUEST OF DEPARTMENT OF NATURAL RESOURCES AND CONSERVATION 


12/12 
12/12 
12/18 
12/20 
1/02 
1/02 
1/04 
1/23 
2/14 
3/01 
3/16 
3/24 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO APPROPRIATIONS 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

HEARING 

REREFERRED TO APPROPRIATIONS 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED — 20 


320 


HB 9 


3/25 
3/28 
3/29 
3/30 
3/30 


3/31 
3/31 
4/04 
4/21 
4/25 
4/26 
4/27 
4/27 
4/27 
4/28 
4/29 


5/01 


5/02 
5/02 
5/03 
5/11 
5/11 
5/11 
5/12 
5/22 
5/22 


INTRODUCED BY M. HOPKINS 


MONTANA HISTORY AND FINAL STATUS 2023 


COMMITTEE REPORT — BILL PASSED AS AMENDED 
REVISED FISCAL NOTE REQUESTED 


2ND READING PASSED 100 
REVISED FISCAL NOTE RECEIVED 
38RD READING PASSED 99 


TRANSMITTED TO SENATE 
REFERRED TO FINANCE AND CLAIMS 
REVISED FISCAL NOTE PRINTED 
HEARING 
COMMITTEE EXEC ACTION — CONCURRED AS AMD 19 
COMMITTEE REPORT — CONCURRED AS AMD 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE SIGNED 


2ND READING CONCURRED 34 
REVISED FISCAL NOTE PRINTED 

3RD READING FAILED 33 
RECONSIDERED PREVIOUS ACTION; REMAINS IN 3RD 
READING PROCESS 27 
38RD READING CONCURRED 47 
RETURNED TO HOUSE WITH AMENDMENTS 

2ND READING SENATE AMDS CONCURRED 98 
3RD READING PASSED AS AMENDED BY SENATE 95 


SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 708 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


CULTURAL AND AESTHETIC GRANTS 


BY REQUEST OF OFFICE OF BUDGET AND PROGRAM PLANNING 


12/12 
12/20 
1/09 
2/14 
3/01 
3/17 
3/20 
3/21 
3/29 
3/30 


3/31 
4/12 
4/12 
4/12 
4/20 
4/21 


INTRODUCED 

REFERRED TO APPROPRIATIONS 

HEARING 

HEARING 

REREFERRED TO APPROPRIATIONS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 20 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 95 
3RD READING PASSED 89 


TRANSMITTED TO SENATE 
REFERRED TO FINANCE AND CLAIMS 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 18 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 37 


38RD READING CONCURRED 33 


LC0009 DRAFTER: JOHNSON 


12 


4/25 
4/28 
5/04 
5/04 
5/08 
5/18 
5/19 


HB 10 INTRODUCED BY M. HOPKINS 


HOUSE BILLS 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 596 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


LC0010 DRAFTER: JOHNSON 


LONG-RANGE INFORMATION TECHNOLOGY FINANCINGS AND APPROPRIATIONS 


BY REQUEST OF OFFICE OF BUDGET AND PROGRAM PLANNING 


12/12 
12/12 
12/18 
12/20 
1/02 
1/02 
1/04 
1/09 
1/10 
1/12 
1/30 
1/31 
2/01 
2/06 
2/14 
2/16 
3/01 
3/15 
3/24 
3/25 
3/28 
3/29 
3/30 


3/31 
3/31 
4/03 
4/04 
4/13 
4/14 
AI17 
AI17 
4/20 
4/20 
4/21 


4/27 
4/27 
4/28 
5/01 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO APPROPRIATIONS 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

REVISED FISCAL NOTE RECEIVED 
REVISED FISCAL NOTE SIGNED 
REVISED FISCAL NOTE PRINTED 
HEARING 

HEARING 

HEARING 

HEARING 

HEARING 

HEARING 

REREFERRED TO APPROPRIATIONS 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 
REVISED FISCAL NOTE REQUESTED 
2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO FINANCE AND CLAIMS 
REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 
REVISED FISCAL NOTE REQUESTED 
REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE PRINTED 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS NOT CONCURRED 
CONFERENCE COMMITTEE APPOINTED 
CONFERENCE COMMITTEE APPOINTED 
HEARING 


20 


96 
95 


19 


43 
40 


98 
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5/01 CONFERENCE COMMITTEE REPORT RECEIVED 6 0 
5/01 CONFERENCE COMMITTEE REPORT RECEIVED 6 0 
5/02 2ND READING CONFERENCE COMMITTEE REPORT 

ADOPTED 50 0 
5/02 2ND READING CONFERENCE COMMITTEE REPORT 

ADOPTED 95 4 
5/02 38RD READING CONFERENCE COMMITTEE REPORT 

ADOPTED 48 2 
5/02 38RD READING CONFERENCE COMMITTEE REPORT 

ADOPTED 92 4 
5/03 SENT TO ENROLLING 
5/11 RETURNED FROM ENROLLING 
5/11 SIGNED BY SPEAKER 
5/11 SIGNED BY PRESIDENT 
5/12 TRANSMITTED TO GOVERNOR 
5/22 SIGNED BY GOVERNOR 
5/22 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 709 
EFFECTIVE DATE: 5/22/2023 - ALL SECTIONS 
HB11 INTRODUCED BY J. FITZPATRICK LC0011 DRAFTER: JOHNSON 


MONTANA COAL ENDOWMENT PROGRAM 
BY REQUEST OF OFFICE OF BUDGET AND PROGRAM PLANNING 


12/12. INTRODUCED 

12/20 REFERRED TO APPROPRIATIONS 

1/17 HEARING 

1/18 HEARING 

1/19 HEARING 

1/23 HEARING 

2/14 HEARING 

3/01 REREFERRED TO APPROPRIATIONS 

3/16 HEARING 

3/17 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 18 0 
3/21 COMMITTEE REPORT — BILL PASSED AS AMENDED 

3/29 2ND READING PASSED 100 O 
3/30 38RD READING PASSED 98 0 


TRANSMITTED TO SENATE 
3/31 REFERRED TO FINANCE AND CLAIMS 
4/04 HEARING 


4/12 COMMITTEE EXEC ACTION — BILL CONCURRED 19 O 
4/12 COMMITTEE REPORT — BILL CONCURRED 

4/20 2ND READING CONCURRED 49 0 
4/21 3RD READING CONCURRED 49 1 


RETURNED TO HOUSE 

4/25 SENT TO ENROLLING 
4/28 RETURNED FROM ENROLLING 
5/04 SIGNED BY SPEAKER 
5/04 SIGNED BY PRESIDENT 
5/08 TRANSMITTED TO GOVERNOR 
5/18 SIGNED BY GOVERNOR 
5/19 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 595 

EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


HOUSE BILLS 


HB 12 INTRODUCED BY M. HOPKINS 


MONTANA HISTORIC PRESERVATION GRANTS 
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LC0012 DRAFTER: JOHNSON 


BY REQUEST OF OFFICE OF BUDGET AND PROGRAM PLANNING 


12/12 
12/20 
1/10 
1/11 
1/12 
1/13 
2/14 
3/01 
3/17 
3/17 
3/20 
3/29 
3/31 


4/03 


INTRODUCED 

REFERRED TO APPROPRIATIONS 

HEARING 

HEARING 

HEARING 

HEARING 

HEARING 

REREFERRED TO APPROPRIATIONS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 18 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED AS AMENDED 97 
3RD READING PASSED 93 


TRANSMITTED TO SENATE 
REFERRED TO FINANCE AND CLAIMS 


4/12 HEARING 

4/12 COMMITTEE EXEC ACTION — BILL CONCURRED 19 
4/12 COMMITTEE REPORT — BILL CONCURRED 

4/20 2ND READING CONCURRED 45 
4/21 38RD READING CONCURRED 43 


5/02 
5/09 
5/11 
5/11 
5/12 
5/22 
5/22 


HB 13 INTRODUCED BY J. FITZPATRICK 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 710 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


STATE EMPLOYEE PAY PLAN AND REVISING LAWS GOVERNING STATE 


EMPLOYEES 


BY REQUEST OF OFFICE OF BUDGET AND PROGRAM PLANNING 


12/12 
12/12 
12/18 
12/20 
1/02 
1/03 
1/03 
1/04 
1/27 
1/30 
1/30 
2/02 
2/02 
2/03 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO APPROPRIATIONS 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

HEARING 
FISCAL NOTE PRINTED 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED — 17 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

REVISED FISCAL NOTE REQUESTED 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE SIGNED 

REVISED FISCAL NOTE PRINTED 


ize) 


LC0013 DRAFTER: JOHNSON 
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2/09 
2/10 


3/13 
3/16 
3/16 
3/16 
3/20 
3/21 


3/22 
4/03 
4/05 
4/05 
4/06 
4/11 
4/11 


HB 15 INTRODUCED BY BEDEY 


MONTANA HISTORY AND FINAL STATUS 2023 


2ND READING PASSED 
3RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO FINANCE AND CLAIMS 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO HOUSE 

SENT TO ENROLLING 

RETURNED FROM ENROLLING 

SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 

TRANSMITTED TO GOVERNOR 

SIGNED BY GOVERNOR 

CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 87 
EFFECTIVE DATE: 4/11/2023 - SECTIONS 2-3, AND 6-7 
EFFECTIVE DATE: 7/01/2023 - SECTIONS 1, 4, AND 5 


IMPLEMENT K-12 INFLATION 


BY REQUEST OF OFFICE OF BUDGET AND PROGRAM PLANNING 


12/12 
12/12 
12/13 
12/20 
1/04 
1/04 
1/05 
1/09 
1/11 
1/12 
1/18 
1/18 
1/19 
1/19 
1/23 
1/24 


1/25 
1/30 
2/01 
2/02 
2/06 
2/06 
2/09 
2/18 
2/14 
2/15 


2/20 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO EDUCATION 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

REREFERRED TO APPROPRIATIONS 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

38RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO EDUCATION AND CULTURAL RESOURCES 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

REREFERRED TO FINANCE AND CLAIMS 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

38RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 


91 


49 
48 


13 


83 


19 


83 


uf 


44 


19 


45 


LC0015 DRAFTER: MCCRACKEN 


14 


13 


2/27 
2/28 
3/01 
3/01 
3/02 
3/06 


HB16 INTRODUCED BY J. CARLSON 
REVISE LAWS RELATING TO CHILD ABUSE AND NEGLECT PROCEEDINGS 


BY REQUEST OF CHILDREN, FAMILIES, HEALTH, AND HUMAN SERVICES 


HOUSE BILLS 


RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 31 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


INTERIM COMMITTEE 


11/28 
11/28 
11/30 
12/19 
1/02 
1/03 
1/04 
1/05 
1/12 
1/17 
1/18 
1/20 
1/24 
1/24 
1/25 
1/27 
1/30 
2/09 
2/18 
2/14 


38/15 
3/29 
4/05 
4/06 
4/11 
4/11 
4/14 
4/14 
4/14 
4/18 


4/24 
4/24 
4/25 
4/27 
4/27 
4/27 
5/02 


5/02 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO JUDICIARY 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

SPONSOR REBUTTAL TO FISCAL NOTE REQUESTED 


COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 


COMMITTEE REPORT — BILL PASSED AS AMENDED 
REVISED FISCAL NOTE REQUESTED 

2ND READING PASSED AS AMENDED 

REREFERRED TO APPROPRIATIONS 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

3RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 
2ND READING CONCURRED 

REREFERRED TO FINANCE AND CLAIMS 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

38RD READING CONCURRED 


RETURNED TO HOUSE WITH AMENDMENTS 

2ND READING SENATE AMDS NOT CONCURRED 
CONFERENCE COMMITTEE APPOINTED 
CONFERENCE COMMITTEE APPOINTED 

HEARING 

CONFERENCE COMMITTEE REPORT RECEIVED 
CONFERENCE COMMITTEE REPORT RECEIVED 
2ND READING CONFERENCE COMMITTEE REPORT 
ADOPTED 

2ND READING CONFERENCE COMMITTEE REPORT 
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LC0161 DRAFTER: O°PCONNELL 


19 O 
95 4 
22 1 
98 0 
11 0 
50 0 
19 O 
50 0 
100 O 
4 2 
4 2 
70 29 
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ADOPTED 35 15 
5/02 3RD READING CONFERENCE COMMITTEE REPORT 

ADOPTED 45 5 
5/02 3RD READING CONFERENCE COMMITTEE REPORT 

ADOPTED 92 4 


5/03 SENT TO ENROLLING 

5/09 RETURNED FROM ENROLLING 

5/11 SIGNED BY SPEAKER 

5/11 SIGNED BY PRESIDENT 

5/12 TRANSMITTED TO GOVERNOR 

5/22 SIGNED BY GOVERNOR 

5/22 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 711 
EFFECTIVE DATE: 5/22/2023 - SECTIONS 1, 2, 4,5, 7, AND 8 
EFFECTIVE DATE: 7/01/2023 - SECTIONS 3 AND 6 


HB17 INTRODUCED BY STAFMAN LC0271 DRAFTER: O°?CONNELL 


PROVIDE FOR IMPLEMENTATION OF CERTIFIED COMMUNITY BEHAVIORAL 
HEALTH CLINIC MODEL 


BY REQUEST OF CHILDREN, FAMILIES, HEALTH, AND HUMAN SERVICES 
INTERIM COMMITTEE 


11/28 FISCAL NOTE PROBABLE 
11/28. INTRODUCED 
11/30 FISCAL NOTE REQUESTED 
12/19 REFERRED TO HUMAN SERVICES 
1/04 FISCAL NOTE RECEIVED 
1/09 FISCAL NOTE PRINTED 
1/17 HEARING 
2/02 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 15 6 
2/03 COMMITTEE REPORT — BILL PASSED AS AMENDED 
2/06 REVISED FISCAL NOTE REQUESTED 
2/09 2ND READING PASSED 60 39 
2/09 REREFERRED TO APPROPRIATIONS 
2/10 REVISED FISCAL NOTE RECEIVED 
2/18 REVISED FISCAL NOTE SIGNED 
2/18 HEARING 
2/14 REVISED FISCAL NOTE PRINTED 
2/15 TABLED IN COMMITTEE 17 6 
3/10 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 18 INTRODUCED BY RUNNING WOLF LC0362 DRAFTER: MCCRACKEN 
ESTABLISH MISSING PERSONS RESPONSE TEAM TRAINING GRANT PROGRAM 
BY REQUEST OF STATE-TRIBAL RELATIONS COMMITTEE 
11/28. INTRODUCED 


12/19 REFERRED TO JUDICIARY 
1/03 HEARING 


1/05 COMMITTEE EXEC ACTION — BILL PASSED 19 O 
1/06 COMMITTEE REPORT — BILL PASSED 

1/10 2ND READING PASSED 99 0 
1/11 38RD READING PASSED 98 0 


TRANSMITTED TO SENATE 
1/12 REFERRED TO JUDICIARY 


1/20 
1/24 
1/24 
2/07 
2/08 


3/18 
3/14 
3/15 
3/23 
4/07 
4/12 
4/13 
4/19 
4/19 


HB19 INTRODUCED BY RUNNING WOLF 


HOUSE BILLS 


HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS CONCURRED 
3RD READING PASSED AS AMENDED BY SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 160 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


11 
49 
50 


98 
98 


LC0364 DRAFTER: MCCRACKEN 


REVISING LAWS RELATED TO INDIAN AFFAIRS AND ECONOMIC DEVELOPMENT 


BY REQUEST OF STATE-TRIBAL RELATIONS COMMITTEE 


11/28 
11/28 
11/30 
12/19 
1/02 
1/04 
1/05 
1/11 
1/16 
1/17 
1/19 
1/19 
1/24 
1/25 
1/26 
1/27 


1/30 
2/07 
2/14 
4/04 
4/06 
4/06 
4/06 
4/11 
4/12 
4/13 


4/20 
4/21 
4/21 
4/26 
4/29 


FISCAL NOTE PROBABLE 
INTRODUCED 
FISCAL NOTE REQUESTED 


REFERRED TO ENERGY, TECHNOLOGY AND FEDERAL RELATIONS 


FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

REREFERRED TO APPROPRIATIONS 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

3RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO ENERGY AND TELECOMMUNICATIONS 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE EXEC ACTION — CONCURRED AS AMD 
REVISED FISCAL NOTE REQUESTED 

REVISED FISCAL NOTE RECEIVED 

COMMITTEE REPORT — CONCURRED AS AMD 
REVISED FISCAL NOTE PRINTED 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS CONCURRED 

3RD READING PASSED AS AMENDED BY SENATE 
SENT TO ENROLLING 

RETURNED FROM ENROLLING 

SIGNED BY SPEAKER 


13 


97 


23 


98 


12 
12 


48 


99 
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5/04 SIGNED BY PRESIDENT 
5/08 TRANSMITTED TO GOVERNOR 
5/18 SIGNED BY GOVERNOR 
5/19 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 594 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


HB 20 INTRODUCED BY FERN LC0368 DRAFTER: HENNEMAN 
APPROPRIATION FOR THE MSU LOCAL GOVERNMENT CENTER 
BY REQUEST OF LOCAL GOVERNMENT INTERIM COMMITTEE 
11/28 INTRODUCED 


1/01 REFERRED TO LOCAL GOVERNMENT 
1/12 HEARING 


1/19 COMMITTEE EXEC ACTION — BILL PASSED 16 0 
1/20 COMMITTEE REPORT — BILL PASSED 
1/24 2ND READING PASSED 54 45 


1/24 REREFERRED TO APPROPRIATIONS 

1/26 HEARING 

1/26 TABLED IN COMMITTEE 22 0 

4/06 MISSED DEADLINE FOR APPROPRIATION BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 21 INTRODUCED BY BEDEY LC0448 DRAFTER: MCCRACKEN 
REVISING PROCESS FOR ADOPTION OF SCHOOL ACCREDITATION STANDARDS 
BY REQUEST OF LEGISLATIVE FINANCE COMMITTEE 
11/28. INTRODUCED 


12/19 REFERRED TO EDUCATION 
1/06 HEARING 


1/09 COMMITTEE EXEC ACTION — BILL PASSED 13 (0 
1/10 COMMITTEE REPORT — BILL PASSED 

1/12 2ND READING PASSED 99 0 
1/13 3RD READING PASSED 98 0 


TRANSMITTED TO SENATE 
1/16 REFERRED TO EDUCATION AND CULTURAL RESOURCES 
1/23 HEARING 


1/30 COMMITTEE EXEC ACTION — CONCURRED AS AMD 11 0 

1/31 COMMITTEE REPORT — CONCURRED AS AMD 

2/08 2ND READING CONCURRED 50 0 

2/09 38RD READING CONCURRED 50 «(OO 
RETURNED TO HOUSE WITH AMENDMENTS 

2/17 2ND READING SENATE AMDS CONCURRED 100 0 

2/21 3RD READING PASSED AS AMENDED BY SENATE 93 38 


2/21 SENT TO ENROLLING 

3/01 RETURNED FROM ENROLLING 

3/08 SIGNED BY SPEAKER 

3/14 SIGNED BY PRESIDENT 

3/14 TRANSMITTED TO GOVERNOR 

3/23 SIGNED BY GOVERNOR 

3/23 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 81 
EFFECTIVE DATE: 3/23/2023 - SECTIONS 1 AND 3-5 
EFFECTIVE DATE: 1/01/2026 - SECTION 2 


HOUSE BILLS 329 


HB 22 INTRODUCED BY BEDEY LC0449 DRAFTER: MCCRACKEN 
REVISING USE OF REVENUE FROM TEACHER LICENSURE FEES 
BY REQUEST OF LEGISLATIVE FINANCE COMMITTEE 


11/28 FISCAL NOTE PROBABLE 
11/28. INTRODUCED 

11/30 FISCAL NOTE REQUESTED 
12/19 REFERRED TO EDUCATION 
1/02 FISCAL NOTE RECEIVED 
1/03 FISCAL NOTE SIGNED 

1/04 FISCAL NOTE PRINTED 
1/06 HEARING 


1/09 COMMITTEE EXEC ACTION — BILL PASSED 13 0 
1/10 COMMITTEE REPORT — BILL PASSED 

1/12 2ND READING PASSED 99 0 
1/13 38RD READING PASSED 98 0 


TRANSMITTED TO SENATE 
1/16 REFERRED TO EDUCATION AND CULTURAL RESOURCES 
1/23 HEARING 


1/25 COMMITTEE EXEC ACTION — BILL CONCURRED 11 0 
1/25 COMMITTEE REPORT — BILL CONCURRED 

2/06 2ND READING CONCURRED 49 0 
2/07 3RD READING CONCURRED 49 0 


RETURNED TO HOUSE 

2/08 SENT TO ENROLLING 
2/16 RETURNED FROM ENROLLING 
2/21 SIGNED BY SPEAKER 
2/23 SIGNED BY PRESIDENT 
2/23 TRANSMITTED TO GOVERNOR 
3/02 SIGNED BY GOVERNOR 
3/06 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 40 

EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


HB 23 INTRODUCED BY THANE LC0453 DRAFTER: M. MOORE 


REVISE STUDENT SCHOLARSHIP ORGANIZATION AND INNOVATIVE EDUCATION 
TAX CREDITS 


BY REQUEST OF REVENUE INTERIM COMMITTEE 


11/28 FISCAL NOTE PROBABLE 
11/28. INTRODUCED 
11/30 FISCAL NOTE REQUESTED 
1/04 FISCAL NOTE RECEIVED 
1/09 FISCAL NOTE PRINTED 
1/16 REFERRED TO TAXATION 
1/19 HEARING 
1/20 TABLED IN COMMITTEE 17. 4 
4/06 MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 24 INTRODUCED BY WELCH LC0454 DRAFTER: M. MOORE 


REVISE TAX CREDIT REVIEW SCHEDULE 
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BY REQUEST OF REVENUE INTERIM COMMITTEE 


11/28 
12/19 
1/03 
1/05 
1/05 
1/06 
1/09 


1/10 
1/19 
1/25 
1/26 
2/03 
2/06 


2/08 
2/16 
2/16 
2/17 
2/21 
2/28 
2/28 


HB 25 INTRODUCED BY WELCH 


INTRODUCED 

REFERRED TO TAXATION 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO TAXATION 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 19 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


REPEAL GRAY WATER PROPERTY ABATEMENT 


BY REQUEST OF REVENUE INTERIM COMMITTEE 


11/28 
11/28 
12/05 
12/19 
1/02 
1/03 
1/03 
1/03 
1/05 
1/05 
1/11 
1/12 


1/16 
1/24 
2/01 
2/01 
3/13 
3/14 


3/15 
3/23 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO TAXATION 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 
2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO TAXATION 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 


20 


100 
97 


12 


50 
49 


18 


95 


33 
34 


LC0456 DRAFTER: M. MOORE 


17 
16 


4/07 
4/12 
4/13 
4/18 
4/19 


HOUSE BILLS 


SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 

TRANSMITTED TO GOVERNOR 

SIGNED BY GOVERNOR 

CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 114 


EFFECTIVE DATE: 4/18/2023 - ALL SECTIONS 


HB 26 INTRODUCED BY NIKOLAKAKOS 


GENERALLY REVISE HIGHWAY USE LAWS 


BY REQUEST OF DEPARTMENT OF TRANSPORTATION 


11/28 
11/28 
12/05 
12/19 
1/02 
1/03 
1/04 
1/06 
1/09 
1/10 
1/12 
1/13 


1/16 
1/26 
3/16 
3/17 
3/23 
3/24 


3/27 
4/05 
4/07 
4/12 
4/13 
4/18 
4/19 


FISCAL NOTE PROBABLE 
INTRODUCED 
FISCAL NOTE REQUESTED 


REFERRED TO TRANSPORTATION 


FISCAL NOTE RECEIVED 
FISCAL NOTE SIGNED 
FISCAL NOTE PRINTED 
HEARING 


[C0510 DRAFTER: CARROLL 


COMMITTEE EXEC ACTION — BILL PASSED 15 0 


COMMITTEE REPORT — BILL PASSED 


2ND READING PASSED 
3RD READING PASSED 


TRANSMITTED TO SENATE 


99 0 


REFERRED TO HIGHWAYS AND TRANSPORTATION 


HEARING 


COMMITTEE EXEC ACTION — BILL CONCURRED (a) 
COMMITTEE REPORT — BILL CONCURRED 


2ND READING CONCURRED 
38RD READING CONCURRED 


RETURNED TO HOUSE 

SENT TO ENROLLING 

RETURNED FROM ENROLLING 

SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 

TRANSMITTED TO GOVERNOR 

SIGNED BY GOVERNOR 

CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 115 


47 
47 3 


ise) 


EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


HB 27 INTRODUCED BY DURAM 


LC0612 DRAFTER: CARROLL 


PROVIDING NOTICE OF NONSTANDARD PENALTIES FOR CERTAIN TRAFFIC 


VIOLATIONS 


11/28 
12/19 
1/06 
1/09 
1/10 
1/12 
1/13 


INTRODUCED 


REFERRED TO TRANSPORTATION 


HEARING 


COMMITTEE EXEC ACTION — BILL PASSED 15 0 


COMMITTEE REPORT — BILL PASSED 


2ND READING PASSED 
38RD READING PASSED 


332 


1/16 
1/26 
3/16 
3/17 
3/21 
3/22 


3/24 
4/03 
4/05 
4/12 
4/13 
4/19 
4/19 


HB 28 INTRODUCED BY R. KNUDSEN 


MONTANA HISTORY AND FINAL STATUS 2023 


TRANSMITTED TO SENATE 
REFERRED TO HIGHWAYS AND TRANSPORTATION 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 10 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 42 
38RD READING CONCURRED 45 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 161 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


[C1199 DRAFTER: COLES 


INCREASE LEGISLATOR PER DIEM REIMBURSEMENTS FOR LODGING AND MEALS 


11/28 
11/28 
11/30 
12/19 
1/02 
1/04 
1/05 
1/06 
1/06 
1/06 
1/17 
1/17 
1/18 
1/19 
1/20 
1/24 


1/25 
1/31 
1/31 
2/01 
2/01 
2/07 
2/07 
2/18 
2/14 
2/15 
2/17 
2/17 


2/24 
2/27 
2/27 
3/10 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO LEGISLATIVE ADMINISTRATION 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 


HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 16 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 67 
REREFERRED TO APPROPRIATIONS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 12 
COMMITTEE REPORT — BILL PASSED 

38RD READING PASSED 68 


TRANSMITTED TO SENATE 
REFERRED TO LEGISLATIVE ADMINISTRATION 


HEARING 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 5 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 40 
REREFERRED TO FINANCE AND CLAIMS 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 18 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 43 
3RD READING CONCURRED 40 
RETURNED TO HOUSE WITH AMENDMENTS 

2ND READING SENATE AMDS CONCURRED 61 
38RD READING PASSED AS AMENDED BY SENATE 56 


SENT TO ENROLLING 
RETURNED FROM ENROLLING 


10 


28 


3/11 
3/14 
3/14 
3/28 


HOUSE BILLS 333 


SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 86 
EFFECTIVE DATE: 3/27/2023 - ALL SECTIONS 


HB 29 INTRODUCED BY J. CARLSON LC0158 DRAFTER: O°CONNELL 


REVISE LAWS RELATED TO INVOLUNTARY COMMITMENT OF PEOPLE WITH 
DEMENTIA OR TBI 


BY REQUEST OF CHILDREN, FAMILIES, HEALTH, AND HUMAN SERVICES 
INTERIM COMMITTEE 


12/01 
12/01 
12/05 
12/19 
1/06 
1/09 
1/12 
1/13 
1/16 
1/17 
1/18 
1/18 
1/19 
1/19 
1/26 
1/26 
2/09 
2/18 
2/14 


3/20 
3/22 
3/31 
4/05 
4/06 
4/12 
4/12 
4/14 
4/14 
4/14 
4/18 


4/20 
4/20 
4/22 
4/27 
4/27 
5/02 
5/04 
5/11 
6/05 
6/09 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO HUMAN SERVICES 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

SPONSOR REBUTTAL TO FISCAL NOTE REQUESTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 20 1 
COMMITTEE REPORT — BILL PASSED 

SPONSOR REBUTTAL TO FISCAL NOTE RECEIVED 

SPONSOR REBUTTAL TO FISCAL NOTE SIGNED 

2ND READING PASSED 90 9 
REREFERRED TO APPROPRIATIONS 

SPONSOR REBUTTAL TO FISCAL NOTE PRINTED 


HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 21 2 
COMMITTEE REPORT — BILL PASSED 

3RD READING PASSED 91 6 


TRANSMITTED TO SENATE 
REFERRED TO JUDICIARY 
REREFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 9 O 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 49 0 
REREFERRED TO FINANCE AND CLAIMS 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 19 O 
COMMITTEE REPORT — BILL CONCURRED 

3RD READING CONCURRED 49 0 


RETURNED TO HOUSE 

SENT TO ENROLLING 

RETURNED FROM ENROLLING 

SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 

TRANSMITTED TO GOVERNOR 

RETURNED WITH GOVERNOR’S PROPOSED AMENDMENTS 
TRANSMITTED TO GOVERNOR 

VETOED BY GOVERNOR 

VETO OVERRIDE VOTE MAIL POLL IN PROGRESS 
VETO OVERRIDDEN BY LEGISLATURE 


334 


6/21 


MONTANA HISTORY AND FINAL STATUS 2023 


CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 777 
EFFECTIVE DATE: 6/08/2023 - SECTIONS 3-9 AND 11-13 
EFFECTIVE DATE: 7/01/2023 - SECTION 10 
EFFECTIVE DATE: 7/01/2025 - SECTIONS 1 AND 2 


HB 30 INTRODUCED BY BUCKLEY LC0227 DRAFTER: E. SULLIVAN 


GENERALLY REVISE MORTGAGE LAWS 


BY REQUEST OF DEPARTMENT OF ADMINISTRATION 


12/02 
12/02 
12/05 
12/19 
1/02 
1/04 
1/04 
1/04 
1/09 
1/09 
1/11 
1/12 


1/16 
1/16 
1/20 
1/23 
1/24 
1/25 
1/30 
2/02 
2/03 


2/06 
2/08 
2/09 
2/10 
2/10 
2/16 
2/17 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO BUSINESS AND LABOR 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

HEARING 
FISCAL NOTE PRINTED 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 17 O 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 98 1 
3RD READING PASSED 97 1 


TRANSMITTED TO SENATE 

REVISED FISCAL NOTE REQUESTED 

REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
REVISED FISCAL NOTE RECEIVED 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 10 O 
COMMITTEE REPORT — BILL CONCURRED 

REVISED FISCAL NOTE PRINTED 

2ND READING CONCURRED 50 «(OO 
3RD READING CONCURRED 50 0 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 4 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


HB 31 INTRODUCED BY FITZGERALD LC0436 DRAFTER: E. SULLIVAN 


GENERALLY REVISE LAWS RELATED TO ACADEMIC BREWERS LICENSE 


BY REQUEST OF DEPARTMENT OF REVENUE 


12/02 
12/19 
1/10 
1/12 
1/12 
1/18 
1/19 


INTRODUCED 

REFERRED TO BUSINESS AND LABOR 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 19 0 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 88 10 
3RD READING PASSED 89 10 


1/23 
1/27 
1/27 
1/30 
2/08 
2/09 


2/18 
2/27 
3/08 
3/14 
3/14 
3/16 
3/16 


HB 32. INTRODUCED BY GIST 


HOUSE BILLS 


TRANSMITTED TO SENATE 
REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 10 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 43 
38RD READING CONCURRED 45 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 53 
EFFECTIVE DATE: 3/16/2023 - ALL SECTIONS 


ALLOW ADDITIONAL LOCAL GOVERNMENT ENTITY BOARD TRAINING BY 


PETITION 


BY REQUEST OF LOCAL GOVERNMENT INTERIM COMMITTEE 


12/02 
12/19 
1/10 
1/12 
1/13 
1/18 
1/19 


1/23 
1/25 
4/05 
4/06 
4/14 
4/14 


A/I17 
4/19 
4/21 
4/26 
4/27 
5/03 
5/04 


HB 33 INTRODUCED BY GIST 


INTRODUCED 

REFERRED TO LOCAL GOVERNMENT 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 16 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 97 
3RD READING PASSED 98 


TRANSMITTED TO SENATE 
REFERRED TO LOCAL GOVERNMENT 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 9 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 48 
3RD READING CONCURRED 43 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 363 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


ALLOW COUNTY COMMISSIONERS TO INITIATE CERTAIN CIVIL PROCEEDINGS 


BY REQUEST OF LOCAL GOVERNMENT INTERIM COMMITTEE 


3385 


LC0367 DRAFTER: HENNEMAN 


LC0366 DRAFTER: HENNEMAN 
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12/02 
12/19 
1/10 
1/12 
1/13 
1/18 
1/19 


1/23 
1/25 
4/12 
4/13 
4/17 
4/18 


4/20 
4/20 
4/22 
4/27 
4/27 
5/05 
6/06 


HB 34 INTRODUCED BY GIST 


MONTANA HISTORY AND FINAL STATUS 2023 


INTRODUCED 

REFERRED TO LOCAL GOVERNMENT 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO LOCAL GOVERNMENT 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO HOUSE 

SENT TO ENROLLING 

RETURNED FROM ENROLLING 

SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 

TRANSMITTED TO GOVERNOR 

VETOED BY GOVERNOR 

VETO OVERRIDE FAILED IN LEGISLATURE 


EXEMPT CERTAIN DNRC GRANTS FROM MEPA 


12/05 
12/05 
1/11 
1/11 
1/12 
1/18 
1/19 


1/23 
3/17 
3/20 
3/21 
3/23 
3/24 


3/27 
4/05 
4/07 
4/12 
4/13 
4/18 
4/19 


HB 35 INTRODUCED BY BREWSTER 


INTRODUCED 
REFERRED TO NATURAL RESOURCES 
HEARING 


COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 


2ND READING PASSED 
3RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO NATURAL RESOURCES 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 116 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


16 


92 


49 
49 


LC0688 DRAFTER: KOLMAN 


46 
46 


LC0365 DRAFTER: HENNEMAN 


REMOVE APPOINTED MEMBERS & ALLOW EX OFFICIO MEMBERS ON COUNTY 
WATER/SEWER BOARD 


HOUSE BILLS 


BY REQUEST OF LOCAL GOVERNMENT INTERIM COMMITTEE 


12/05 
12/05 
1/10 
1/10 
1/11 
1/16 
1/17 


1/18 
3/31 
4/12 
4/13 
AI17 
4/18 


4/24 
4/26 
4/26 
5/02 
5/04 
5/04 
5/08 
5/18 
5/19 


HB 36 INTRODUCED BY BEDEY 


REVISING SCHOOL FUNDING LAWS RELATED TO ENROLLMENT INCREASES 


INTRODUCED 

REFERRED TO LOCAL GOVERNMENT 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO LOCAL GOVERNMENT 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS CONCURRED 
3RD READING PASSED AS AMENDED BY SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 593 
EFFECTIVE DATE: 5/18/2023 - ALL SECTIONS 


BY REQUEST OF LEGISLATIVE FINANCE COMMITTEE 


12/05 
12/05 
12/12 
12/20 
1/03 
1/03 
1/04 
1/04 
1/04 
1/04 
1/05 
1/09 
1/11 
1/12 
1/18 
1/18 
1/19 
1/20 
2/28 
2/28 
2/28 
3/01 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO EDUCATION 

FISCAL NOTE RECEIVED 

SPONSOR REBUTTAL TO FISCAL NOTE REQUESTED 
FISCAL NOTE PRINTED 

REVISED FISCAL NOTE REQUESTED 
REVISED FISCAL NOTE RECEIVED 
REVISED FISCAL NOTE SIGNED 

REVISED FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

REREFERRED TO APPROPRIATIONS 
HEARING 

TABLED IN COMMITTEE 

TAKEN FROM TABLE IN COMMITTEE 
COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

3RD READING PASSED 


16 


97 


99 
98 


13 


83 


19 


13 


80 


hb 


LC0450 DRAFTER: MCCRACKEN 


19 
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38/15 
3/27 
3/29 
3/30 
4/03 
4/03 
4/06 
4/06 
4/07 
4/11 


4/12 
AI17 
4/20 
4/20 
4/21 
4/25 
4/26 


HB 387 INTRODUCED BY J. CARLSON 


MONTANA HISTORY AND FINAL STATUS 2023 


TRANSMITTED TO SENATE 

REFERRED TO EDUCATION AND CULTURAL RESOURCES 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

REREFERRED TO FINANCE AND CLAIMS 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

38RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 240 
EFFECTIVE DATE: 4/25/2023 - ALL SECTIONS 


GENERALLY REVISE CHILD ABUSE AND NEGLECT LAWS 


BY REQUEST OF CHILDREN, FAMILIES, HEALTH, AND HUMAN SERVICES 
INTERIM COMMITTEE 


12/05 
12/05 
12/12 
12/12 
1/04 
1/09 
1/10 
1/12 
1/18 
1/19 
1/19 
1/19 
1/20 
1/23 
1/25 
1/25 
1/29 
1/30 
1/30 
1/30 
1/30 
1/30 
1/30 
2/07 
2/09 
2/09 
2/18 
2/14 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO JUDICIARY 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

HEARING 

SPONSOR REBUTTAL TO FISCAL NOTE REQUESTED 
SPONSOR REBUTTAL TO FISCAL NOTE RECEIVED 
SPONSOR REBUTTAL TO FISCAL NOTE SIGNED 
SPONSOR REBUTTAL TO FISCAL NOTE PRINTED 
COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 
REVISED FISCAL NOTE REQUESTED 

2ND READING PASSED 

REREFERRED TO APPROPRIATIONS 

SPONSOR REBUTTAL TO FISCAL NOTE REQUESTED 
SPONSOR REBUTTAL TO FISCAL NOTE RECEIVED 
SPONSOR REBUTTAL TO FISCAL NOTE SIGNED 
REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE PRINTED 

SPONSOR REBUTTAL TO FISCAL NOTE PRINTED 
HEARING 

REVISED FISCAL NOTE RECEIVED 

COMMITTEE EXEC ACTION — BILL PASSED 
REVISED FISCAL NOTE PRINTED 

COMMITTEE REPORT — BILL PASSED 

38RD READING PASSED 


18 


100 


18 


96 


LC0273 DRAFTER: SANDRU 


3/20 
3/30 
4/05 
4/06 
AI17 
4/17 
AI17 
4/17 
4/17 
4/17 
4/18 


4/20 
4/20 
4/22 
4/27 
4/27 
5/02 
5/04 
5/11 
6/05 
6/09 


HB 38 INTRODUCED BY OBLANDER 


HOUSE BILLS 


TRANSMITTED TO SENATE 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 
HEARING 

2ND READING CONCURRED 

REREFERRED TO FINANCE AND CLAIMS 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

3RD READING CONCURRED 


RETURNED TO HOUSE 

SENT TO ENROLLING 

RETURNED FROM ENROLLING 

SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 

TRANSMITTED TO GOVERNOR 

RETURNED WITH GOVERNOR’S PROPOSED AMENDMENTS 
TRANSMITTED TO GOVERNOR 

VETOED BY GOVERNOR 

VETO OVERRIDE VOTE MAIL POLL IN PROGRESS 
VETO OVERRIDE FAILED IN LEGISLATURE 


339 


LC0278 DRAFTER: ALLEN 


GENERALLY REVISE THEFT LAWS TO ENUMERATE THEFT OF A LIGHT VEHICLE 


BY REQUEST OF CRIMINAL JUSTICE OVERSIGHT COUNCIL 


12/06 
12/06 
12/12 
12/20 
1/04 
1/05 
1/06 
1/06 
1/06 
1/06 
1/10 
1/10 
1/12 
1/24 
1/25 
1/26 


1/27 
2/15 
2/17 
2/20 
2/23 
2/24 
3/13 
3/18 
3/21 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO JUDICIARY 
FISCAL NOTE RECEIVED 
HEARING 
FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED AS AMENDED 

REREFERRED TO APPROPRIATIONS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 

COMMITTEE REPORT — BILL PASSED 

3RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 
COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

REREFERRED TO FINANCE AND CLAIMS 
HEARING 


11 


35 


15 
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3/21 
3/21 
3/22 
3/22 
3/23 


3/24 
4/03 
4/05 
4/12 
4/13 
4/19 
4/19 


HB 39 INTRODUCED BY A. REGIER 


MONTANA HISTORY AND FINAL STATUS 2023 


COMMITTEE EXEC ACTION — BILL CONCURRED 
REVISED FISCAL NOTE RECEIVED 

COMMITTEE REPORT — BILL CONCURRED 
REVISED FISCAL NOTE PRINTED 

38RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 162 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


33 17 


LC0269 DRAFTER: SANDRU 


ELIMINATE COUNTY ADMINISTRATION FEE FOR YOUTH RESIDENTIAL SERVICES 


BY REQUEST OF DEPARTMENT OF PUBLIC HEALTH AND HUMAN SERVICES 


12/07 
12/07 
12/20 
1/03 
1/03 
1/04 
1/05 
1/06 


1/09 
1/13 
1/13 
1/16 
2/02 
2/03 


2/06 
2/08 
2/09 
2/10 
2/10 
2/16 
2/17 


HB 40 INTRODUCED BY A. REGIER 


FISCAL NOTE PROBABLE 

INTRODUCED 

REFERRED TO HUMAN SERVICES 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 5 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


21 O 
100 0O 
94 0 
9 O 
50 0 
50 =O 


LC0272 DRAFTER: O’°CONNELL 


REVISE LAWS RELATED TO FETAL, INFANT, CHILD, AND MATERNAL MORTALITY 
REVIEW TEAMS 


BY REQUEST OF DEPARTMENT OF PUBLIC HEALTH AND HUMAN SERVICES 


12/07 
12/07 


FISCAL NOTE PROBABLE 
INTRODUCED 


12/12 
12/12 
1/03 
1/04 
1/05 
1/10 
1/19 
1/23 
1/27 
3/10 


HOUSE BILLS 341 


FISCAL NOTE REQUESTED 

REFERRED TO HUMAN SERVICES 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED __11—=—s110 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING NOT PASSED 48 51 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN PROCESS 


HB 41 INTRODUCED BY BERGSTROM LC0397 DRAFTER: J. WALKER 


REVISE LAWS TO EXPAND INCUMBENT WORKER TRAINING ELIGIBILITY AND 


AWARDS 


BY REQUEST OF DEPARTMENT OF LABOR AND INDUSTRY 


12/07 
12/07 
12/12 
12/20 
1/02 
1/03 
1/04 
1/04 
1/12 
1/12 
1/16 
1/18 
1/19 


1/20 
1/23 
1/23 
1/24 
1/27 
1/27 
1/30 
2/08 
2/09 


2/18 
2/27 
3/08 
3/14 
3/14 
3/16 
3/16 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO BUSINESS AND LABOR 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 19 0 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

REVISED FISCAL NOTE REQUESTED 

2ND READING PASSED 89 
3RD READING PASSED 94 5 


oO 


TRANSMITTED TO SENATE 

REVISED FISCAL NOTE RECEIVED 

REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
REVISED FISCAL NOTE SIGNED 

REVISED FISCAL NOTE PRINTED 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 10 0 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 389 11 
3RD READING CONCURRED 35 15 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 54 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HB 42 INTRODUCED BY J. HINKLE LC0743 DRAFTER: HENNEMAN 


REVISE LAWS RELATED TO FWP EMPLOYEE FIREARM USE 


BY REQUEST OF DEPARTMENT OF FISH, WILDLIFE, AND PARKS 


342 


12/07 
12/20 
1/05 
1/19 
1/23 
1/25 
1/26 


1/27 
2/02 
3/16 
3/17 
3/22 
3/23 


3/24 
4/05 
4/06 
4/12 
4/13 
4/18 
4/19 


HB 43 INTRODUCED BY MARSHALL 


MONTANA HISTORY AND FINAL STATUS 2023 


INTRODUCED 

REFERRED TO FISH, WILDLIFE AND PARKS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 18 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 75 
38RD READING PASSED 77 


TRANSMITTED TO SENATE 
REFERRED TO FISH AND GAME 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 12 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 46 
3RD READING CONCURRED 45 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 117 
EFFECTIVE DATE: 4/18/2023 - ALL SECTIONS 


25 
22 


nN 


LC0442 DRAFTER: J. WALKER 


REVISING ALCOHOL LAWS RELATING TO DEATH OR INCAPACITY OF A LICENSEE 


OR OWNER 


BY REQUEST OF DEPARTMENT OF REVENUE 


12/08 
12/20 
1/03 
1/04 
1/05 
1/09 
1/10 


1/11 
1/19 
1/24 
1/25 
2/02 
2/03 


2/06 
2/09 
2/10 
2/10 
2/16 
2/17 


INTRODUCED 

REFERRED TO BUSINESS AND LABOR 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 18 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 97 
3RD READING PASSED 94 


TRANSMITTED TO SENATE 
REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 10 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 50 
3RD READING CONCURRED 50 


RETURNED TO HOUSE 
SENT TO ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 6 
EFFECTIVE DATE: 2/16/2023 - ALL SECTIONS 


ww 


HB 44 INTRODUCED BY DOOLING 


HOUSE BILLS 


REVISE DOCUMENT REQUIREMENTS FOR STATE STOCK INSPECTORS 


BY REQUEST OF DEPARTMENT OF LIVESTOCK 


12/08 
12/20 
1/03 
1/03 
1/05 
1/06 
1/09 


1/10 
1/19 
1/19 
1/23 
2/02 
2/03 


2/06 
2/08 
2/09 
2/10 
2/10 
2/16 
2/17 


HB 45 INTRODUCED BY KEENAN 


INTRODUCED 

REFERRED TO AGRICULTURE 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 17 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 100 
3RD READING PASSED 97 


TRANSMITTED TO SENATE 
REFERRED TO AGRICULTURE, LIVESTOCK AND IRRIGATION 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 11 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 50 
38RD READING CONCURRED 50 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 3 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


PROVIDE OVERSIGHT AND STANDARD FOR COMMUNITY BENEFITS/CHARITY 


CARE 


BY REQUEST OF DEPARTMENT OF PUBLIC HEALTH AND HUMAN SERVICES 


12/08 
12/08 
12/12 
1/04 
1/06 
1/06 
1/16 
1/25 
2/21 
2/22 
2/24 
2/24 
2/27 
2/27 
2/28 
3/01 


3/15 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

REFERRED TO HUMAN SERVICES 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 21 
COMMITTEE REPORT — BILL PASSED AS AMENDED 


2ND READING PASSED 81 
REREFERRED TO APPROPRIATIONS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 18 
COMMITTEE REPORT — BILL PASSED 

38RD READING PASSED 91 


TRANSMITTED TO SENATE 
REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
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LC0381 DRAFTER: SANKEY KEIP 


LC0281 DRAFTER: O’°CONNELL 


344 


HB 46 INTRODUCED BY DURAM 


HB 47 


3/24 
4/12 
4/13 
4/14 
4/17 
AI17 
A/I17 
4/17 
4/17 
AI17 
4/17 
4/17 
4/18 


4/20 
4/23 
4/26 
4/27 
4/27 
5/03 
5/04 


MONTANA HISTORY AND FINAL STATUS 2023 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 
REREFERRED TO FINANCE AND CLAIMS 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

REREFERRED TO FINANCE AND CLAIMS 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

38RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 364 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


REVISE POINT OF FUEL TAXATION FIRST RECEIVERSHIP LAWS 


BY REQUEST OF DEPARTMENT OF TRANSPORTATION 


12/08 
12/20 
1/04 
2/17 
3/10 


INTRODUCED BY DOOLING 


GENERALLY REVISE THE MONTANA INFORMATION TECHNOLOGY ACT 


INTRODUCED 

REFERRED TO TRANSPORTATION 
HEARING 

TABLED IN COMMITTEE 


MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 


DIED IN STANDING COMMITTEE 


BY REQUEST OF DEPARTMENT OF ADMINISTRATION 


12/08 
12/08 
12/12 
12/20 
1/02 
1/03 
1/04 
1/10 
1/19 
1/19 
1/24 
1/25 


1/26 
2/21 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO STATE ADMINISTRATION 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 


COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 


2ND READING PASSED 
38RD READING PASSED 


TRANSMITTED TO SENATE 


REFERRED TO ENERGY AND TELECOMMUNICATIONS 


HEARING 


9 O 
19 O 
50 =O 
19 O 
50 «(0 


LC0514 DRAFTER: CARROLL 


14 #1 


LC0219 DRAFTER: CARROLL 


3/21 
3/24 
4/05 
4/06 


4/14 
4/17 
A4I17 
4/19 
4/21 
4/26 
4/27 
5/03 
5/04 


HB 48 INTRODUCED BY BROCKMAN 


HOUSE BILLS 


COMMITTEE EXEC ACTION — CONCURRED AS AMD 12 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 50 
3RD READING CONCURRED 49 
RETURNED TO HOUSE WITH AMENDMENTS 

2ND READING SENATE AMDS CONCURRED 71 
38RD READING PASSED AS AMENDED BY SENATE 69 


SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 365 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


GENERALLY REVISE ALCOHOL LAWS, INCLUDING STORAGE DEPOTS 


BY REQUEST OF DEPARTMENT OF REVENUE 


12/08 
12/08 
12/12 
12/20 
1/02 
1/04 
1/05 
1/10 
1/12 
1/12 
1/16 
1/17 


1/18 
1/24 
1/27 
1/30 
2/08 
2/09 


2/18 
2/27 
3/08 
3/14 
3/14 
3/16 
3/16 


HB49 INTRODUCED BY BROCKMAN 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO BUSINESS AND LABOR 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 


HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 19 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 97 
38RD READING PASSED 94 


TRANSMITTED TO SENATE 
REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 10 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 48 
3RD READING CONCURRED 47 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 55 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


REVISING ALCOHOLIC BEVERAGE LAWS RELATING TO WHOLESALERS AND 


DISTRIBUTORS 
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LC0431 DRAFTER: J. WALKER 


LC0425 DRAFTER: J. WALKER 


346 


MONTANA HISTORY AND FINAL STATUS 2023 


BY REQUEST OF DEPARTMENT OF REVENUE 


12/08 
12/20 
1/10 
1/12 
1/20 
1/20 
1/23 
1/26 
1/27 


1/30 
3/10 
3/10 
3/10 
3/16 
3/17 


3/20 
3/28 
4/07 
4/12 
4/13 
4/18 
4/19 


HB50 INTRODUCED BY BROCKMAN 


INTRODUCED 

REFERRED TO BUSINESS AND LABOR 

HEARING 

TABLED IN COMMITTEE 19 
TAKEN FROM TABLE IN COMMITTEE 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 13 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 67 
3RD READING PASSED 67 


TRANSMITTED TO SENATE 
REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 10 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 50 
38RD READING CONCURRED 50 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 118 
EFFECTIVE DATE: 4/18/2023 - ALL SECTIONS 


REVISING ALCOHOL LICENSES TO REMOVE AN OUTDATED REFERENCE TO 
CERTAIN LICENSES 


BY REQUEST OF DEPARTMENT OF REVENUE 


12/08 
12/20 
1/03 
1/04 
1/05 
1/06 
1/09 


1/10 
1/17 
2/01 
2/02 
2/10 
2/18 


2/14 
2/27 
3/08 
3/14 


INTRODUCED 

REFERRED TO BUSINESS AND LABOR 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 18 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 98 
3RD READING PASSED 96 


TRANSMITTED TO SENATE 
REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 10 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 50 
38RD READING CONCURRED 48 


RETURNED TO HOUSE 

SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 


33 
33 


LC0422 DRAFTER: J. WALKER 


3/14 
3/16 
3/16 


HB51 INTRODUCED BY READ 


HOUSE BILLS 


TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 


GENERALLY REVISE INDEMNITY PROVISIONS 


BY REQUEST OF DEPARTMENT OF LIVESTOCK 


12/08 
12/08 
12/12 
12/20 
1/02 
1/05 
1/05 
1/10 
1/12 
1/13 
1/18 
1/19 


1/23 
2/02 
2/09 
2/10 
2/14 
2/15 


2/20 
2/27 
3/08 
3/14 
3/14 
3/16 
3/16 


HB 52 INTRODUCED BY K. ZOLNIKOV 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO AGRICULTURE 
FISCAL NOTE RECEIVED 
FISCAL NOTE PRINTED 


HEARING 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 19 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 97 
3RD READING PASSED 95 


TRANSMITTED TO SENATE 
REFERRED TO AGRICULTURE, LIVESTOCK AND IRRIGATION 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 11 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 50 
38RD READING CONCURRED 50 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 75 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


REVISING COMMON CARRIER REGULATION 


BY REQUEST OF DEPARTMENT OF PUBLIC SERVICE REGULATION 


12/08 
12/08 
12/12 
12/20 
1/02 
1/02 
1/02 
1/09 
1/09 
1/10 
1/12 
1/13 


FISCAL NOTE PROBABLE 
INTRODUCED 
FISCAL NOTE REQUESTED 
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LC0374 DRAFTER: E. SULLIVAN 


LC0370 DRAFTER: GRAFF 


REFERRED TO ENERGY, TECHNOLOGY AND FEDERAL RELATIONS 


FISCAL NOTE RECEIVED 
FISCAL NOTE SIGNED 
FISCAL NOTE PRINTED 


HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 18 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 97 


3RD READING PASSED 96 


348 MONTANA HISTORY AND FINAL STATUS 2023 


TRANSMITTED TO SENATE 


1/16 REFERRED TO HIGHWAYS AND TRANSPORTATION 
1/25 REREFERRED TO ENERGY AND TELECOMMUNICATIONS 


2/07 HEARING 


2/14 COMMITTEE EXEC ACTION — BILL CONCURRED 12 0 
2/16 COMMITTEE REPORT — BILL CONCURRED 
3/10 2ND READING CONCURRED 47 3 
3/13 3RD READING CONCURRED 48 2 
RETURNED TO HOUSE 
38/15 SENT TO ENROLLING 
3/28 RETURNED FROM ENROLLING 
4/07 SIGNED BY SPEAKER 
4/12 SIGNED BY PRESIDENT 
4/13 TRANSMITTED TO GOVERNOR 
4/19 SIGNED BY GOVERNOR 
4/19 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 163 
EFFECTIVE DATE: 4/19/2023 - ALL SECTIONS 
HB53 INTRODUCED BY PARRY LC0689 DRAFTER: JOHNSON 


REVISE FUND TRANSFER DATES FOR DNRC ACCOUNTS 


BY REQUEST OF DEPARTMENT OF NATURAL RESOURCES AND CONSERVATION 


12/08 INTRODUCED 
12/20 REFERRED TO APPROPRIATIONS 
1/03 HEARING 


1/03 COMMITTEE EXEC ACTION — BILL PASSED 


1/04 COMMITTEE REPORT — BILL PASSED 
1/05 2ND READING PASSED 
1/06 3RD READING PASSED 


TRANSMITTED TO SENATE 
1/09 REFERRED TO NATURAL RESOURCES 
1/10 REFERRED TO NATURAL RESOURCES 
3/13 HEARING 


3/138 COMMITTEE EXEC ACTION — BILL CONCURRED 
3/14 COMMITTEE REPORT — BILL CONCURRED 


3/16 2ND READING CONCURRED 
3/17 3RD READING CONCURRED 


RETURNED TO HOUSE 

3/20 SENT TO ENROLLING 

3/28 RETURNED FROM ENROLLING 
4/07 SIGNED BY SPEAKER 

4/12 SIGNED BY PRESIDENT 

4/13 TRANSMITTED TO GOVERNOR 
4/18 SIGNED BY GOVERNOR 

4/19 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 119 


EFFECTIVE DATE: 4/18/2023 - ALL SECTIONS 


HB54 INTRODUCED BY READ 
REVISE LAWS RELATED TO PETROLEUM BROWNFIELDS 


12/08 INTRODUCED 


LC0720 DRAFTER: 


17 (0 
100 O 
94 0 
11 0 
50 0 
50 =O 
MOHR 


12/20 
1/09 
1/11 
1/12 
1/16 
1/17 


1/18 
1/25 
1/25 
1/26 
2/08 
2/09 


2/18 
2/27 
3/08 
3/14 
3/14 
3/16 
3/16 


HB55 INTRODUCED BY LOGE 


HOUSE BILLS 


REFERRED TO NATURAL RESOURCES 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO NATURAL RESOURCES 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 57 
EFFECTIVE DATE: 3/16/2023 - ALL SECTIONS 


15 


99 


50 
50 


AN ACT ESTABLISHING A TAX ON ELECTRIC VEHICLE CHARGING STATIONS 


BY REQUEST OF TRANSPORTATION INTERIM COMMITTEE 


12/08 
12/08 
12/12 
12/20 
1/02 
1/02 
1/05 
1/30 
2/03 
2/06 
2/06 
2/09 
2/09 
2/10 
2/18 
2/18 
2/18 
2/24 
2/27 
2/27 
3/11 
3/13 


3/13 
3/16 
4/05 
4/12 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO TRANSPORTATION 

FISCAL NOTE REQUESTED 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
REVISED FISCAL NOTE REQUESTED 

COMMITTEE REPORT — BILL PASSED AS AMENDED 
2ND READING PASSED AS AMENDED 

REREFERRED TO APPROPRIATIONS 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE SIGNED 

REVISED FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
REVISED FISCAL NOTE REQUESTED 

COMMITTEE REPORT — BILL PASSED AS AMENDED 
2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO HIGHWAYS AND TRANSPORTATION 
REREFERRED TO LOCAL GOVERNMENT 

HEARING 

REVISED FISCAL NOTE RECEIVED 


72 


22 


92 
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LC0506 DRAFTER: CARROLL 


28 
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4/12 SPONSOR REBUTTAL TO FISCAL NOTE REQUESTED 

4/12 SPONSOR REBUTTAL TO FISCAL NOTE RECEIVED 

4/12 SPONSOR REBUTTAL TO FISCAL NOTE SIGNED 

4/13 REVISED FISCAL NOTE PRINTED 

4/13 SPONSOR REBUTTAL TO FISCAL NOTE PRINTED 

4/19 COMMITTEE EXEC ACTION — CONCURRED AS AMD 7 2 
4/21 COMMITTEE REPORT — CONCURRED AS AMD 

4/24 REVISED FISCAL NOTE REQUESTED 

4/24 REREFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
4/25 HEARING 

4/25 COMMITTEE EXEC ACTION — CONCURRED AS AMD 10 O 
4/25 REVISED FISCAL NOTE RECEIVED 

4/25 SPONSOR REBUTTAL TO FISCAL NOTE REQUESTED 

4/25 SPONSOR REBUTTAL TO FISCAL NOTE RECEIVED 

4/25 SPONSOR REBUTTAL TO FISCAL NOTE SIGNED 

4/25 REVISED FISCAL NOTE SIGNED 

4/25 SPONSOR REBUTTAL TO FISCAL NOTE PRINTED 

4/25 COMMITTEE REPORT — CONCURRED AS AMD 

4/26 2ND READING CONCURRED AS AMD 40 10 
4/26 REREFERRED TO FINANCE AND CLAIMS 

4/27 HEARING 

4/27 COMMITTEE EXEC ACTION — BILL CONCURRED 11 8 
4/27 COMMITTEE REPORT — BILL CONCURRED 

4/28 REVISED FISCAL NOTE RECEIVED 

4/28 REVISED FISCAL NOTE SIGNED 

4/28 REVISED FISCAL NOTE PRINTED 


4/28 38RD READING CONCURRED 35 14 
RETURNED TO HOUSE WITH AMENDMENTS 

5/02 2ND READING SENATE AMDS CONCURRED 94 5 

5/02 3RD READING PASSED AS AMENDED BY SENATE 87 69 


5/03 SENT TO ENROLLING 
5/04 RETURNED FROM ENROLLING 
5/11 SIGNED BY SPEAKER 
5/11 SIGNED BY PRESIDENT 
5/11 TRANSMITTED TO GOVERNOR 
5/19 SIGNED BY GOVERNOR 
5/22 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 619 
EFFECTIVE DATE: 5/19/2023 - ALL SECTIONS 


HB56 INTRODUCED BY DOOLING LC0215 DRAFTER: POWER 
EXTEND THE APPLICATION OF THE BOND VALIDATING ACT 
BY REQUEST OF DEPARTMENT OF ADMINISTRATION 
12/08 INTRODUCED 


12/20 REFERRED TO STATE ADMINISTRATION 
1/04 HEARING 


1/05 COMMITTEE EXEC ACTION — BILL PASSED 18 0 
1/06 COMMITTEE REPORT — BILL PASSED 

1/09 2ND READING PASSED 100 O 
1/10 38RD READING PASSED 97 0 


TRANSMITTED TO SENATE 
1/11 REFERRED TO TAXATION 
1/19 HEARING 
2/01 COMMITTEE EXEC ACTION — BILL CONCURRED 12 0 


HOUSE BILLS 351 


2/01 COMMITTEE REPORT — BILL CONCURRED 
2/18 2ND READING CONCURRED 47 1 
2/14 38RD READING CONCURRED 48 2 


RETURNED TO HOUSE 
2/15 SENT TO ENROLLING 
2/27 RETURNED FROM ENROLLING 
3/08 SIGNED BY SPEAKER 
3/14 SIGNED BY PRESIDENT 
3/14 TRANSMITTED TO GOVERNOR 
3/16 SIGNED BY GOVERNOR 
3/16 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 58 
EFFECTIVE DATE: 3/16/2023 - SECTIONS 1 AND 8 
EFFECTIVE DATE: 1/01/2024 - SECTIONS 2-7 


HB57 INTRODUCED BY BROCKMAN LC0204 DRAFTER: BURKHARDT 
GENERALLY REVISE ELUDING A PEACE OFFICER LAWS 
BY REQUEST OF DEPARTMENT OF JUSTICE 


12/08 FISCAL NOTE PROBABLE 

12/08 INTRODUCED 

12/12. FISCAL NOTE REQUESTED 

12/20 REFERRED TO JUDICIARY 

1/04 HEARING 

1/04 FISCAL NOTE RECEIVED 

1/06 FISCAL NOTE SIGNED 

1/06 TABLED IN COMMITTEE 

1/09 FISCAL NOTE PRINTED 

3/10 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB58 INTRODUCED BY YAKAWICH LC0471 DRAFTER: COLES 


REVISE LAWS RELATED TO STATE DEBT COLLECTION SERVICES BY 
DEPARTMENT OF REVENUE 


BY REQUEST OF DEPARTMENT OF REVENUE 
12/08 INTRODUCED 


12/20 REFERRED TO TAXATION 
1/04 HEARING 


1/05 COMMITTEE EXEC ACTION — BILL PASSED 19 O 
1/06 COMMITTEE REPORT — BILL PASSED 

1/10 2ND READING PASSED 99 0 
1/11 38RD READING PASSED 98 0 


TRANSMITTED TO SENATE 
1/12 REFERRED TO TAXATION 
1/19 HEARING 


1/25 COMMITTEE EXEC ACTION — BILL CONCURRED 12 0 
1/26 COMMITTEE REPORT — BILL CONCURRED 

2/07 2ND READING CONCURRED 49 0 
2/08 3RD READING CONCURRED 50 =O 


RETURNED TO HOUSE 
2/10 SENT TO ENROLLING 
2/16 RETURNED FROM ENROLLING 


352 MONTANA HISTORY AND FINAL STATUS 2023 


2/21 SIGNED BY SPEAKER 
2/23 SIGNED BY PRESIDENT 
2/23 TRANSMITTED TO GOVERNOR 
3/02 SIGNED BY GOVERNOR 
3/06 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 39 
EFFECTIVE DATE: 3/02/2023 - ALL SECTIONS 


HB59 INTRODUCED BY FITZGERALD LC0388 DRAFTER: E. SULLIVAN 


EXTEND SUNSET DATE FOR LIVESTOCK LOSS BOARD AND PREDATORY CONTROL 
FUNDING 


BY REQUEST OF LIVESTOCK LOSS BOARD 


12/08 FISCAL NOTE PROBABLE 
12/08 INTRODUCED 

12/12. FISCAL NOTE REQUESTED 
12/20 REFERRED TO AGRICULTURE 
1/02 FISCAL NOTE RECEIVED 

1/03 FISCAL NOTE SIGNED 

1/04 FISCAL NOTE PRINTED 

1/05 HEARING 

1/10 HEARING 


1/12 COMMITTEE EXEC ACTION — BILL PASSED 19 O 
1/13 COMMITTEE REPORT — BILL PASSED 

1/17 2ND READING PASSED 99 0 
1/18 3RD READING PASSED 98 0 


TRANSMITTED TO SENATE 
1/19 REFERRED TO AGRICULTURE, LIVESTOCK AND IRRIGATION 
1/24 HEARING 


1/24 COMMITTEE EXEC ACTION — BILL CONCURRED 11 0 
1/26 COMMITTEE REPORT — BILL CONCURRED 

2/03 2ND READING CONCURRED 49 1 
2/06 38RD READING CONCURRED 47 2 


RETURNED TO HOUSE 

2/08 SENT TO ENROLLING 
2/16 RETURNED FROM ENROLLING 
2/16 SIGNED BY SPEAKER 
2/17 SIGNED BY PRESIDENT 
2/21 TRANSMITTED TO GOVERNOR 
2/28 SIGNED BY GOVERNOR 
2/28 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 20 

EFFECTIVE DATE: 2/28/2023 - ALL SECTIONS 


HB60 INTRODUCED BY LOGE LC0504 DRAFTER: CARROLL 


AN ACT PROVIDING FOR AN ANNUAL FEE ON ELECTRIC VEHICLES REGISTERED 
IN THE STATE 


BY REQUEST OF TRANSPORTATION INTERIM COMMITTEE 


12/08 FISCAL NOTE PROBABLE 

12/08 INTRODUCED 

12/12. FISCAL NOTE REQUESTED 

12/20 REFERRED TO TRANSPORTATION 
1/02 FISCAL NOTE RECEIVED 


1/03 
1/04 
1/06 
1/09 
1/10 
1/19 
1/19 
1/23 
1/23 
1/24 
1/25 


1/26 
2/15 
2/16 
2/17 
3/14 
3/14 
3/21 
3/21 
3/22 
3/23 


3/24 
4/03 
4/05 
4/12 
4/13 
4/19 
4/19 


HB61 INTRODUCED BY FITZGERALD 


HOUSE BILLS 


FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

REREFERRED TO APPROPRIATIONS 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

38RD READING PASSED 


TRANSMITTED TO SENATE 


REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 


HEARING 


COMMITTEE EXEC ACTION — BILL CONCURRED 


COMMITTEE REPORT — BILL CONCURRED 
2ND READING CONCURRED 

REREFERRED TO FINANCE AND CLAIMS 
HEARING 


COMMITTEE EXEC ACTION — BILL CONCURRED 


COMMITTEE REPORT — BILL CONCURRED 
3RD READING CONCURRED 


RETURNED TO HOUSE 

SENT TO ENROLLING 

RETURNED FROM ENROLLING 

SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 

TRANSMITTED TO GOVERNOR 

SIGNED BY GOVERNOR 

CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 164 


EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


REMOVE INSURANCE CONTINUING EDUCATION COUNCIL 


BY REQUEST OF STATE AUDITOR 


12/09 
12/20 
1/05 
1/06 
1/06 
1/09 
1/10 


1/11 
1/18 
1/23 
1/24 
2/02 
2/03 


2/06 
2/08 


INTRODUCED 

REFERRED TO BUSINESS AND LABOR 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO SENATE 


REFERRED TO EDUCATION AND CULTURAL RESOURCES 


HEARING 


COMMITTEE EXEC ACTION — BILL CONCURRED 


COMMITTEE REPORT — BILL CONCURRED 
2ND READING CONCURRED 
38RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 


15 


89 


19 


92 


10 


18 


96 


50 
43 
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10 


LC0188 DRAFTER: E. SULLIVAN 


354 


2/09 
2/10 
2/10 
2/16 
2/17 


HB62 INTRODUCED BY MERCER 


MONTANA HISTORY AND FINAL STATUS 2023 


SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 7 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


GENERALLY REVISE LAWS RELATED TO BAIL BONDS 


BY REQUEST OF STATE AUDITOR 


12/09 
12/20 
1/06 
1/17 
1/17 
1/23 
1/25 


1/26 
3/01 
3/10 
3/13 
3/18 
3/14 
4/13 
4/13 
4/17 
4/18 


4/24 
4/26 
4/26 
5/01 
5/04 
5/04 
5/08 
5/18 
5/19 


HB 63 INTRODUCED BY KERNS 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED AS AMENDED 

38RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
FISCAL NOTE REQUESTED 

FISCAL NOTE RECEIVED 

HEARING 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS CONCURRED 
38RD READING PASSED AS AMENDED BY SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 592 
EFFECTIVE DATE: 5/18/2023 - SECTIONS 1 AND 5-10 
EFFECTIVE DATE: 1/01/2024 - SECTIONS 2-4 


GENERALLY REVISE LIABILITY LAWS RELATED TO ARMED FORCES AND 
NATIONAL GUARD 


BY REQUEST OF DEPARTMENT OF MILITARY AFFAIRS 


12/09 
12/20 
1/05 
1/06 
1/06 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 


16 


83 


10 


47 
45 


96 
94 


19 


LC0189 DRAFTER: E. SULLIVAN 


19 
17 


LC0247 DRAFTER: KREZOWSKI 
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1/10 2ND READING PASSED 99 0 
1/11 3RD READING PASSED 97 0 


TRANSMITTED TO SENATE 
1/12 REFERRED TO STATE ADMINISTRATION 
3/18 HEARING 


3/15 COMMITTEE EXEC ACTION — BILL CONCURRED 7 3 
3/16 COMMITTEE REPORT — BILL CONCURRED 
3/22 2ND READING CONCUR MOTION FAILED 20 30 
3/22 2ND READING INDEFINITELY POSTPONED 41 9 
3/23 RECONSIDERED PREVIOUS ACTION; REMAINS IN 2ND 
READING PROCESS 39 11 
3/23 REREFERRED TO STATE ADMINISTRATION 
3/29 COMMITTEE EXEC ACTION — CONCURRED AS AMD 8 2 
3/31 COMMITTEE REPORT — CONCURRED AS AMD 
4/05 2ND READING CONCURRED 44 6 
4/06 3RD READING CONCURRED 43 6 
RETURNED TO HOUSE WITH AMENDMENTS 
4/13 2ND READING SENATE AMDS CONCURRED 100 O 
4/14 38RD READING PASSED AS AMENDED BY SENATE 97 0 


4/17 SENT TO ENROLLING 
4/18 RETURNED FROM ENROLLING 
4/20 SIGNED BY SPEAKER 
4/20 SIGNED BY PRESIDENT 
4/21 TRANSMITTED TO GOVERNOR 
4/25 SIGNED BY GOVERNOR 
4/26 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 241 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HB64 INTRODUCED BY T. MOORE LC0266 DRAFTER: KREZOWSKI 


ELIMINATE GOVERNOR’S COMMITTEE ON TELECOMMUNICATION ACCESS 
SERVICES 


BY REQUEST OF DEPARTMENT OF PUBLIC HEALTH AND HUMAN SERVICES 


12/09 INTRODUCED 
12/20 REFERRED TO HUMAN SERVICES 
1/05 HEARING 
1/13 TABLED IN COMMITTEE 21 0 
3/10 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB65 INTRODUCED BY T. MOORE LC0267 DRAFTER: KREZOWSKI 


REVISE COST REPORTING REQUIREMENTS FOR HOME AND COMMUNITY-BASED 
SERVICES 


BY REQUEST OF DEPARTMENT OF PUBLIC HEALTH AND HUMAN SERVICES 


12/09 INTRODUCED 

12/20 REFERRED TO HUMAN SERVICES 

1/05 HEARING 

1/12 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 21: =~—O 
1/13 COMMITTEE REPORT — BILL PASSED AS AMENDED 

1/18 2ND READING PASSED 97 #1 
1/19 38RD READING PASSED 99 0 
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1/23 
1/27 
2/01 
2/02 
2/18 
2/14 


2/15 
2/27 
3/08 
3/14 
3/14 
3/16 
3/16 


HB66 INTRODUCED BY KMETZ 


MONTANA HISTORY AND FINAL STATUS 2023 


TRANSMITTED TO SENATE 
REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 9 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 48 
38RD READING CONCURRED 50 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 59 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


REVISE PENALTIES AND INTEREST FOR LIVESTOCK PER CAPITA FEE 


BY REQUEST OF DEPARTMENT OF REVENUE 


12/09 
12/20 
1/10 
1/12 
1/13 
1/18 
1/19 


1/23 
2/02 
2/09 
2/10 
3/14 
38/15 


3/16 
3/23 
4/07 
4/12 
4/13 
4/18 
4/19 


HB67 INTRODUCED BY NICOL 


INTRODUCED 

REFERRED TO AGRICULTURE 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 19 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 97 
38RD READING PASSED 99 


TRANSMITTED TO SENATE 
REFERRED TO AGRICULTURE, LIVESTOCK AND IRRIGATION 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 11 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 50 
3RD READING CONCURRED 50 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 120 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


REVISE LAWS RELATED TO REAL ESTATE APPRAISERS 


BY REQUEST OF DEPARTMENT OF LABOR AND INDUSTRY 


12/09 
12/09 


FISCAL NOTE PROBABLE 
INTRODUCED 


LC0391 DRAFTER: SANKEY KEIP 


LC0398 DRAFTER: J. WALKER 


12/18 
12/20 
1/02 
1/03 
1/04 
1/04 
1/05 
1/05 
1/09 
1/10 


1/11 
1/18 
1/18 
1/19 
2/02 
2/03 


2/06 
2/08 
2/09 
2/10 
2/10 
2/16 
2/17 


HB68 INTRODUCED BY NIKOLAKAKOS 


HOUSE BILLS 


FISCAL NOTE REQUESTED 
REFERRED TO BUSINESS AND LABOR 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 


HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 19 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 99 
3RD READING PASSED 97 


TRANSMITTED TO SENATE 
REFERRED TO LOCAL GOVERNMENT 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 9 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 50 
38RD READING CONCURRED 49 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 8 
EFFECTIVE DATE: 2/16/2023 - ALL SECTIONS 


GENERALLY REVISE LAWS RELATED TO BEER AND WINE LICENSES 


BY REQUEST OF DEPARTMENT OF REVENUE 


12/09 
12/20 
1/11 
1/12 
1/12 
1/16 
1/18 
1/19 


1/20 
1/20 
1/20 
1/23 
1/27 
2/01 
2/02 
2/10 
2/13 


2/14 
2/27 
3/08 


INTRODUCED 

REFERRED TO BUSINESS AND LABOR 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED __ 19 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

FISCAL NOTE REQUESTED 

2ND READING PASSED 90 
3RD READING PASSED 87 


TRANSMITTED TO SENATE 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 10 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 38 
3RD READING CONCURRED 39 


RETURNED TO HOUSE 

SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 


LC0418 DRAFTER: J. WALKER 
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3/14 
3/14 
3/16 
3/16 


HB69 INTRODUCED BY FALK 


MONTANA HISTORY AND FINAL STATUS 2023 


SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 60 
EFFECTIVE DATE: 7/01/2024 - ALL SECTIONS 


GENERALLY REVISE LAWS RELATED TO AGENCY LIQUOR STORES 


BY REQUEST OF DEPARTMENT OF REVENUE 


12/09 
12/20 
1/11 
1/12 
1/12 
1/18 
1/19 


1/23 
1/27 
1/27 
1/30 
2/10 
2/18 


2/14 
2/27 
3/08 
3/14 
3/14 
3/16 
3/16 


HB 70 INTRODUCED BY FALK 


INTRODUCED 

REFERRED TO BUSINESS AND LABOR 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED __ 19 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 91 
3RD READING PASSED 90 


TRANSMITTED TO SENATE 
REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 10 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 49 
38RD READING CONCURRED 48 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 61 
EFFECTIVE DATE: 3/16/2023 - ALL SECTIONS 


REVISE ALCOHOL LAWS PERTAINING TO RENEWAL OF LICENSES 


BY REQUEST OF DEPARTMENT OF REVENUE 


12/09 
12/20 
1/11 
1/12 
1/12 
1/16 
1/17 


1/18 
1/24 
1/24 
1/25 
2/03 


INTRODUCED 

REFERRED TO BUSINESS AND LABOR 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 19 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 96 
38RD READING PASSED 95 


TRANSMITTED TO SENATE 

REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 10 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 49 


LC0423 DRAFTER: J. WALKER 


~] 


LC0430 DRAFTER: J. WALKER 
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2/06 38RD READING CONCURRED 49 0 


RETURNED TO HOUSE 

2/08 SENT TO ENROLLING 
2/16 RETURNED FROM ENROLLING 
2/21 SIGNED BY SPEAKER 
2/23 SIGNED BY PRESIDENT 
2/23 TRANSMITTED TO GOVERNOR 
3/02 SIGNED BY GOVERNOR 
3/06 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 42 

EFFECTIVE DATE: 3/02/2023 - ALL SECTIONS 


HB 71 INTRODUCED BY LOGE LC0435 DRAFTER: J. WALKER 


GENERALLY REVISE ALCOHOL LICENSES RELATING TO THE TRANSFER OF 
LICENSES 


BY REQUEST OF DEPARTMENT OF REVENUE 


12/09 INTRODUCED 

12/20 REFERRED TO BUSINESS AND LABOR 

1/03 HEARING 

1/04 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 18 0 
1/05 COMMITTEE REPORT — BILL PASSED AS AMENDED 

1/10 2ND READING PASSED 97 2 
1/11 3RD READING PASSED 95 3 


TRANSMITTED TO SENATE 
1/12 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
1/20 HEARING 


1/24 COMMITTEE EXEC ACTION — BILL CONCURRED 10 0 
1/25 COMMITTEE REPORT — BILL CONCURRED 

2/03 2ND READING CONCURRED 50 0 
2/06 38RD READING CONCURRED 49 0 


RETURNED TO HOUSE 

2/08 SENT TO ENROLLING 
2/16 RETURNED FROM ENROLLING 
2/21 SIGNED BY SPEAKER 
2/23 SIGNED BY PRESIDENT 
2/23 TRANSMITTED TO GOVERNOR 
3/02 SIGNED BY GOVERNOR 
3/06 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 28 

EFFECTIVE DATE: 3/02/2023 - ALL SECTIONS 


HB 72 INTRODUCED BY MARSHALL LC0443 DRAFTER: J. WALKER 


REVISE ALCOHOL LICENSES RELATED TO RESTAURANT BEER AND WINE 
LICENSES 


BY REQUEST OF DEPARTMENT OF REVENUE 


12/09 FISCAL NOTE PROBABLE 

12/09 INTRODUCED 

12/13. FISCAL NOTE REQUESTED 

12/20 REFERRED TO BUSINESS AND LABOR 
1/03 FISCAL NOTE RECEIVED 

1/04 FISCAL NOTE SIGNED 
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1/05 
1/11 
1/17 
1/18 
1/23 
1/24 


1/25 
3/30 
3/30 
3/31 
4/04 
4/05 


4/06 
4/14 
4/20 
4/20 
4/21 
4/25 
4/26 


HB 73 INTRODUCED BY LOGE 


MONTANA HISTORY AND FINAL STATUS 2023 


FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED __ 19 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 96 
3RD READING PASSED 95 


TRANSMITTED TO SENATE 
REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 10 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 42 
38RD READING CONCURRED 43 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 242 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


REPEAL SURETY BOND REQUIREMENTS FOR FWP LICENSE AGENTS 


BY REQUEST OF DEPARTMENT OF FISH, WILDLIFE, AND PARKS 


12/09 
12/20 
1/03 
1/03 
1/04 
1/05 
1/06 


1/09 
1/10 
1/17 
1/19 
1/23 
2/03 
2/06 


2/08 
2/16 
2/21 
2/23 
2/23 
3/02 
3/06 


INTRODUCED 

REFERRED TO FISH, WILDLIFE AND PARKS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 19 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 100 
38RD READING PASSED 94 


TRANSMITTED TO SENATE 
REFERRED TO FISH AND GAME 
REFERRED TO FISH AND GAME 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 12 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 50 
38RD READING CONCURRED 49 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 27 
EFFECTIVE DATE: 3/02/2023 - ALL SECTIONS 


LC0741 DRAFTER: HENNEMAN 


HB 74 INTRODUCED BY FITZGERALD 


HOUSE BILLS 
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LC0747 DRAFTER: KOLMAN 


ELIMINATE REQUIREMENT TO RELEASE PHEASANTS FROM UPLAND GAME BIRD 


PROGRAM 


BY REQUEST OF DEPARTMENT OF FISH, WILDLIFE, AND PARKS 


12/09 
12/09 
12/18 
12/20 
1/04 
1/04 
1/05 
1/05 
1/17 
1/18 
1/20 
1/23 


1/24 
1/31 
3/16 
3/17 
3/20 
3/21 


3/22 
4/03 
4/05 
4/12 
4/13 
4/18 
4/19 


HB 75 INTRODUCED BY SCHILLINGER 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO FISH, WILDLIFE AND PARKS 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 


HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 18 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 87 
3RD READING PASSED 89 


TRANSMITTED TO SENATE 
REFERRED TO FISH AND GAME 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 12 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 50 
38RD READING CONCURRED 49 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 121 
EFFECTIVE DATE: 4/18/2023 - ALL SECTIONS 


REVISE REPORTING REQUIREMENTS FOR FUEL TAX REFUNDS 


BY REQUEST OF DEPARTMENT OF TRANSPORTATION 


12/12 
12/12 
12/18 
12/20 
1/02 
1/04 
1/04 
1/04 
1/09 
1/10 
1/20 
1/23 


1/24 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO TRANSPORTATION 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 


HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 15 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 92 
3RD READING PASSED 95 


TRANSMITTED TO SENATE 
REFERRED TO HIGHWAYS AND TRANSPORTATION 


12 
10 


[C0511 DRAFTER: M. MOORE 


362 


3/16 
3/16 
3/17 
3/21 
3/22 


3/24 
4/03 
4/05 
4/12 
4/13 
4/18 
4/19 


MONTANA HISTORY AND FINAL STATUS 2023 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 12 0 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 50 =O 
38RD READING CONCURRED 50 =O 


RETURNED TO HOUSE 

SENT TO ENROLLING 

RETURNED FROM ENROLLING 

SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 

TRANSMITTED TO GOVERNOR 

SIGNED BY GOVERNOR 

CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 122 


EFFECTIVE DATE: 4/18/2023 - ALL SECTIONS 


HB 76 INTRODUCED BY SCHILLINGER 


GENERALLY REVISE TRANSPORTATION LAWS 


BY REQUEST OF DEPARTMENT OF TRANSPORTATION 


12/12 
12/12 
12/18 
12/20 
1/02 
1/04 
1/05 
1/06 
1/09 
1/10 
1/12 
1/13 


1/16 
2/02 
2/07 
2/08 
3/10 
3/13 


3/15 
3/23 
4/07 
4/12 
4/13 
4/18 
4/19 


FISCAL NOTE PROBABLE 
INTRODUCED 
FISCAL NOTE REQUESTED 


REFERRED TO TRANSPORTATION 


FISCAL NOTE RECEIVED 
FISCAL NOTE SIGNED 
FISCAL NOTE PRINTED 
HEARING 


LC0512 DRAFTER: CARROLL 


COMMITTEE EXEC ACTION — BILL PASSED 15 0 


COMMITTEE REPORT — BILL PASSED 


2ND READING PASSED 97 2 
38RD READING PASSED 90 8 
TRANSMITTED TO SENATE 

REFERRED TO HIGHWAYS AND TRANSPORTATION 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 12 0 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 49 1 
3RD READING CONCURRED 50 0 


RETURNED TO HOUSE 

SENT TO ENROLLING 

RETURNED FROM ENROLLING 

SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 

TRANSMITTED TO GOVERNOR 

SIGNED BY GOVERNOR 

CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 123 


EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


HB77 INTRODUCED BY GALLOWAY 


LC0193 DRAFTER: ALLEN 


REVISE LAWS RELATED TO PUBLIC SAFETY OFFICER APPOINTING AUTHORITIES 


BY REQUEST OF PUBLIC SAFETY OFFICER STANDARDS AND TRAINING COUNCIL 


12/12 
12/20 
1/04 
1/05 
1/06 
1/10 
1/11 


1/12 
1/18 
1/18 
1/19 
2/02 
2/03 


2/06 
2/08 
2/09 
2/10 
2/10 
2/16 
2/17 


HB 78 INTRODUCED BY GALLOWAY 


HOUSE BILLS 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 9 
EFFECTIVE DATE: 2/16/2023 - ALL SECTIONS 


50 
50 


363 


[C0194 DRAFTER: ALLEN 


REVISE LAWS RELATED TO PUBLIC SAFETY OFFICER APPOINTING AUTHORITIES 


BY REQUEST OF PUBLIC SAFETY OFFICER STANDARDS AND TRAINING COUNCIL 


12/12 
12/20 
1/04 
1/05 
1/06 
1/10 
1/11 


1/12 
1/18 
1/18 
1/19 
2/02 
2/03 


2/06 
2/08 
2/09 
2/10 
2/10 
2/16 
2/17 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 10 
EFFECTIVE DATE: 2/16/2023 - ALL SECTIONS 


49 
50 
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HB 79 INTRODUCED BY A. REGIER LC0203 DRAFTER: KREZOWSKI 
CREATE SEXUAL ASSAULT RESPONSE NETWORK PROGRAM AND COMMITTEE 
BY REQUEST OF DEPARTMENT OF JUSTICE 


12/12. FISCAL NOTE PROBABLE 

12/12. INTRODUCED 

12/13. FISCAL NOTE REQUESTED 

12/20 REFERRED TO JUDICIARY 

1/02 FISCAL NOTE RECEIVED 

1/03 FISCAL NOTE SIGNED 

1/04 FISCAL NOTE PRINTED 

1/11 HEARING 

1/17 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 19 0 
1/18 COMMITTEE REPORT — BILL PASSED AS AMENDED 

1/23 2ND READING PASSED AS AMENDED 99 0 
1/23 REREFERRED TO APPROPRIATIONS 

1/25 HEARING 


1/25 COMMITTEE EXEC ACTION — BILL PASSED 21 0 
1/26 COMMITTEE REPORT — BILL PASSED 
1/27 38RD READING PASSED 100 O 


TRANSMITTED TO SENATE 
1/30 REFERRED TO EDUCATION AND CULTURAL RESOURCES 
1/31 REREFERRED TO JUDICIARY 
2/03 HEARING 


2/09 COMMITTEE EXEC ACTION — CONCURRED AS AMD 11 0 
2/18 COMMITTEE REPORT — CONCURRED AS AMD 
3/10 2ND READING CONCURRED 50 =O 


3/10 REREFERRED TO FINANCE AND CLAIMS 
3/14 HEARING 


3/14 COMMITTEE EXEC ACTION — BILL CONCURRED 19 O 

3/14 COMMITTEE REPORT — BILL CONCURRED 

3/15 38RD READING CONCURRED 50 0 
RETURNED TO HOUSE WITH AMENDMENTS 

3/20 2ND READING SENATE AMDS CONCURRED 100 O 

3/21 3RD READING PASSED AS AMENDED BY SENATE 98 0 


3/22 SENT TO ENROLLING 
3/28 RETURNED FROM ENROLLING 
4/07 SIGNED BY SPEAKER 
4/12 SIGNED BY PRESIDENT 
4/13 TRANSMITTED TO GOVERNOR 
4/19 SIGNED BY GOVERNOR 
4/19 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 165 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


HB 80 INTRODUCED BY NIKOLAKAKOS LC0243 DRAFTER: KREZOWSKI 
ADOPT MOST RECENT FEDERAL MILITARY CODES AND REGULATIONS 
BY REQUEST OF DEPARTMENT OF MILITARY AFFAIRS 
12/12. INTRODUCED 
12/20 REFERRED TO STATE ADMINISTRATION 


1/09 HEARING 
1/16 COMMITTEE EXEC ACTION — BILL PASSED 18 0 


1/16 
1/18 
1/19 


1/23 
3/13 
3/15 
3/16 
3/20 
3/21 


3/22 
4/03 
4/05 
4/12 
4/13 
4/18 
4/19 


HB 81 INTRODUCED BY MITCHELL 


HOUSE BILLS 


COMMITTEE REPORT — BILL PASSED 
2ND READING PASSED 
38RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO STATE ADMINISTRATION 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 124 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


CREATE NEW STATE VETERANS’ CEMETERY 


BY REQUEST OF DEPARTMENT OF MILITARY AFFAIRS 


12/12 
12/12 
12/18 
12/20 
1/03 
1/04 
1/04 
1/05 
1/05 
1/06 
1/10 
1/10 
1/12 
1/18 
1/19 
1/23 


1/24 
3/13 
3/18 
3/14 
3/16 
3/16 
3/21 
3/23 
3/30 
3/30 
3/31 
4/03 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO STATE ADMINISTRATION 
HEARING 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

REREFERRED TO APPROPRIATIONS 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

38RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO STATE ADMINISTRATION 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

REREFERRED TO FINANCE AND CLAIMS 
HEARING 

TABLED IN COMMITTEE 

TAKEN FROM TABLE IN COMMITTEE 
COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

3RD READING CONCURRED 


96 
99 


10 


48 
46 


18 


99 


18 


96 


10 


46 


19 


10 


35 


365 


LC0244 DRAFTER: KREZOWSKI 


14 


366 


4/04 
4/06 
4/07 
4/12 
4/13 
4/18 
4/19 


HB 82 INTRODUCED BY NIKOLAKAKOS 


CREATE MONTANA NATIONAL GUARD ENLISTMENT INCENTIVE PROGRAM 


MONTANA HISTORY AND FINAL STATUS 2023 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 125 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


BY REQUEST OF DEPARTMENT OF MILITARY AFFAIRS 


12/12 
12/12 
12/18 
12/20 
1/02 
1/03 
1/04 
1/09 
1/16 
1/17 
1/20 
1/20 
1/25 
1/31 
2/01 
2/02 
2/07 
2/08 
2/08 
2/08 
2/09 


3/13 
3/20 
3/22 
3/23 
3/29 
3/29 
4/13 
4/13 


HB 83 INTRODUCED BY A. REGIER 


REVISE ADMINISTRATION OF FAMILY VIOLENCE PREVENTION SERVICES ACT 


GRANTS 


BY REQUEST OF DEPARTMENT OF PUBLIC HEALTH AND HUMAN SERVICES 


12/12 
12/12 
12/13 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO STATE ADMINISTRATION 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 
2ND READING PASSED 

REREFERRED TO APPROPRIATIONS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 
REVISED FISCAL NOTE REQUESTED 

2ND READING PASSED 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE SIGNED 

38RD READING PASSED 

REVISED FISCAL NOTE PRINTED 


TRANSMITTED TO SENATE 

REFERRED TO STATE ADMINISTRATION 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

REREFERRED TO FINANCE AND CLAIMS 
HEARING 

TABLED IN COMMITTEE 

DIED IN STANDING COMMITTEE 


FISCAL NOTE PROBABLE 
INTRODUCED 
FISCAL NOTE REQUESTED 


76 


71 


10 


42 


13 


LC0257 DRAFTER: ALLEN 


36 


11 


21 


27 


LC0276 DRAFTER: SANDRU 


12/20 
1/02 
1/03 
1/04 
1/10 
1/12 
1/12 
1/16 
1/17 


1/18 
1/26 
1/26 
1/27 
2/07 
2/08 


2/10 
2/27 
3/08 
3/14 
3/14 
3/16 
3/16 


HB 84 INTRODUCED BY WALSH 


HOUSE BILLS 


REFERRED TO JUDICIARY 
FISCAL NOTE RECEIVED 
FISCAL NOTE SIGNED 
FISCAL NOTE PRINTED 


HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 19 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 99 
38RD READING PASSED 99 


TRANSMITTED TO SENATE 
REFERRED TO JUDICIARY 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 11 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 49 
38RD READING CONCURRED 50 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 62 
EFFECTIVE DATE: 10/01/2024 - ALL SECTIONS 


REVISE LAWS RELATED TO TREATMENT OF GARBAGE FED TO SWINE 


BY REQUEST OF DEPARTMENT OF LIVESTOCK 


12/12 
12/20 
1/10 
1/12 
1/13 
1/18 
1/19 


1/23 
2/02 
2/09 
2/10 
3/14 
3/15 


3/16 
3/23 
4/07 
4/12 
4/13 
4/18 
4/19 


INTRODUCED 

REFERRED TO AGRICULTURE 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 19 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 94 
3RD READING PASSED 95 


TRANSMITTED TO SENATE 
REFERRED TO AGRICULTURE, LIVESTOCK AND IRRIGATION 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 11 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 45 
3RD READING CONCURRED 44 


RETURNED TO HOUSE 

SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 


367 


LC0376 DRAFTER: E. SULLIVAN 


368 


HB 85 INTRODUCED BY MALONE 


MONTANA HISTORY AND FINAL STATUS 2023 


CHAPTER NUMBER 126 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


EXPAND MEPA CATEGORICAL EXCLUSIONS 


BY REQUEST OF DEPARTMENT OF NATURAL RESOURCES AND CONSERVATION 


12/12 
12/20 
1/06 
1/09 
1/10 
1/13 
1/16 


1/18 
1/26 
1/31 
2/07 
2/14 
2/15 


2/20 
2/27 
3/08 
3/14 
3/14 
3/16 
3/16 


HB 86 INTRODUCED BY WALSH 


INTRODUCED 

REFERRED TO NATURAL RESOURCES 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 14 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 93 
38RD READING PASSED 93 


TRANSMITTED TO SENATE 
REFERRED TO AGRICULTURE, LIVESTOCK AND IRRIGATION 
HEARING 


COMMITTEE EXEC ACTION — BILL CONCURRED 8 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 34 
3RD READING CONCURRED 34 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 63 
EFFECTIVE DATE: 3/16/2023 - ALL SECTIONS 


REMOVE SUNSET FOR THE WILDLIFE HABITAT IMPROVEMENT PROGRAM 


BY REQUEST OF DEPARTMENT OF FISH, WILDLIFE, AND PARKS 


12/12 
12/12 
12/18 
12/20 
1/03 
1/03 
1/04 
1/04 
1/04 
1/04 
1/06 
1/09 


1/10 
1/17 
1/24 
1/26 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO FISH, WILDLIFE AND PARKS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 19 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 100 
38RD READING PASSED 94 


TRANSMITTED TO SENATE 

REFERRED TO FISH AND GAME 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 12 
COMMITTEE REPORT — CONCURRED AS AMD 


LC0683 DRAFTER: KOLMAN 


16 
16 


LC0738 DRAFTER: HENNEMAN 


2/08 
2/09 


2/17 
2/21 
2/21 
3/01 
3/08 
3/14 
3/14 
3/16 
3/16 


HB 87 INTRODUCED BY MERCER 


HOUSE BILLS 


2ND READING CONCURRED 
3RD READING CONCURRED 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS CONCURRED 
38RD READING PASSED AS AMENDED BY SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 64 
EFFECTIVE DATE: 3/16/2023 - ALL SECTIONS 


STANDARDIZE LICENSING BOARD ORGANIZATION 


BY REQUEST OF DEPARTMENT OF LABOR AND INDUSTRY 


12/12 
12/20 
1/19 
3/14 
3/29 
3/30 
3/30 
4/03 
4/04 
4/04 


4/04 
4/05 
4/05 
4/12 
4/19 
4/19 
4/21 
4/21 
4/21 
4/21 
4/21 
4/25 


4/28 
5/01 
5/01 
5/03 
5/11 
5/11 
5/11 
5/19 
5/22 


INTRODUCED 

REFERRED TO BUSINESS AND LABOR 

HEARING 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 
FISCAL NOTE REQUESTED 

2ND READING PASSED 

FISCAL NOTE RECEIVED 

38RD READING PASSED 


TRANSMITTED TO SENATE 
FISCAL NOTE SIGNED 
FISCAL NOTE PRINTED 


REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 


HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 
REVISED FISCAL NOTE REQUESTED 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE SIGNED 

2ND READING CONCURRED AS AMD 

REVISED FISCAL NOTE PRINTED 

3RD READING CONCURRED 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS CONCURRED 
38RD READING PASSED AS AMENDED BY SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 620 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


10 


369 


LC0394 DRAFTER: E. SULLIVAN 


28 
30 
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HB 88 INTRODUCED BY FITZGERALD LC0722 DRAFTER: MOHR 
REVISE THIRD-PARTY PERMISSION AT STATE SUPERFUND SITES 
BY REQUEST OF DEPARTMENT OF ENVIRONMENTAL QUALITY 
12/12. INTRODUCED 


12/20 REFERRED TO NATURAL RESOURCES 
1/06 HEARING 


1/09 COMMITTEE EXEC ACTION — BILL PASSED 15 0 
1/10 COMMITTEE REPORT — BILL PASSED 

1/12 2ND READING PASSED 99 0 
1/13 3RD READING PASSED 98 0 


TRANSMITTED TO SENATE 
1/16 REFERRED TO NATURAL RESOURCES 
2/06 HEARING 


3/13 COMMITTEE EXEC ACTION — BILL CONCURRED 11 0 
3/14 COMMITTEE REPORT — BILL CONCURRED 

3/16 2ND READING CONCURRED 50 0 
3/17 38RD READING CONCURRED 50 =O 


RETURNED TO HOUSE 

3/20 SENT TO ENROLLING 
3/28 RETURNED FROM ENROLLING 
4/07 SIGNED BY SPEAKER 
4/12 SIGNED BY PRESIDENT 
4/13 TRANSMITTED TO GOVERNOR 
4/18 SIGNED BY GOVERNOR 
4/19 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 127 

EFFECTIVE DATE: 4/18/2023 - ALL SECTIONS 


HB 89 INTRODUCED BY GREEN LC0256 DRAFTER: ALLEN 


REVISE LAWS RELATED TO MONTANA NATIONAL GUARD LIFE INSURANCE AND 
COURT MARTIALS 


BY REQUEST OF DEPARTMENT OF MILITARY AFFAIRS 


12/12. FISCAL NOTE PROBABLE 

12/12.) INTRODUCED 

12/13. FISCAL NOTE REQUESTED 

12/20 REFERRED TO STATE ADMINISTRATION 
1/04 FISCAL NOTE RECEIVED 

1/04 FISCAL NOTE SIGNED 

1/05 FISCAL NOTE PRINTED 

1/09 HEARING 


1/16 COMMITTEE EXEC ACTION — BILL PASSED 18 0 
1/16 COMMITTEE REPORT — BILL PASSED 

1/23 2ND READING PASSED 99 0 
1/24 38RD READING PASSED 96 1 


TRANSMITTED TO SENATE 
1/25 REFERRED TO STATE ADMINISTRATION 
3/13 HEARING 


3/18 COMMITTEE EXEC ACTION — BILL CONCURRED 10 O 
3/14 COMMITTEE REPORT — BILL CONCURRED 
3/17 2ND READING CONCURRED 48 2 


3/18 3RD READING CONCURRED 49 0 


3/20 
3/28 
4/07 
4/12 
4/13 
4/18 
4/19 


HB 90 INTRODUCED BY FRAZER 


GENERALLY REVISE LAWS RELATED TO CONTRACTS FOR THE STATE HEALTH 


PLAN 


HOUSE BILLS 


RETURNED TO HOUSE 

SENT TO ENROLLING 

RETURNED FROM ENROLLING 

SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 

TRANSMITTED TO GOVERNOR 

SIGNED BY GOVERNOR 

CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 128 
EFFECTIVE DATE: 10/01/2023 - SECTIONS 1 AND 3-6 
EFFECTIVE DATE: 1/01/2024 - SECTION 2 


BY REQUEST OF DEPARTMENT OF ADMINISTRATION 


12/18 
12/20 
1/04 
1/05 
1/06 
1/10 
3/10 


HB 91 INTRODUCED BY SPRUNGER 


INTRODUCED 

REFERRED TO STATE ADMINISTRATION 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING NOT PASSED 

MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN PROCESS 


REVISE LAWS RELATED TO PUBLIC LIBRARY STATE AID 


BY REQUEST OF STATE LIBRARY COMMISSION 


12/18 
12/18 
12/18 
12/20 
1/04 
1/04 
1/05 
1/05 
1/11 
1/11 
1/13 
1/13 
1/18 
1/24 
1/27 
1/30 
1/30 
1/31 
2/01 
2/07 
2/08 


3/02 
38/15 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO STATE ADMINISTRATION 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

REFERRED TO APPROPRIATIONS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
REVISED FISCAL NOTE REQUESTED 
REVISED FISCAL NOTE RECEIVED 
REVISED FISCAL NOTE SIGNED 

REVISED FISCAL NOTE PRINTED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 
2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO SENATE 
REFERRED TO EDUCATION AND CULTURAL RESOURCES 
HEARING 


22 


19 


72 


17 


74 
72 


LC0221 DRAFTER: O’CONNELL 


77 


LC0344 DRAFTER: SANKEY KEIP 


27 


23 
26 
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3/27 
3/29 
3/30 
3/30 
3/31 
3/31 
4/02 
4/13 
4/13 
4/14 
4/17 
4/17 
4/17 
4/20 
4/24 


4/28 
5/01 
5/01 
5/03 
5/11 
5/11 
5/11 
5/19 
5/22 


HB 92 INTRODUCED BY GREEN 


REVISE LAWS RELATED TO ADDICTION COUNSELOR ASSESSMENTS IN DUI 


CASES 


MONTANA HISTORY AND FINAL STATUS 2023 


COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 
REVISED FISCAL NOTE REQUESTED 

REVISED FISCAL NOTE RECEIVED 

2ND READING CONCURRED 

REREFERRED TO FINANCE AND CLAIMS 

REVISED FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 
REVISED FISCAL NOTE REQUESTED 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE PRINTED 

2ND READING CONCURRED AS AMD 

38RD READING CONCURRED 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS CONCURRED 
3RD READING PASSED AS AMENDED BY SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 621 
EFFECTIVE DATE: 5/19/2023 - SECTIONS 3, 4, AND 6 
EFFECTIVE DATE: 7/01/2023 - SECTIONS 1, 2 AND 5 


BY REQUEST OF DEPARTMENT OF JUSTICE 


12/18 
12/20 
1/06 
1/12 
1/12 
1/18 
1/19 


1/23 
1/31 
2/01 
2/01 
2/10 
2/18 


2/14 
2/27 
3/08 
3/14 
3/14 
3/23 


INTRODUCED 
REFERRED TO JUDICIARY 
HEARING 


COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 


COMMITTEE REPORT — BILL PASSED AS AMENDED 
2ND READING PASSED 
38RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO HOUSE 

SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 


33 


19 


31 
30 


74 
64 


50 
48 


17 


26 
31 


LC0206 DRAFTER: O°?CONNELL 


3/23 


HB 93 INTRODUCED BY GREEN 


HOUSE BILLS 


CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 82 
EFFECTIVE DATE: 3/23/2023 - ALL SECTIONS 


ELIMINATE NOXIOUS WEED SEED FREE FORAGE ADVISORY COUNCIL 


BY REQUEST OF DEPARTMENT OF AGRICULTURE 


12/18 
12/20 
1/10 
1/12 
1/13 
1/19 
1/20 


1/23 
1/31 
1/31 
2/01 
2/138 
2/14 


2/15 
2/27 
3/08 
3/14 
3/14 
3/16 
3/16 


HB 94 INTRODUCED BY GREEN 


INTRODUCED 

REFERRED TO AGRICULTURE 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED __ 19 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 99 
38RD READING PASSED 98 


TRANSMITTED TO SENATE 
REFERRED TO AGRICULTURE, LIVESTOCK AND IRRIGATION 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 11 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 48 
3RD READING CONCURRED 50 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 65 
EFFECTIVE DATE: 3/16/2023 - ALL SECTIONS 


REPEAL MONTANA HUCKLEBERRY PRODUCTS LAW 


BY REQUEST OF DEPARTMENT OF AGRICULTURE 


12/18 
12/20 
1/10 
1/12 
1/13 
1/19 
1/20 


1/23 
1/31 
1/31 
2/01 
2/18 
2/14 


INTRODUCED 

REFERRED TO AGRICULTURE 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 19 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 98 
3RD READING PASSED 96 


TRANSMITTED TO SENATE 
REFERRED TO AGRICULTURE, LIVESTOCK AND IRRIGATION 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 7 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 33 


38RD READING CONCURRED 34 


3738 


[C0229 DRAFTER: E. SULLIVAN 


LC0231 DRAFTER: SANKEY KEIP 


H 


15 
16 


374 MONTANA HISTORY AND FINAL STATUS 2023 


RETURNED TO HOUSE 

2/15 SENT TO ENROLLING 
2/27 RETURNED FROM ENROLLING 
3/08 SIGNED BY SPEAKER 
3/14 SIGNED BY PRESIDENT 
3/14 TRANSMITTED TO GOVERNOR 
3/16 SIGNED BY GOVERNOR 
3/16 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 66 

EFFECTIVE DATE: 3/16/2023 - ALL SECTIONS 


HB 95 INTRODUCED BY BUTTREY LC0440 DRAFTER: J. WALKER 
GENERALLY REVISE LAWS RELATED TO ALCOHOL 
BY REQUEST OF DEPARTMENT OF REVENUE 


12/13. INTRODUCED 

12/20 REFERRED TO BUSINESS AND LABOR 

1/12 HEARING 

1/20 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 19 0 
1/23 COMMITTEE REPORT — BILL PASSED AS AMENDED 

1/26 2ND READING PASSED 97 
1/27 3RD READING PASSED 97 3 


ive) 


TRANSMITTED TO SENATE 
1/30 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
3/10 HEARING 


3/10 COMMITTEE EXEC ACTION — CONCURRED AS AMD 10 O 

3/10 COMMITTEE REPORT — CONCURRED AS AMD 

3/15 2ND READING CONCURRED AS AMD 47 3 

3/17 38RD READING CONCURRED 49 1 
RETURNED TO HOUSE WITH AMENDMENTS 

4/24 2ND READING SENATE AMDS CONCURRED 92 8 

4/26 3RD READING PASSED AS AMENDED BY SENATE 92 7 


4/26 SENT TO ENROLLING 
5/01 RETURNED FROM ENROLLING 
5/04 SIGNED BY SPEAKER 
5/04 SIGNED BY PRESIDENT 
5/08 TRANSMITTED TO GOVERNOR 
5/18 SIGNED BY GOVERNOR 
5/19 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 591 
EFFECTIVE DATE: 5/18/2023 - ALL SECTIONS 


HB96 INTRODUCED BY BUTTREY LC0433 DRAFTER: J. WALKER 


INCLUDE AGENCY LIQUOR STORES IN THE DEPARTMENT OF REVENUE’S 
PREMISES REVIEW 


BY REQUEST OF DEPARTMENT OF REVENUE 


12/13. FISCAL NOTE PROBABLE 

12/183. INTRODUCED 

12/13. FISCAL NOTE REQUESTED 

12/20 REFERRED TO BUSINESS AND LABOR 
1/03 FISCAL NOTE RECEIVED 

1/04 FISCAL NOTE SIGNED 

1/05 FISCAL NOTE PRINTED 


1/12 
1/17 
1/18 
1/24 
1/25 


1/26 
3/10 
3/10 
3/10 
3/14 
3/15 


3/16 
3/23 
4/07 
4/12 
4/13 
4/18 
4/19 


HB 97 INTRODUCED BY BUTTREY 


HOUSE BILLS 


HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 18 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 97 
38RD READING PASSED 95 


TRANSMITTED TO SENATE 
REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 10 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 44 
3RD READING CONCURRED 43 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 129 
EFFECTIVE DATE: 4/18/2023 - ALL SECTIONS 


GENERALLY REVISE LAWS RELATED TO ALCOHOL 


BY REQUEST OF DEPARTMENT OF REVENUE 


12/18 
12/18 
12/18 
12/20 
1/03 
1/04 
1/05 
1/12 
1/27 
1/27 
1/30 
2/02 
2/02 
2/03 
2/03 
2/03 


2/06 
3/10 
3/10 
3/10 
3/14 
3/15 


3/16 
3/23 
5/04 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO BUSINESS AND LABOR 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED __ 19 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

REVISED FISCAL NOTE REQUESTED 

2ND READING PASSED 92 
REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE SIGNED 

3RD READING PASSED 86 
REVISED FISCAL NOTE PRINTED 


TRANSMITTED TO SENATE 
REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 10 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 44 
3RD READING CONCURRED 42 


RETURNED TO HOUSE 

SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 


375 


LC0428 DRAFTER: J. WALKER 


aon 
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HB 98 INTRODUCED BY BUTTREY 


HB 99 INTRODUCED BY C. KNUDSEN 


MONTANA HISTORY AND FINAL STATUS 2023 


5/10 SIGNED BY PRESIDENT 
5/10 TRANSMITTED TO GOVERNOR 
5/19 SIGNED BY GOVERNOR 
5/22 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 622 
EFFECTIVE DATE: 5/19/2023 - ALL SECTIONS 


REVISE ALCOHOL LAWS RELATING TO AIRPORT SUITABILITY 
BY REQUEST OF DEPARTMENT OF REVENUE 


12/13. INTRODUCED 

12/20 REFERRED TO BUSINESS AND LABOR 

1/03 HEARING 

1/04 COMMITTEE EXEC ACTION — BILL PASSED 
1/05 COMMITTEE REPORT — BILL PASSED 

1/06 2ND READING PASSED 

1/09 3RD READING PASSED 


TRANSMITTED TO SENATE 


1/10 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 


1/19 HEARING 

1/24 COMMITTEE EXEC ACTION — BILL CONCURRED 
1/25 COMMITTEE REPORT — BILL CONCURRED 

2/03 2ND READING CONCURRED 

2/06 38RD READING CONCURRED 


RETURNED TO HOUSE 

2/08 SENT TO ENROLLING 
2/16 RETURNED FROM ENROLLING 
2/16 SIGNED BY SPEAKER 
2/17 SIGNED BY PRESIDENT 
2/21 TRANSMITTED TO GOVERNOR 
2/28 SIGNED BY GOVERNOR 
2/28 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 21 

EFFECTIVE DATE: 2/28/2023 - ALL SECTIONS 


ELIMINATE REFERENCE TO NON-RESIDENT TEMPORARY SNOWMOBILE PERMIT 


BY REQUEST OF DEPARTMENT OF FISH, WILDLIFE, AND PARKS 


12/13. INTRODUCED 

12/20 REFERRED TO FISH, WILDLIFE AND PARKS 
1/05 HEARING 

1/10 COMMITTEE EXEC ACTION — BILL PASSED 
1/11 COMMITTEE REPORT — BILL PASSED 

1/13 2ND READING PASSED 

1/16 3RD READING PASSED 


TRANSMITTED TO SENATE 
1/18 REFERRED TO FISH AND GAME 
1/24 HEARING 
1/24 COMMITTEE EXEC ACTION — BILL CONCURRED 
1/25 COMMITTEE REPORT — BILL CONCURRED 
2/03 2ND READING CONCURRED 


18 


98 
91 


10 


47 
46 


19 


99 
98 


12 


50 


[C0413 DRAFTER: J. WALKER 


ww 


LC0742 DRAFTER: HENNEMAN 


2/06 


2/08 
2/16 
2/16 
2/17 
2/21 
2/28 
2/28 


HOUSE BILLS 


38RD READING CONCURRED 


RETURNED TO HOUSE 

SENT TO ENROLLING 

RETURNED FROM ENROLLING 

SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 

TRANSMITTED TO GOVERNOR 

SIGNED BY GOVERNOR 

CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 22 


EFFECTIVE DATE: 2/28/2023 - ALL SECTIONS 


HB 100 INTRODUCED BY FITZGERALD 


LC0375 DRAFTER: E. SULLIVAN 


REQUIRE LIVESTOCK CONTAINMENT FOR REQUIRED ANIMAL DISEASE TESTING 


BY REQUEST OF DEPARTMENT OF LIVESTOCK 


12/18 
12/20 
1/05 
1/19 
1/20 
1/23 
1/25 
1/26 
1/26 
1/26 


1/27 
1/27 
2/07 
2/16 
2/20 
2/21 
2/22 
2/22 
2/22 
3/18 
3/14 


3/20 
3/21 
3/22 
3/28 
4/07 
4/12 
4/13 
4/18 
4/19 


INTRODUCED 
REFERRED TO AGRICULTURE 
HEARING 


COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 19 0 
COMMITTEE REPORT — BILL PASSED AS AMENDED 


FISCAL NOTE REQUESTED 
2ND READING PASSED 
FISCAL NOTE RECEIVED 
FISCAL NOTE SIGNED 

3RD READING PASSED 


TRANSMITTED TO SENATE 


89 11 


85 14 


REFERRED TO AGRICULTURE, LIVESTOCK AND IRRIGATION 


FISCAL NOTE PRINTED 
HEARING 


COMMITTEE EXEC ACTION — CONCURRED AS AMD 11 0 
COMMITTEE REPORT — CONCURRED AS AMD 
REVISED FISCAL NOTE REQUESTED 


REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE SIGNED 

REVISED FISCAL NOTE PRINTED 

2ND READING CONCURRED 50 «(OO 
3RD READING CONCURRED 50 =O 
RETURNED TO HOUSE WITH AMENDMENTS 

2ND READING SENATE AMDS CONCURRED 99 1 
38RD READING PASSED AS AMENDED BY SENATE 98 0 


SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 130 


EFFECTIVE DATE: 4/18/2023 - ALL SECTIONS 


HB 101 INTRODUCED BY GILLETTE 


LC0160 DRAFTER: O’°CONNELL 


REVISE LICENSING RECIPROCITY FOR BEHAVIORAL HEALTH CARE LICENSEES 


378 


MONTANA HISTORY AND FINAL STATUS 2023 


BY REQUEST OF CHILDREN, FAMILIES, HEALTH, AND HUMAN SERVICES 
INTERIM COMMITTEE 


12/18 
12/18 
12/18 
12/20 
1/04 
1/09 
1/12 
1/16 
1/17 
1/23 
1/24 


1/25 
3/13 
3/30 
3/31 
4/19 
4/21 


4/27 
4/28 
4/28 
5/02 
5/04 
5/04 
5/08 
5/18 
5/19 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO HUMAN SERVICES 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 21 0 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 98 1 
38RD READING PASSED 95 2 


TRANSMITTED TO SENATE 
REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
HEARING 


COMMITTEE EXEC ACTION — BILL CONCURRED 10 0 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED AS AMD 48 2 
3RD READING CONCURRED 50 0 
RETURNED TO HOUSE WITH AMENDMENTS 

2ND READING SENATE AMDS CONCURRED 98 0 
38RD READING PASSED AS AMENDED BY SENATE 96 38 


SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 590 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HB 102 INTRODUCED BY GILLETTE LC0288 DRAFTER: O’°CONNELL 


REVISE LAWS RELATED TO ACCREDITING AGENCIES FOR HEALTH CARE 


FACILITIES 


BY REQUEST OF DEPARTMENT OF PUBLIC HEALTH AND HUMAN SERVICES 


12/18 
12/20 
1/12 
1/16 
1/17 
1/19 
1/20 


1/23 
1/27 
2/01 
2/02 
3/18 
3/14 


INTRODUCED 

REFERRED TO HUMAN SERVICES 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 21 0 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 99 0 
38RD READING PASSED 98 0 


TRANSMITTED TO SENATE 
REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
HEARING 


COMMITTEE EXEC ACTION — BILL CONCURRED 6 38 
COMMITTEE REPORT — BILL CONCURRED 
2ND READING CONCURRED 45 5 


3RD READING CONCURRED 50 =O 


3/15 
3/23 
4/07 
4/12 
4/13 
4/18 
4/19 


HOUSE BILLS 379 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 131 
EFFECTIVE DATE: 4/18/2023 - ALL SECTIONS 


HB 103 INTRODUCED BY BROCKMAN LC0220 DRAFTER: HENNEMAN 


ELIMINATE THE BOARD OF COUNTY PRINTING 


BY REQUEST OF DEPARTMENT OF ADMINISTRATION 


12/18 
12/20 
1/04 
1/11 
3/10 


INTRODUCED 

REFERRED TO STATE ADMINISTRATION 

HEARING 

TABLED IN COMMITTEE 19 O 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 104 INTRODUCED BY BEARD LC0383 DRAFTER: E. SULLIVAN 


REVISE AERIAL HUNTING REQUIREMENTS 


BY REQUEST OF DEPARTMENT OF LIVESTOCK 


12/18 
1/05 
1/12 
1/19 
1/20 
1/25 
1/26 


1/27 
2/07 
2/09 
2/10 
3/20 
3/21 


3/22 
4/03 
4/05 
4/12 
4/13 
4/18 
4/19 


INTRODUCED 

REFERRED TO AGRICULTURE 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 19 0 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 81 18 
38RD READING PASSED 75 24 


TRANSMITTED TO SENATE 
REFERRED TO AGRICULTURE, LIVESTOCK AND IRRIGATION 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 11 0 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 43 7 
3RD READING CONCURRED 44 5 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 132 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HB 105 INTRODUCED BY GREEN [C0515 DRAFTER: CARROLL 


REVISE RAILROAD PROTECTIVE DEVICE FUNDING 


380 MONTANA HISTORY AND FINAL STATUS 2023 


BY REQUEST OF DEPARTMENT OF TRANSPORTATION 


12/13. FISCAL NOTE PROBABLE 

12/13. INTRODUCED 

12/14. FISCAL NOTE REQUESTED 

12/21 REFERRED TO TRANSPORTATION 
1/02 FISCAL NOTE RECEIVED 

1/03 FISCAL NOTE SIGNED 

1/04 FISCAL NOTE PRINTED 

1/09 HEARING 


1/13 COMMITTEE EXEC ACTION — BILL PASSED 14 0 
1/16 COMMITTEE REPORT — BILL PASSED 

1/19 2ND READING PASSED 99 0 
1/20 3RD READING PASSED 98 0 


TRANSMITTED TO SENATE 
1/23 REFERRED TO HIGHWAYS AND TRANSPORTATION 
3/14 HEARING 


3/16 COMMITTEE EXEC ACTION — BILL CONCURRED 12 0 
3/17 COMMITTEE REPORT — BILL CONCURRED 

3/21 2ND READING CONCURRED 49 1 
3/22 3RD READING CONCURRED 50 0 


RETURNED TO HOUSE 

3/24 SENT TO ENROLLING 
4/03 RETURNED FROM ENROLLING 
4/05 SIGNED BY SPEAKER 
4/12 SIGNED BY PRESIDENT 
4/13 TRANSMITTED TO GOVERNOR 
4/18 SIGNED BY GOVERNOR 
4/19 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 133 

EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HB 106 INTRODUCED BY WALSH LC0249 DRAFTER: HENNEMAN 
REVISE LAWS RELATED TO FEDERAL MITIGATION FUNDING 
BY REQUEST OF DEPARTMENT OF MILITARY AFFAIRS 


12/13. FISCAL NOTE PROBABLE 

12/13. INTRODUCED 

12/14. FISCAL NOTE REQUESTED 

12/21 REFERRED TO STATE ADMINISTRATION 
1/02 FISCAL NOTE RECEIVED 

1/03 HEARING 
1/03 FISCAL NOTE SIGNED 
1/04 FISCAL NOTE PRINTED 


1/05 COMMITTEE EXEC ACTION — BILL PASSED 18 0 
1/06 COMMITTEE REPORT — BILL PASSED 

1/09 2ND READING PASSED 100 0 
1/10 3RD READING PASSED 97 0 


TRANSMITTED TO SENATE 
1/11 REFERRED TO STATE ADMINISTRATION 
3/18 HEARING 
3/13 COMMITTEE EXEC ACTION — BILL CONCURRED 10 O 
3/14 COMMITTEE REPORT — BILL CONCURRED 
3/17 2ND READING CONCURRED 49 1 


3/18 


3/20 
3/28 
4/07 
4/12 
4/13 
4/18 
4/19 


HB 107 INTRODUCED BY BARKER 


HOUSE BILLS 


38RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 134 
EFFECTIVE DATE: 4/18/2023 - ALL SECTIONS 


GENERALLY REVISE THE DUTIES OF SERC 


BY REQUEST OF DEPARTMENT OF MILITARY AFFAIRS 


12/18 
12/18 
12/14 
12/21 
1/02 
1/03 
1/03 
1/04 
1/11 
1/19 
1/19 
1/19 
1/25 
1/26 


1/27 
3/20 
3/29 
3/31 
4/05 
4/06 


4/07 
4/14 
4/19 
4/20 
4/21 
4/25 
4/26 


HB 108 INTRODUCED BY LOGE 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO STATE ADMINISTRATION 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

HEARING 
FISCAL NOTE PRINTED 

TABLED IN COMMITTEE 

TAKEN FROM TABLE IN COMMITTEE 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO STATE ADMINISTRATION 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 243 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


18 


99 


46 
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LC0255 DRAFTER: HENNEMAN 


hb 


LC0462 DRAFTER: M. MOORE 


REVISE REQUIREMENTS FOR ESTABLISHING ALTERNATIVE HOURS FOR LOCAL 


DOR OFFICES 


BY REQUEST OF DEPARTMENT OF REVENUE 


382 MONTANA HISTORY AND FINAL STATUS 2023 


12/13. FISCAL NOTE PROBABLE 

12/13. INTRODUCED 

12/14. FISCAL NOTE REQUESTED 

12/21 REFERRED TO STATE ADMINISTRATION 

1/02 FISCAL NOTE RECEIVED 

1/03 FISCAL NOTE SIGNED 

1/04 FISCAL NOTE PRINTED 

1/06 HEARING 

1/11 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 19 0 
1/12 COMMITTEE REPORT — BILL PASSED AS AMENDED 

1/19 2ND READING PASSED 98 1 
1/20 3RD READING PASSED 98 0 


TRANSMITTED TO SENATE 

1/23 REFERRED TO STATE ADMINISTRATION 

3/15 HEARING 

3/27 TABLED IN COMMITTEE 6 4 
DIED IN STANDING COMMITTEE 


HB 109 INTRODUCED BY BISHOP LC1055 DRAFTER: EVERTS 
CODE COMMISSIONER BILL 
BY REQUEST OF CODE COMMISSIONER 
12/13. INTRODUCED 


12/21 REFERRED TO STATE ADMINISTRATION 
1/11 HEARING 


1/16 COMMITTEE EXEC ACTION — BILL PASSED 18 0 
1/16 COMMITTEE REPORT — BILL PASSED 

1/19 2ND READING PASSED 98 1 
1/20 38RD READING PASSED 98 0 


TRANSMITTED TO SENATE 
1/23 REFERRED TO STATE ADMINISTRATION 
3/10 HEARING 


3/10 COMMITTEE EXEC ACTION — BILL CONCURRED 10 O 
3/13 COMMITTEE REPORT — BILL CONCURRED 

3/15 2ND READING CONCURRED 50 «0 
3/16 3RD READING CONCURRED 50 0 


RETURNED TO HOUSE 

3/17 SENT TO ENROLLING 
3/28 RETURNED FROM ENROLLING 
4/07 SIGNED BY SPEAKER 
4/12 SIGNED BY PRESIDENT 
4/13 TRANSMITTED TO GOVERNOR 
4/19 SIGNED BY GOVERNOR 
4/19 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 166 

EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HB 110 INTRODUCED BY MERCER LC3601 DRAFTER: JOHNSON 
MAKING INTERIM BUDGET COMMITTEES PERMANENT 
BY REQUEST OF LEGISLATIVE FINANCE COMMITTEE 


12/13. FISCAL NOTE PROBABLE 
12/13. INTRODUCED 


12/14 
12/21 
1/04 
1/04 
1/05 
1/06 
1/09 
1/09 
1/11 
1/12 


1/16 
3/17 
3/17 
3/20 
4/11 
4/12 


4/13 
4/17 
4/20 
4/20 
4/21 
5/16 


HB 111 INTRODUCED BY ETCHART 


HOUSE BILLS 


FISCAL NOTE REQUESTED 

REFERRED TO LEGISLATIVE ADMINISTRATION 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO STATE ADMINISTRATION 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 494 
EFFECTIVE DATE: 5/01/2023 - ALL SECTIONS 


15 


99 


47 
44 


REVISE LAWS RELATED TO ASSIGNMENT OF COUNSEL AT PUBLIC EXPENSE 


BY REQUEST OF STATE PUBLIC DEFENDER 


12/18 
12/14 
12/21 
1/04 
1/06 
1/09 
1/09 
1/12 
1/12 
1/16 
1/17 


1/18 
1/26 
1/26 
1/27 
2/07 
2/08 


2/10 
2/16 
2/21 
2/23 


INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO JUDICIARY 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 
2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO HOUSE 

SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 


19 


99 
99 


i 


49 
50 


383 


ww 


LC0196 DRAFTER: ALLEN 


384 


2/23 
3/02 
3/06 


HB 112 INTRODUCED BY ETCHART 


MONTANA HISTORY AND FINAL STATUS 2023 


TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 25 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


GENERALLY REVISE HUMAN TRAFFICKING LAWS 


BY REQUEST OF DEPARTMENT OF JUSTICE 


12/18 
12/21 
1/11 
1/19 
1/20 
1/23 
1/25 
1/26 


1/27 
1/31 
1/31 
2/07 
2/08 
2/08 
2/08 
2/08 
2/09 
2/138 
3/10 
3/10 
3/14 
3/14 
3/14 
3/15 


3/30 
3/31 
3/31 
4/04 
4/06 
4/12 
4/13 
4/19 
4/19 


HB 113 INTRODUCED BY KMETZ 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED __ 19 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

FISCAL NOTE REQUESTED 

2ND READING PASSED 100 
3RD READING PASSED 99 


TRANSMITTED TO SENATE 

REFERRED TO JUDICIARY 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

SPONSOR REBUTTAL TO FISCAL NOTE REQUESTED 
SPONSOR REBUTTAL TO FISCAL NOTE RECEIVED 
SPONSOR REBUTTAL TO FISCAL NOTE SIGNED 
SPONSOR REBUTTAL TO FISCAL NOTE PRINTED 


HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 11 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 50 
REREFERRED TO FINANCE AND CLAIMS 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 19 
COMMITTEE REPORT — BILL CONCURRED 

38RD READING CONCURRED 50 
RETURNED TO HOUSE WITH AMENDMENTS 

2ND READING SENATE AMDS CONCURRED 100 
3RD READING PASSED AS AMENDED BY SENATE 98 


SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 167 
EFFECTIVE DATE: 4/19/2023 - ALL SECTIONS 


REPEAL LICENSING OF HUCKSTERS 


BY REQUEST OF DEPARTMENT OF AGRICULTURE 


12/13 
12/21 


INTRODUCED 
REFERRED TO LOCAL GOVERNMENT 


LC0200 DRAFTER: KREZOWSKI 


LC0282 DRAFTER: SANKEY KEIP 


1/03 
1/03 
1/10 
1/12 
1/13 


1/16 
1/23 
1/23 
1/24 
2/03 
2/06 


2/08 
2/16 
2/21 
2/23 
2/23 
3/02 
3/06 


HB 114 INTRODUCED BY VINTON 


HOUSE BILLS 


HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO LOCAL GOVERNMENT 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 26 
EFFECTIVE DATE: 3/02/2023 - ALL SECTIONS 


REVISE TIMELINES FOR WATER RIGHT PERMIT AND CHANGE PROCESS 


16 


96 


45 
44 


385 


ise) 


Ol 


LC0611 DRAFTER: MOHR 


BY REQUEST OF DEPARTMENT OF NATURAL RESOURCES AND CONSERVATION 


12/18 
12/18 
12/14 
12/21 
1/04 
1/05 
1/05 
1/11 
1/11 
1/12 
1/18 
1/18 
1/19 
2/07 
2/08 
2/09 
2/14 
2/14 
2/14 
2/14 
2/15 


3/02 
3/15 
3/20 
3/21 
3/23 
3/23 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO NATURAL RESOURCES 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

REREFERRED TO APPROPRIATIONS 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 
REVISED FISCAL NOTE REQUESTED 
REVISED FISCAL NOTE RECEIVED 
REVISED FISCAL NOTE SIGNED 

REVISED FISCAL NOTE PRINTED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO NATURAL RESOURCES 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

REREFERRED TO FINANCE AND CLAIMS 


15 


91 


20 


99 
100 


11 


47 
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3/28 HEARING 


4/12 COMMITTEE EXEC ACTION — BILL CONCURRED 19 O 
4/12 COMMITTEE REPORT — BILL CONCURRED 
4/13 3RD READING CONCURRED 50 «0 


RETURNED TO HOUSE 
4/17 SENT TO ENROLLING 
4/18 RETURNED FROM ENROLLING 
4/20 SIGNED BY SPEAKER 
4/20 SIGNED BY PRESIDENT 
4/21 TRANSMITTED TO GOVERNOR 
4/25 SIGNED BY GOVERNOR 
4/26 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 244 
EFFECTIVE DATE: 7/01/2023 - SECTIONS 6 AND 8 
EFFECTIVE DATE: 1/01/2024 - SECTIONS 1-5, 7, AND 9 


HB 115 INTRODUCED BY MERCER LC0395 DRAFTER: E. SULLIVAN 
CONSOLIDATING AND CLARIFYING PENALTIES FOR UNLICENSED PRACTICE 
BY REQUEST OF DEPARTMENT OF LABOR AND INDUSTRY 


12/13. FISCAL NOTE PROBABLE 

12/13. INTRODUCED 

12/14 FISCAL NOTE REQUESTED 

12/21 REFERRED TO BUSINESS AND LABOR 
1/04 FISCAL NOTE RECEIVED 

1/04 FISCAL NOTE SIGNED 

1/05 FISCAL NOTE PRINTED 

1/19 HEARING 


1/25 COMMITTEE EXEC ACTION — BILL PASSED 18 0 
1/25 COMMITTEE REPORT — BILL PASSED 

1/27 2ND READING PASSED 77° 22 
1/30 3RD READING PASSED 81 17 


TRANSMITTED TO SENATE 
3/02 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
3/14 HEARING 


4/04 COMMITTEE EXEC ACTION — BILL CONCURRED 10 O 
4/05 COMMITTEE REPORT — BILL CONCURRED 

4/13 2ND READING CONCURRED 40 10 
4/14 38RD READING CONCURRED 43 7 


RETURNED TO HOUSE 

4/17 SENT TO ENROLLING 
4/19 RETURNED FROM ENROLLING 
4/21 SIGNED BY SPEAKER 
4/26 SIGNED BY PRESIDENT 
4/27 TRANSMITTED TO GOVERNOR 
5/03 SIGNED BY GOVERNOR 
5/04 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 366 

EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HB 116 INTRODUCED BY GILLETTE LC0157 DRAFTER: O’°CONNELL 


STRENGTHEN QUALIFIED PROVIDER POOL STATUTE FOR CHILDREN’S MENTAL 
HEALTH SERVICES 


BY REQUEST OF CHILDREN, FAMILIES, HEALTH, AND HUMAN SERVICES 


HOUSE BILLS 


INTERIM COMMITTEE 


12/13 
12/21 
1/04 
1/12 
1/13 
1/19 
1/20 


1/23 
1/27 
3/17 
3/20 
3/23 
3/24 


3/30 
3/31 
3/31 
4/05 
4/07 
4/12 
4/13 
4/19 
4/19 


HB 117 INTRODUCED BY BERTOGLIO 


INTRODUCED 

REFERRED TO HUMAN SERVICES 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS CONCURRED 
38RD READING PASSED AS AMENDED BY SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 159 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


GENERALLY REVISE WORKING RETIREE LAWS UNDER TRS 


BY REQUEST OF TEACHERS’ RETIREMENT BOARD 


12/18 
12/18 
12/14 
12/21 
1/05 
1/05 
1/05 
1/06 
1/11 
1/11 
1/13 
1/13 
1/18 
1/18 
1/19 
1/24 
1/25 


1/26 
3/18 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO STATE ADMINISTRATION 
HEARING 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

COMMITTEE EXEC ACTION — BILL PASSED 

COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

REFERRED TO APPROPRIATIONS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO SENATE 
REFERRED TO EDUCATION AND CULTURAL RESOURCES 
HEARING 


21 


99 


99 
98 


19 


81 


387 


LC0287 DRAFTER: POWER 


15 


388 


3/15 
3/16 
3/20 
3/20 
3/24 
3/24 
3/27 
3/28 


3/29 
4/05 
4/07 
4/12 
4/13 
4/18 
4/19 


HB 118 INTRODUCED BY BERTOGLIO 


MONTANA HISTORY AND FINAL STATUS 2023 


COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

REREFERRED TO FINANCE AND CLAIMS 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

3RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 135 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


REVISE WARRANT OF DISTRAINT AS STATEWIDE LIEN FOR CERTAIN FUNDS 


BY REQUEST OF DEPARTMENT OF REVENUE 


12/18 
12/21 
1/10 
2/08 
2/08 
2/18 
2/14 


3/02 
3/15 
4/12 
4/13 
4/17 
4/18 


4/24 
4/26 
4/26 
5/01 
5/04 
5/04 
5/08 
5/18 
5/19 


HB 119 INTRODUCED BY BERTOGLIO 


INTRODUCED 
REFERRED TO TAXATION 
HEARING 


COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 


2ND READING PASSED 
3RD READING PASSED 


TRANSMITTED TO SENATE 
REFERRED TO LOCAL GOVERNMENT 
HEARING 


COMMITTEE EXEC ACTION — CONCURRED AS AMD 


COMMITTEE REPORT — CONCURRED AS AMD 
2ND READING CONCURRED 
38RD READING CONCURRED 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS CONCURRED 
3RD READING PASSED AS AMENDED BY SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 589 
EFFECTIVE DATE: 5/18/2023 - ALL SECTIONS 


PROVIDE FUNDING FOR PUBLIC SAFETY PENSION SYSTEMS 


95 
94 


98 
94 


LC0484 DRAFTER: COLES 


OU 


LC0887 DRAFTER: POWER 


HOUSE BILLS 


BY REQUEST OF STATE ADMINISTRATION AND VETERANS’ AFFAIRS INTERIM 


COMMITTEE 


12/18 
12/20 
12/21 
1/02 
1/04 
1/05 
1/11 
1/16 
1/16 
1/19 
1/19 
1/26 
2/08 
2/09 
2/10 
2/10 
2/24 
4/06 


HB 120 INTRODUCED BY MINER 


INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO STATE ADMINISTRATION 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 


HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 18 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 93 
REREFERRED TO APPROPRIATIONS 

HEARING 


REVISED FISCAL NOTE REQUESTED 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE SIGNED 

REVISED FISCAL NOTE PRINTED 

TABLED IN COMMITTEE 22 
MISSED DEADLINE FOR APPROPRIATION BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


ALLOW FOR STATE SPONSORED INDUSTRY TRADE SHOWS 


BY REQUEST OF DEPARTMENT OF REVENUE 


12/18 
12/21 
1/04 
1/05 
1/05 
1/09 
1/10 
1/10 


1/11 
1/16 
1/16 
1/17 
1/19 
1/24 
1/25 
2/03 
2/06 


2/08 
2/16 
2/21 
2/23 
2/23 
3/02 
3/06 


INTRODUCED 

REFERRED TO BUSINESS AND LABOR 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 12 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED AS AMENDED 71 
38RD READING PASSED 73 


FISCAL NOTE REQUESTED 


TRANSMITTED TO SENATE 

REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 9 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 45 
3RD READING CONCURRED 44 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 41 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 
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LC0446 DRAFTER: J. WALKER 


29 
24 


OU 
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HB 121 INTRODUCED BY MINER LC0459 DRAFTER: M. MOORE 


REQUIRING RETURN TO FEDERAL GOVERNMENT OF LODGING TAX PAID WITH 
FEDERAL FUNDS 


BY REQUEST OF DEPARTMENT OF REVENUE 


12/13. FISCAL NOTE PROBABLE 
12/13. INTRODUCED 

12/14 FISCAL NOTE REQUESTED 
12/21 REFERRED TO TAXATION 
1/02 FISCAL NOTE RECEIVED 
1/03 FISCAL NOTE SIGNED 

1/04 FISCAL NOTE PRINTED 
1/04 HEARING 


1/05 COMMITTEE EXEC ACTION — BILL PASSED 19 O 
1/06 COMMITTEE REPORT — BILL PASSED 

1/11 2ND READING PASSED 98 1 
1/12 3RD READING PASSED 97 #1 


TRANSMITTED TO SENATE 
1/16 REFERRED TO TAXATION 
1/24 HEARING 


1/25 COMMITTEE EXEC ACTION — BILL CONCURRED 12 0 
1/26 COMMITTEE REPORT — BILL CONCURRED 

2/07 2ND READING CONCURRED 49 0 
2/08 38RD READING CONCURRED 49 1 


RETURNED TO HOUSE 

2/10 SENT TO ENROLLING 
2/27 RETURNED FROM ENROLLING 
3/08 SIGNED BY SPEAKER 
3/14 SIGNED BY PRESIDENT 
3/14 TRANSMITTED TO GOVERNOR 
3/16 SIGNED BY GOVERNOR 
3/16 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 67 

EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HB 122 INTRODUCED BY WALSH LC0690 DRAFTER: MOHR 
REVISE SOLICITATION REQUIREMENTS FOR WATER PROJECTS 
BY REQUEST OF DEPARTMENT OF NATURAL RESOURCES AND CONSERVATION 
12/13. INTRODUCED 


12/21 REFERRED TO NATURAL RESOURCES 
1/09 HEARING 


1/11 COMMITTEE EXEC ACTION — BILL PASSED 15 0 
1/12 COMMITTEE REPORT — BILL PASSED 

1/16 2ND READING PASSED 99 0 
1/17 38RD READING PASSED 99 0 


TRANSMITTED TO SENATE 
1/18 REFERRED TO NATURAL RESOURCES 
2/06 HEARING 
3/138 COMMITTEE EXEC ACTION — BILL CONCURRED 11 0 
3/14 COMMITTEE REPORT — BILL CONCURRED 
3/16 2ND READING CONCURRED 50. «(OO 


3/17 


3/20 
3/28 
4/07 
4/12 
4/13 
4/18 
4/19 


HB 123 INTRODUCED BY BERGSTROM 


HOUSE BILLS 


38RD READING CONCURRED 50 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 136 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


REVISE ALCOHOL LICENSES TO PROHIBIT PROSPECTING OF NEW LICENSES 


BY REQUEST OF DEPARTMENT OF REVENUE 


12/13 
12/21 
1/09 
1/10 
1/11 
1/16 
1/17 


1/18 
1/24 
1/24 
1/25 
2/06 
2/07 


2/08 
2/16 
2/21 
2/23 
2/23 
3/02 
3/06 


HB 124 INTRODUCED BY BERGSTROM 


INTRODUCED 

REFERRED TO BUSINESS AND LABOR 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 18 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 92 
38RD READING PASSED 90 


TRANSMITTED TO SENATE 
REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 10 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 46 
3RD READING CONCURRED 47 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 29 
EFFECTIVE DATE: 3/02/2023 - ALL SECTIONS 


PROVIDING FOR QUARTERLY COLLECTION OF BEER, WINE, AND HARD CIDER 


TAXES 


BY REQUEST OF DEPARTMENT OF REVENUE 


12/18 
12/21 
1/05 
1/06 
1/06 
1/10 
1/11 


INTRODUCED 

REFERRED TO TAXATION 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 19 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 97 
38RD READING PASSED 95 


LC0445 DRAFTER: J. WALKER 


“I 


LC0465 DRAFTER: COLES 
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1/16 
1/24 
1/25 
1/26 
2/07 
2/08 


2/10 
2/27 
3/08 
3/14 
3/14 
3/16 
3/16 


HB 125 INTRODUCED BY ANDERSON 


MONTANA HISTORY AND FINAL STATUS 2023 


TRANSMITTED TO SENATE 
REFERRED TO TAXATION 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 12 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 49 
38RD READING CONCURRED 50 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 68 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


REVISE PUBLIC HEARING PROCESS FOR MONTANA FACILITY FINANCE 


AUTHORITY 


BY REQUEST OF DEPARTMENT OF COMMERCE 


12/18 
12/21 
1/10 
1/19 
1/19 
1/24 
1/25 


1/26 
3/14 
3/16 
3/17 
3/21 
3/22 


3/25 
3/27 
3/27 
4/05 
4/07 
4/12 
4/13 
4/18 
4/19 


HB 126 INTRODUCED BY ANDERSON 


INTRODUCED 

REFERRED TO STATE ADMINISTRATION 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 18 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 97 
3RD READING PASSED 100 


TRANSMITTED TO SENATE 
REFERRED TO JUDICIARY 


HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 11 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 50 
38RD READING CONCURRED 50 
RETURNED TO HOUSE WITH AMENDMENTS 

2ND READING SENATE AMDS CONCURRED 97 
3RD READING PASSED AS AMENDED BY SENATE 96 


SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 137 
EFFECTIVE DATE: 4/18/2023 - ALL SECTIONS 


GENERALLY REVISE LAWS RELATED TO MONTANA FACILITY FINANCE 


AUTHORITY 


[C0404 DRAFTER: E. SULLIVAN 


hb 


LC0406 DRAFTER: J. WALKER 


HOUSE BILLS 393 


BY REQUEST OF DEPARTMENT OF COMMERCE 


12/13. FISCAL NOTE PROBABLE 

12/13. INTRODUCED 

12/21 FISCAL NOTE REQUESTED 

12/21 REFERRED TO STATE ADMINISTRATION 

1/06 FISCAL NOTE RECEIVED 

1/06 FISCAL NOTE SIGNED 

1/09 FISCAL NOTE PRINTED 

1/24 BILL WITHDRAWN PER HOUSE RULE H30-50(8)(B) 

3/10 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 127 INTRODUCED BY ANDERSON LC0420 DRAFTER: J. WALKER 
CREATING A COMBINED BEER AND TABLE WINE DISTRIBUTOR LICENSE 
BY REQUEST OF DEPARTMENT OF REVENUE 


12/13. FISCAL NOTE PROBABLE 

12/13. INTRODUCED 

12/21 FISCAL NOTE REQUESTED 

12/21 REFERRED TO BUSINESS AND LABOR 

1/04 FISCAL NOTE RECEIVED 

1/04 FISCAL NOTE SIGNED 

1/05 FISCAL NOTE PRINTED 

1/09 HEARING 

1/12 TABLED IN COMMITTEE 15 4 
2/02 TAKEN FROM TABLE IN COMMITTEE 

2/02 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 19 0 
2/02 COMMITTEE REPORT — BILL PASSED AS AMENDED 

2/09 2ND READING PASSED 94 6 
2/10 3RD READING PASSED 91 5 


TRANSMITTED TO SENATE 
3/13 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
3/17 HEARING 


3/17 COMMITTEE EXEC ACTION — BILL CONCURRED 10 O 
3/17 COMMITTEE REPORT — BILL CONCURRED 

3/22 2ND READING CONCURRED 48 2 
3/23 38RD READING CONCURRED 49 1 


RETURNED TO HOUSE 

3/24 SENT TO ENROLLING 
4/03 RETURNED FROM ENROLLING 
4/05 SIGNED BY SPEAKER 
4/12 SIGNED BY PRESIDENT 
4/13 TRANSMITTED TO GOVERNOR 
4/18 SIGNED BY GOVERNOR 
4/19 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 138 

EFFECTIVE DATE: 7/01/2024 - ALL SECTIONS 


HB 128 INTRODUCED BY KASSMIER LC0162 DRAFTER: E. SULLIVAN 
GENERALLY REVISE MARIJUANA LAWS 


BY REQUEST OF ECONOMIC AFFAIRS INTERIM COMMITTEE 


394 


12/14 
12/14 
12/21 
12/21 
1/06 
1/06 
1/09 
2/01 
2/14 
2/14 
2/15 
3/24 
3/25 
3/28 
3/29 
3/29 
3/30 
3/30 
3/30 
3/31 


4/03 


4/04 
4/07 
AI17 
4/17 
A/I17 
4/20 
4/21 
4/24 
4/25 


5/02 
5/02 
5/03 
5/11 
5/11 
5/11 
5/12 
5/22 
5/22 


HB 129 INTRODUCED BY WELCH 


MONTANA HISTORY AND FINAL STATUS 2023 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO BUSINESS AND LABOR 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 10 
COMMITTEE REPORT — BILL PASSED AS AMENDED 
REREFERRED TO BUSINESS AND LABOR 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED __ 19 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

REVISED FISCAL NOTE REQUESTED 

2ND READING PASSED 57 
REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE SIGNED 

3RD READING FAILED 46 
REVISED FISCAL NOTE PRINTED 

RECONSIDERED PREVIOUS ACTION; REMAINS IN 38RD 
READING PROCESS 57 
3RD READING PASSED 59 


TRANSMITTED TO SENATE 

REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 10 
COMMITTEE REPORT — BILL CONCURRED 

REREFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 


COMMITTEE EXEC ACTION — CONCURRED AS AMD 7 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 31 
3RD READING CONCURRED 33 
RETURNED TO HOUSE WITH AMENDMENTS 

2ND READING SENATE AMDS CONCURRED 59 
38RD READING PASSED AS AMENDED BY SENATE 57 


SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 712 


43 


40 
39 


EFFECTIVE DATE: 5/22/2023 - SECTIONS 3, 8, 11, 13, 20, 21, AND 33 


EFFECTIVE DATE: 7/01/2023 - SECTIONS 12, 14, 15, 17, 18, 23, 
AND 30 


EFFECTIVE DATE: 10/01/2023 - SECTIONS 1, 2, 4-7, 9, 10, 16, 19, 22, 


24-29, 31, AND 32 


REVISE FEES FOR SPECIAL MOBILE EQUIPMENT 


BY REQUEST OF DEPARTMENT OF REVENUE 


12/14 
12/14 


FISCAL NOTE PROBABLE 
INTRODUCED 


LC0461 DRAFTER: M. MOORE 


12/21 
12/21 
1/04 
1/04 
1/04 
1/05 
1/09 
1/10 
1/23 
1/24 


1/25 
3/16 
3/16 
3/17 
3/23 
3/24 


3/27 
4/05 
4/07 
4/12 
4/13 
4/18 
4/19 


HB 130 INTRODUCED BY KASSMIER 


HOUSE BILLS 


FISCAL NOTE REQUESTED 

REFERRED TO TRANSPORTATION 

FISCAL NOTE RECEIVED 

HEARING 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO HIGHWAYS AND TRANSPORTATION 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 89 
EFFECTIVE DATE: 4/18/2023 - ALL SECTIONS 


REVISE HARD ROCK MINING FUNDING 


12/14 
12/21 
1/09 
4/06 


HB 131 INTRODUCED BY C. HINKLE 


INTRODUCED 
REFERRED TO NATURAL RESOURCES 
BILL WITHDRAWN PER HOUSE RULE H30-50(3)(B) 


MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 


DIED IN STANDING COMMITTEE 


REMOVE 24 HOUR WAIT REQUIREMENT FOR WOLF LICENSE 


BY REQUEST OF DEPARTMENT OF FISH, WILDLIFE, AND PARKS 


12/15 
12/21 
1/10 
1/17 
1/18 
1/24 
1/25 


1/26 
3/16 
3/21 
3/22 
3/24 


INTRODUCED 

REFERRED TO FISH, WILDLIFE AND PARKS 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO FISH AND GAME 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 


15 


98 


50 
50 


17 


79 
79 


11 


43 


395 


LC0718 DRAFTER: KOLMAN 


LC0736 DRAFTER: HENNEMAN 


20 
21 


396 


3/27 


3/28 
4/05 
4/07 
4/12 
4/13 
4/18 
4/19 


MONTANA HISTORY AND FINAL STATUS 2023 


38RD READING CONCURRED 


RETURNED TO HOUSE 

SENT TO ENROLLING 

RETURNED FROM ENROLLING 

SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 

TRANSMITTED TO GOVERNOR 

SIGNED BY GOVERNOR 

CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 90 


39 11 


EFFECTIVE DATE: 4/18/2023 - ALL SECTIONS 


HB 132 INTRODUCED BY T. MOORE 


MODIFY TIMING OF LEGISLATIVE AUDITS 


BY REQUEST OF LEGISLATIVE AUDIT COMMITTEE 


12/14 
12/21 
1/06 
1/11 
1/11 
1/16 
1/17 


1/18 
3/15 
3/15 
3/16 
3/21 
3/22 


3/24 
4/03 
4/05 
4/12 
4/13 
4/19 
4/19 


LC4125 DRAFTER: JOHNSON 


INTRODUCED 

REFERRED TO STATE ADMINISTRATION 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 19 O 


COMMITTEE REPORT — BILL PASSED 


2ND READING PASSED 97 2 
38RD READING PASSED 94 4 
TRANSMITTED TO SENATE 

REFERRED TO STATE ADMINISTRATION 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 10 0 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 50 «=O 
3RD READING CONCURRED 50 =O 


RETURNED TO HOUSE 

SENT TO ENROLLING 

RETURNED FROM ENROLLING 

SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 

TRANSMITTED TO GOVERNOR 

SIGNED BY GOVERNOR 

CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 158 


EFFECTIVE DATE: 4/19/2023 - ALL SECTIONS 


HB 133 INTRODUCED BY MINER 


LC0740 DRAFTER: HENNEMAN 


ALLOW NONRESIDENT COLLEGE STUDENTS TO PURCHASE FWP LICENSES 


ONLINE 


BY REQUEST OF DEPARTMENT OF FISH, WILDLIFE, AND PARKS 


12/14 
12/21 
1/05 
1/10 
1/11 
1/16 
1/17 


INTRODUCED 


REFERRED TO FISH, WILDLIFE AND PARKS 


HEARING 


COMMITTEE EXEC ACTION — BILL PASSED 19 O 
COMMITTEE REPORT — BILL PASSED 


2ND READING PASSED 
38RD READING PASSED 


HB 134 INTRODUCED BY K. ZOLNIKOV 


HB 135 INTRODUCED BY BERTOGLIO 


HOUSE BILLS 


TRANSMITTED TO SENATE 
1/18 REFERRED TO FISH AND GAME 
1/24 HEARING 
1/24 COMMITTEE EXEC ACTION — BILL CONCURRED 
1/25 COMMITTEE REPORT — BILL CONCURRED 
2/09 2ND READING CONCURRED 
2/10 38RD READING CONCURRED 


RETURNED TO HOUSE 

2/14 SENT TO ENROLLING 
2/27 RETURNED FROM ENROLLING 
3/08 SIGNED BY SPEAKER 
3/14 SIGNED BY PRESIDENT 
3/14 TRANSMITTED TO GOVERNOR 
3/16 SIGNED BY GOVERNOR 
3/16 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 69 

EFFECTIVE DATE: 3/16/2023 - ALL SECTIONS 


REVISE LAWS RELATED TO THE ARMORY ACCOUNT 
BY REQUEST OF DEPARTMENT OF MILITARY AFFAIRS 


12/14 INTRODUCED 

12/21 REFERRED TO STATE ADMINISTRATION 
1/09 HEARING 

1/16 COMMITTEE EXEC ACTION — BILL PASSED 
1/16 COMMITTEE REPORT — BILL PASSED 

1/19 2ND READING PASSED 

1/20 38RD READING PASSED 


TRANSMITTED TO SENATE 
1/23 REFERRED TO STATE ADMINISTRATION 
3/20 HEARING 
3/22 COMMITTEE EXEC ACTION — BILL CONCURRED 
3/23 COMMITTEE REPORT — BILL CONCURRED 
3/27 2ND READING CONCURRED 
3/28 3RD READING CONCURRED 


RETURNED TO HOUSE 

3/29 SENT TO ENROLLING 
4/05 RETURNED FROM ENROLLING 
4/07 SIGNED BY SPEAKER 
4/12 SIGNED BY PRESIDENT 
4/13 TRANSMITTED TO GOVERNOR 
4/18 SIGNED BY GOVERNOR 
4/19 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 91 

EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


REVISE ADMINISTRATIVE PROVISIONS OF TRS 
BY REQUEST OF TEACHERS’ RETIREMENT BOARD 


12/14 FISCAL NOTE PROBABLE 


41 
41 


18 


97 
97 


10 


50 
50 


LC0250 DRAFTER: HENNEMAN 


LC0235 DRAFTER: POWER 
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12/14 INTRODUCED 

12/21 FISCAL NOTE REQUESTED 

12/21 REFERRED TO STATE ADMINISTRATION 

1/02 FISCAL NOTE RECEIVED 

1/03 FISCAL NOTE SIGNED 

1/04 FISCAL NOTE PRINTED 

1/05 HEARING 

1/16 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 18 =O 
1/17 COMMITTEE REPORT — BILL PASSED AS AMENDED 

1/27 2ND READING PASSED 97 #1 
1/30 38RD READING PASSED 98 0 


TRANSMITTED TO SENATE 
3/18 REFERRED TO STATE ADMINISTRATION 
4/05 HEARING 


4/05 COMMITTEE EXEC ACTION — BILL CONCURRED 10 0 
4/06 COMMITTEE REPORT — BILL CONCURRED 

4/11 2ND READING CONCURRED 49 1 
4/12 3RD READING CONCURRED 46 2 


RETURNED TO HOUSE 
4/13 SENT TO ENROLLING 
4/18 RETURNED FROM ENROLLING 
4/20 SIGNED BY SPEAKER 
4/20 SIGNED BY PRESIDENT 
4/21 TRANSMITTED TO GOVERNOR 
4/25 SIGNED BY GOVERNOR 
4/26 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 245 
EFFECTIVE DATE: 7/01/2023 - SECTIONS 2, 4, AND 6-15 
EFFECTIVE DATE: 7/01/2024 - SECTIONS 1, 3, AND 5 


HB 136 INTRODUCED BY BERTOGLIO LC0470 DRAFTER: KREZOWSKI 
ADOPT MONTANA REVISED UNCLAIMED PROPERTY ACT 
BY REQUEST OF DEPARTMENT OF REVENUE 


12/14 FISCAL NOTE PROBABLE 

12/14. INTRODUCED 

12/21 FISCAL NOTE REQUESTED 

12/21 REFERRED TO STATE ADMINISTRATION 

1/04 FISCAL NOTE RECEIVED 

1/06 FISCAL NOTE PRINTED 

1/30 HEARING 

2/07 REVISED FISCAL NOTE REQUESTED 

2/15 REVISED FISCAL NOTE RECEIVED 

2/16 REVISED FISCAL NOTE SIGNED 

2/16 REVISED FISCAL NOTE PRINTED 

2/21 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 18 0O 
2/22 COMMITTEE REPORT — BILL PASSED AS AMENDED 

2/27 2ND READING PASSED 94 5 
2/27 REREFERRED TO APPROPRIATIONS 

2/28 HEARING 


2/28 COMMITTEE EXEC ACTION — BILL PASSED 23 40 
2/28 COMMITTEE REPORT — BILL PASSED 
3/01 38RD READING PASSED 96 2 


TRANSMITTED TO SENATE 
3/02 REFERRED TO STATE ADMINISTRATION 


3/16 
3/22 
4/17 
AI17 
4/18 
4/18 
4/19 
4/19 
4/20 
4/20 


4/27 
4/28 
4/28 
5/02 
5/04 
5/04 
5/08 
5/18 
5/19 


HB 137 INTRODUCED BY OBLANDER 


HOUSE BILLS 


REREFERRED TO TAXATION 
HEARING 


COMMITTEE EXEC ACTION — CONCURRED AS AMD 


COMMITTEE REPORT — CONCURRED AS AMD 
REVISED FISCAL NOTE REQUESTED 
REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE SIGNED 

2ND READING CONCURRED 

REVISED FISCAL NOTE PRINTED 

3RD READING CONCURRED 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS CONCURRED 
38RD READING PASSED AS AMENDED BY SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 588 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


12 


45 


44 


98 
99 


399 


LC0393 DRAFTER: O’°CONNELL 


GENERALLY REVISE LAWS RELATED TO THE BOARD OF BEHAVIORAL HEALTH 


BY REQUEST OF DEPARTMENT OF LABOR AND INDUSTRY 


12/14 
12/14 
12/21 
12/21 
1/06 
1/06 
1/06 
1/06 
1/12 
3/16 
3/17 
3/17 
3/17 
3/27 
3/28 


3/29 
4/05 
4/17 
4/17 
4/19 
4/20 


4/28 
5/01 
5/01 
5/09 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO BUSINESS AND LABOR 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

TABLED IN COMMITTEE 

HEARING 

TAKEN FROM TABLE IN COMMITTEE 


COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 


2ND READING PASSED 
38RD READING PASSED 


TRANSMITTED TO SENATE 


REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 


HEARING 


COMMITTEE EXEC ACTION — CONCURRED AS AMD 


COMMITTEE REPORT — CONCURRED AS AMD 
2ND READING CONCURRED 
3RD READING CONCURRED 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS CONCURRED 

38RD READING PASSED AS AMENDED BY SENATE 
SENT TO ENROLLING 

RETURNED FROM ENROLLING 


100 
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5/11 SIGNED BY SPEAKER 
5/11 SIGNED BY PRESIDENT 
5/12 TRANSMITTED TO GOVERNOR 
5/22 SIGNED BY GOVERNOR 
5/22 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 713 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HB 138 INTRODUCED BY WELCH LC0225 DRAFTER: E. SULLIVAN 
GENERALLY REVISE MONTANA BANK ACT 
BY REQUEST OF DEPARTMENT OF ADMINISTRATION 


12/14 FISCAL NOTE PROBABLE 

12/14 INTRODUCED 

12/21 FISCAL NOTE REQUESTED 

12/21 REFERRED TO BUSINESS AND LABOR 
1/05 HEARING 
1/06 FISCAL NOTE RECEIVED 

1/06 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 19 0 
1/06 FISCAL NOTE SIGNED 

1/06 FISCAL NOTE PRINTED 

1/09 COMMITTEE REPORT — BILL PASSED AS AMENDED 

1/11 2ND READING PASSED 99 0 
1/12 3RD READING PASSED 98 0 


TRANSMITTED TO SENATE 
1/16 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
1/23 HEARING 


1/24 COMMITTEE EXEC ACTION — BILL CONCURRED 10 O 
1/25 COMMITTEE REPORT — BILL CONCURRED 

2/06 2ND READING CONCURRED 385 14 
2/07 38RD READING CONCURRED 39 10 


RETURNED TO HOUSE 
2/08 SENT TO ENROLLING 
2/16 RETURNED FROM ENROLLING 
2/16 SIGNED BY SPEAKER 
2/17 SIGNED BY PRESIDENT 
2/21 TRANSMITTED TO GOVERNOR 
2/28 SIGNED BY GOVERNOR 
2/28 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 23 
EFFECTIVE DATE: 2/28/2023 - SECTIONS 9, 20, AND 24-27 
EFFECTIVE DATE: 10/01/2023 - SECTIONS 1-8,10-19, 21-23, 
AND 28-30 


HB 139 INTRODUCED BY WELCH LC0228 DRAFTER: E. SULLIVAN 


GENERALLY REVISE LAWS RELATED TO MUTUAL SAVINGS AND LOAN 
ASSOCIATIONS 


BY REQUEST OF DEPARTMENT OF ADMINISTRATION 


12/14 INTRODUCED 

12/21 REFERRED TO BUSINESS AND LABOR 

1/05 HEARING 

1/06 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 19 0 
1/09 COMMITTEE REPORT — BILL PASSED AS AMENDED 


1/11 
1/12 


1/16 
1/23 
1/24 
1/25 
2/06 
2/07 


2/08 
2/16 
2/16 
2/17 
2/21 
2/28 
2/28 


HB 140 INTRODUCED BY JONES 


HOUSE BILLS 


2ND READING PASSED 99 
3RD READING PASSED 98 


TRANSMITTED TO SENATE 
REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 10 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 49 
38RD READING CONCURRED 49 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 24 
EFFECTIVE DATE: 2/28/2023 - ALL SECTIONS 


ESTABLISHING MODERNIZATION AND RISK ANALYSIS COMMITTEE 


BY REQUEST OF LEGISLATIVE FINANCE COMMITTEE 


12/14 
12/14 
12/21 
12/21 
1/04 
1/05 
1/05 
1/12 
1/19 
1/19 
1/24 
1/25 


1/26 
2/20 
4/05 
4/05 
4/07 
4/11 


4/20 
4/21 
4/21 
4/28 
5/04 
5/04 
5/08 
5/18 
5/19 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO LEGISLATIVE ADMINISTRATION 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 


HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 16 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 95 
3RD READING PASSED 96 


TRANSMITTED TO SENATE 
REFERRED TO LEGISLATIVE ADMINISTRATION 


HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 6 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 43 
3RD READING CONCURRED 38 
RETURNED TO HOUSE WITH AMENDMENTS 

2ND READING SENATE AMDS CONCURRED 95 
38RD READING PASSED AS AMENDED BY SENATE 93 


SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 587 
EFFECTIVE DATE: 5/18/2023 - ALL SECTIONS 


LC3602 DRAFTER: JOHNSON 
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HB 141 INTRODUCED BY JONES 


MONTANA HISTORY AND FINAL STATUS 2023 


REVISE BLACKFEET MITIGATION FUND LAWS 


BY REQUEST OF DEPARTMENT OF NATURAL RESOURCES AND CONSERVATION 


12/14 
12/14 
12/21 
12/21 
1/04 
1/05 
1/05 
1/09 
1/11 
1/12 
1/19 
1/19 
1/23 
1/23 
1/24 
1/25 


1/26 
38/15 
4/25 
4/27 
4/27 
4/27 
4/28 
4/28 


5/01 
5/03 
5/11 
5/11 
5/11 
5/19 
5/22 


HB 142 INTRODUCED BY J. LYNCH 


REVISE LAWS RELATED TO UNEMPLOYMENT INSURANCE THEFT AND 


PENALTIES 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO NATURAL RESOURCES 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

REREFERRED TO APPROPRIATIONS 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

38RD READING PASSED 


TRANSMITTED TO SENATE 
REFERRED TO NATURAL RESOURCES 
HEARING 


15 


89 


22 


93 


REREFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 


HEARING 


COMMITTEE EXEC ACTION — BILL CONCURRED 


COMMITTEE REPORT — BILL CONCURRED 
2ND READING CONCURRED 
3RD READING CONCURRED 


RETURNED TO HOUSE 

SENT TO ENROLLING 

RETURNED FROM ENROLLING 

SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 

TRANSMITTED TO GOVERNOR 

SIGNED BY GOVERNOR 

CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 623 


EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


BY REQUEST OF DEPARTMENT OF LABOR AND INDUSTRY 


12/14 
12/21 
1/06 
1/09 
1/09 
1/11 
1/12 


INTRODUCED 

REFERRED TO BUSINESS AND LABOR 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

38RD READING PASSED 


10 


47 
47 


LC0691 DRAFTER: JOHNSON 


10 


LC0399 DRAFTER: J. WALKER 


HB 143 INTRODUCED BY DOOLING 


HB 144 INTRODUCED BY GREEN 


HOUSE BILLS 


TRANSMITTED TO SENATE 


1/16 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 


1/25 HEARING 

1/27 COMMITTEE EXEC ACTION — BILL CONCURRED 
1/30 COMMITTEE REPORT — BILL CONCURRED 

2/10 2ND READING CONCURRED 

2/18 38RD READING CONCURRED 


RETURNED TO HOUSE 

2/14 SENT TO ENROLLING 
2/27 RETURNED FROM ENROLLING 
3/08 SIGNED BY SPEAKER 
3/14 SIGNED BY PRESIDENT 
3/14 TRANSMITTED TO GOVERNOR 
3/16 SIGNED BY GOVERNOR 
3/16 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 70 

EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


REVISE LAWS RELATED TO THE TOURISM ADVISORY COUNCIL 
BY REQUEST OF DEPARTMENT OF COMMERCE 


12/14 INTRODUCED 

12/21 REFERRED TO STATE ADMINISTRATION 
1/10 HEARING 

1/16 COMMITTEE EXEC ACTION — BILL PASSED 
1/16 COMMITTEE REPORT — BILL PASSED 

1/19 2ND READING PASSED 

1/20 38RD READING PASSED 


TRANSMITTED TO SENATE 
1/23 REFERRED TO STATE ADMINISTRATION 
3/10 HEARING 
3/10 COMMITTEE EXEC ACTION — BILL CONCURRED 
3/13 COMMITTEE REPORT — BILL CONCURRED 
3/15 2ND READING CONCURRED 
3/16 3RD READING CONCURRED 


RETURNED TO HOUSE 

3/17 SENT TO ENROLLING 
3/28 RETURNED FROM ENROLLING 
4/07 SIGNED BY SPEAKER 
4/12 SIGNED BY PRESIDENT 
4/13 TRANSMITTED TO GOVERNOR 
4/18 SIGNED BY GOVERNOR 
4/19 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 92 

EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


10 


50 
48 


18 


98 
97 


10 


45 
46 


403 


LC0409 DRAFTER: E. SULLIVAN 


LC0416 DRAFTER: J. WALKER 


GENERALLY REVISE LAWS RELATED TO COMPETITIVE BIDDING REQUIREMENTS 


BY REQUEST OF DEPARTMENT OF REVENUE 


12/14 FISCAL NOTE PROBABLE 
12/14 INTRODUCED 


404 


12/21 
12/21 
1/03 
1/03 
1/04 
1/09 
1/10 
1/11 
1/16 
1/20 
1/20 
1/23 
1/26 
1/27 


1/30 
3/18 
3/14 
3/15 
3/17 
3/18 


3/20 
3/28 
4/07 
4/12 
4/13 
4/18 
4/19 


HB 145 INTRODUCED BY GREEN 


MONTANA HISTORY AND FINAL STATUS 2023 


FISCAL NOTE REQUESTED 

REFERRED TO BUSINESS AND LABOR 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 18 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

REVISED FISCAL NOTE REQUESTED 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE SIGNED 

REVISED FISCAL NOTE PRINTED 

2ND READING PASSED 95 
3RD READING PASSED 96 


TRANSMITTED TO SENATE 
REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
HEARING 


COMMITTEE EXEC ACTION — BILL CONCURRED 10 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 46 
38RD READING CONCURRED 46 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 93 
EFFECTIVE DATE: 4/18/2023 - ALL SECTIONS 


GENERALLY REVISE LAWS RELATED TO ALCOHOL LICENSE APPLICATIONS 


BY REQUEST OF DEPARTMENT OF REVENUE 


12/14 
12/21 
1/09 
1/10 
1/10 
1/16 
1/17 


1/18 
1/24 
1/24 
1/25 
2/06 
2/07 


2/08 
2/16 
2/21 


INTRODUCED 

REFERRED TO BUSINESS AND LABOR 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 18 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 95 
38RD READING PASSED 96 


TRANSMITTED TO SENATE 
REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
HEARING 


COMMITTEE EXEC ACTION — BILL CONCURRED 10 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 49 
3RD READING CONCURRED 49 


RETURNED TO HOUSE 

SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 


LC0439 DRAFTER: E. SULLIVAN 


ww 


2/23 
2/23 
3/02 
3/06 


HB 146 INTRODUCED BY KASSMIER 


CREATE LANDOWNER PREFERENCE TO HUNT DEER AND ANTELOPE 


12/14 
12/21 
1/10 
1/17 
1/18 
1/23 
1/24 


1/25 
2/02 
3/16 
3/17 
3/22 
3/23 


3/24 
4/03 
4/05 
4/12 
4/13 
4/18 
4/19 


HB 147 INTRODUCED BY GILLETTE 


ENHANCE MEDICAID RATES FOR CERTAIN CHILDREN’S MENTAL HEALTH 


SERVICES 


BY REQUEST OF CHILDREN, FAMILIES, HEALTH, AND HUMAN SERVICES 


HOUSE BILLS 


SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 32 
EFFECTIVE DATE: 3/02/2023 - ALL SECTIONS 


INTRODUCED 

REFERRED TO FISH, WILDLIFE AND PARKS 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO FISH AND GAME 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 94 
EFFECTIVE DATE: 4/18/2023 - ALL SECTIONS 


INTERIM COMMITTEE 


12/14 
12/14 
12/21 
12/21 
1/04 
1/09 
1/12 
1/16 
1/17 
1/19 
1/19 
1/24 
1/31 
2/01 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO HUMAN SERVICES 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

REREFERRED TO APPROPRIATIONS 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 


10 


33 


405 


LC0739 DRAFTER: HENNEMAN 


17 
17 


LC0156 DRAFTER: O°?CONNELL 


406 


MONTANA HISTORY AND FINAL STATUS 2023 


38RD READING PASSED 98 0 


TRANSMITTED TO SENATE 

REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 9 O 
REVISED FISCAL NOTE REQUESTED 

COMMITTEE REPORT — CONCURRED AS AMD 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE SIGNED 

2ND READING CONCURRED 50 «(OO 
REREFERRED TO FINANCE AND CLAIMS 

REVISED FISCAL NOTE PRINTED 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 19 O 
COMMITTEE REPORT — BILL CONCURRED 

3RD READING CONCURRED 50 0 
RETURNED TO HOUSE WITH AMENDMENTS 

2ND READING SENATE AMDS CONCURRED 99 0 
38RD READING PASSED AS AMENDED BY SENATE 96 0 


SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 586 
EFFECTIVE DATE: EFFECTIVE ON THE LATER OF JULY 1, 
2023, OR THE DATE THAT THE DEPARTMENT OF PUBLIC 
HEALTH AND HUMAN SERVICES CERTIFIES TO THE CODE 
COMMISSIONER THAT THE CENTERS FOR MEDICARE 
AND MEDICAID SERVICES HAS APPROVED A STATE PLAN 
AMENDMENT FOR THE ENHANCED REIMBURSEMENT RATE. 
- ALL SECTIONS 


HB 148 INTRODUCED BY BINKLEY [C0218 DRAFTER: CARROLL 


REVISE INFORMATION TECHNOLOGY BOARD MEMBERSHIP 


BY REQUEST OF DEPARTMENT OF ADMINISTRATION 


12/15 
12/21 
1/04 
1/05 
1/06 
1/10 
1/11 


INTRODUCED 

REFERRED TO STATE ADMINISTRATION 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 18 0 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 99 0 
3RD READING PASSED 98 0 


TRANSMITTED TO SENATE 
REFERRED TO STATE ADMINISTRATION 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 10 0 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 49 1 


38RD READING CONCURRED 49 1 


HOUSE BILLS 407 


RETURNED TO HOUSE 

3/24 SENT TO ENROLLING 
4/03 RETURNED FROM ENROLLING 
4/05 SIGNED BY SPEAKER 
4/12 SIGNED BY PRESIDENT 
4/13 TRANSMITTED TO GOVERNOR 
4/18 SIGNED BY GOVERNOR 
4/19 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 95 

EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HB 149 INTRODUCED BY BINKLEY LC0214 DRAFTER: POWER 
GENERALLY REVISE LAWS RELATED TO 9-1-1 PROGRAM 
BY REQUEST OF DEPARTMENT OF ADMINISTRATION 


12/15 FISCAL NOTE PROBABLE 
12/15 INTRODUCED 

12/21 FISCAL NOTE REQUESTED 
12/21 REFERRED TO JUDICIARY 
1/04 FISCAL NOTE RECEIVED 
1/04 FISCAL NOTE SIGNED 

1/05 FISCAL NOTE PRINTED 
1/09 HEARING 


1/12 COMMITTEE EXEC ACTION — BILL PASSED 19 O 
1/12 COMMITTEE REPORT — BILL PASSED 

1/16 2ND READING PASSED 99 0 
1/17 3RD READING PASSED 99 0 


TRANSMITTED TO SENATE 
1/18 REFERRED TO JUDICIARY 
1/25 HEARING 


1/26 COMMITTEE EXEC ACTION — BILL CONCURRED 11 0 
1/27 COMMITTEE REPORT — BILL CONCURRED 

2/07 2ND READING CONCURRED 49 0 
2/08 3RD READING CONCURRED 50 0 


RETURNED TO HOUSE 

2/10 SENT TO ENROLLING 
2/16 RETURNED FROM ENROLLING 
2/21 SIGNED BY SPEAKER 
2/23 SIGNED BY PRESIDENT 
2/23 TRANSMITTED TO GOVERNOR 
3/02 SIGNED BY GOVERNOR 
3/06 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 38 

EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HB 150 INTRODUCED BY ABBOTT LC1057 DRAFTER: COLES 
REVISE LEGISLATIVE CONSTITUENT SERVICES ALLOWANCE LAWS 
BY REQUEST OF LEGISLATIVE COUNCIL 
12/15 INTRODUCED 
12/21 REFERRED TO LEGISLATIVE ADMINISTRATION 


1/11 HEARING 
1/19 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 16 0 


408 


1/19 
1/25 
1/26 


1/27 
2/14 
2/14 
2/15 
2/17 
2/17 


2/20 
2/27 
2/27 
3/01 
3/01 
3/02 
3/06 


MONTANA HISTORY AND FINAL STATUS 2023 


COMMITTEE REPORT — BILL PASSED AS AMENDED 


2ND READING PASSED 100 0 
38RD READING PASSED 97 2 
TRANSMITTED TO SENATE 

REFERRED TO LEGISLATIVE ADMINISTRATION 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 6 0 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 48 2 
38RD READING CONCURRED 46 2 


RETURNED TO HOUSE 

SENT TO ENROLLING 

RETURNED FROM ENROLLING 

SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 

TRANSMITTED TO GOVERNOR 

SIGNED BY GOVERNOR 

CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 30 


EFFECTIVE DATE: 3/02/2023 - ALL SECTIONS 


HB 151 INTRODUCED BY M. HOPKINS 


LC0223 DRAFTER: KREZOWSKI 


GENERALLY REVISE BUILDING CONSTRUCTION PROCUREMENT LAWS 


BY REQUEST OF DEPARTMENT OF ADMINISTRATION 


12/15 
12/21 
1/04 
1/16 
1/17 
1/20 
1/23 


1/24 
3/14 
3/15 
3/16 
3/23 
3/24 


3/27 
4/05 
4/06 
4/12 
4/13 
4/18 
4/19 


INTRODUCED 


REFERRED TO STATE ADMINISTRATION 


HEARING 


COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 18 0 
COMMITTEE REPORT — BILL PASSED AS AMENDED 
2ND READING PASSED AS AMENDED 70 29 


3RD READING PASSED 


TRANSMITTED TO SENATE 


73 26 


REFERRED TO STATE ADMINISTRATION 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 10 O 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 50 =O 
38RD READING CONCURRED 50 «(0 


RETURNED TO HOUSE 

SENT TO ENROLLING 

RETURNED FROM ENROLLING 

SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 

TRANSMITTED TO GOVERNOR 

SIGNED BY GOVERNOR 

CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 96 


EFFECTIVE DATE: 4/18/2023 - ALL SECTIONS 


HB 152 INTRODUCED BY MERCER 


LC0396 DRAFTER: E. SULLIVAN 


REVISE LAWS RELATED TO PROFESSIONAL AND OCCUPATIONAL LICENSURE 


HOUSE BILLS 


BY REQUEST OF DEPARTMENT OF LABOR AND INDUSTRY 


12/15 
12/15 
12/21 
12/21 
1/05 
1/06 
1/09 
1/18 
3/15 
3/24 
3/25 
3/28 
3/29 
3/30 


3/31 
3/31 
4/01 
4/02 
4/05 
4/27 


HB 153 INTRODUCED BY LER 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO BUSINESS AND LABOR 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED | 15 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

REVISED FISCAL NOTE REQUESTED 

2ND READING PASSED 99 
3RD READING PASSED 99 


TRANSMITTED TO SENATE 

REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE SIGNED 

REVISED FISCAL NOTE PRINTED 

HEARING 

TABLED IN COMMITTEE 10 
DIED IN STANDING COMMITTEE 


GENERALLY REVISE LAWS RELATED TO LIVESTOCK MARKETS 


BY REQUEST OF DEPARTMENT OF LIVESTOCK 


12/15 
12/21 
1/03 
1/03 
1/05 
1/06 
1/09 


1/10 
1/17 
1/19 
1/23 
2/03 
2/06 


2/08 
2/16 
2/21 
2/23 
2/23 
3/02 
3/06 


INTRODUCED 

REFERRED TO AGRICULTURE 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 17 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 100 
38RD READING PASSED 96 


TRANSMITTED TO SENATE 
REFERRED TO AGRICULTURE, LIVESTOCK AND IRRIGATION 
HEARING 


COMMITTEE EXEC ACTION — BILL CONCURRED 11 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 50 
3RD READING CONCURRED 49 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 37 
EFFECTIVE DATE: 3/02/2023 - ALL SECTIONS 


409 


LC0379 DRAFTER: SANKEY KEIP 


410 


MONTANA HISTORY AND FINAL STATUS 2023 


HB 154 INTRODUCED BY TUSS [C0401 DRAFTER: E. SULLIVAN 


REMOVE LICENSURE REQUIREMENT FOR MEDICATION AIDES 


BY REQUEST OF DEPARTMENT OF LABOR AND INDUSTRY 


12/15 
12/21 
1/31 
2/02 
2/02 
2/07 
2/08 


3/06 
3/14 
3/30 
3/31 
4/04 
4/05 


4/06 
4/14 
4/19 
4/20 
4/21 
4/25 
4/26 


INTRODUCED 

REFERRED TO BUSINESS AND LABOR 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 19 0 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 95 3 
3RD READING PASSED 93 6 


TRANSMITTED TO SENATE 
REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 10 O 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 50 =O 
38RD READING CONCURRED 50 =O 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 246 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HB 155 INTRODUCED BY K. ZOLNIKOV LC0434 DRAFTER: J. WALKER 


GENERALLY REVISE LAWS RELATED TO ALCOHOL LICENSES 


BY REQUEST OF DEPARTMENT OF REVENUE 


12/15 
12/21 
1/10 
1/17 
1/18 
1/23 
1/24 


1/25 
1/31 
3/14 
3/15 
3/17 
3/18 


3/25 
3/27 
3/27 
4/05 


INTRODUCED 

REFERRED TO BUSINESS AND LABOR 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 19 0O 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 97 2 
38RD READING PASSED 96 1 


TRANSMITTED TO SENATE 
REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 


HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 10 0 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 50 «(OO 
3RD READING CONCURRED 47 2 
RETURNED TO HOUSE WITH AMENDMENTS 

2ND READING SENATE AMDS CONCURRED 96 2 
38RD READING PASSED AS AMENDED BY SENATE 90 7 


SENT TO ENROLLING 
RETURNED FROM ENROLLING 


HOUSE BILLS 411 


4/06 SIGNED BY SPEAKER 
4/12 SIGNED BY PRESIDENT 
4/13 TRANSMITTED TO GOVERNOR 
4/18 SIGNED BY GOVERNOR 
4/19 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 97 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HB 156 INTRODUCED BY BUTTREY LC0191 DRAFTER: J. WALKER 
GENERALLY REVISE LAWS ENFORCED BY THE STATE AUDITOR 
BY REQUEST OF STATE AUDITOR 


12/15 FISCAL NOTE PROBABLE 

12/15 INTRODUCED 

12/21 FISCAL NOTE REQUESTED 

12/21 REFERRED TO BUSINESS AND LABOR 

1/04 FISCAL NOTE RECEIVED 

1/04 FISCAL NOTE SIGNED 

1/05 FISCAL NOTE PRINTED 

1/05 HEARING 

1/25 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 18 0O 
1/25 COMMITTEE REPORT — BILL PASSED AS AMENDED 

1/30 2ND READING PASSED 100 0 
1/31 3RD READING PASSED 97 0 


TRANSMITTED TO SENATE 
3/13 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
3/16 HEARING 


3/16 COMMITTEE EXEC ACTION — BILL CONCURRED 10 O 
3/16 COMMITTEE REPORT — BILL CONCURRED 

3/20 2ND READING CONCURRED 48 2 
3/21 38RD READING CONCURRED 47 2 


RETURNED TO HOUSE 
3/22 SENT TO ENROLLING 
4/03 RETURNED FROM ENROLLING 
4/05 SIGNED BY SPEAKER 
4/12 SIGNED BY PRESIDENT 
4/13 TRANSMITTED TO GOVERNOR 
4/19 SIGNED BY GOVERNOR 
4/19 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 157 
EFFECTIVE DATE: 4/19/2023 - SECTIONS 2-4, 6, 8, 9, 13-18, 20-22, 
31, 35-37, 41, AND 43 
EFFECTIVE DATE: 10/01/2023 - SECTIONS 1, 5, 7, 10-12, 19, 23-30, 
32, 34, AND 54-58 
EFFECTIVE DATE: 1/01/2024 - SECTIONS 38-40 AND 42-53 
EFFECTIVE DATE: 1/01/2025 - SECTION 33 


HB 157 INTRODUCED BY RUSK LC0426 DRAFTER: J. WALKER 
GENERALLY REVISE LAWS RELATED TO ALCOHOL 
BY REQUEST OF DEPARTMENT OF REVENUE 
12/15 INTRODUCED 


12/21 REFERRED TO BUSINESS AND LABOR 
1/10 HEARING 


412 


1/12 
1/12 
1/16 
1/17 


1/18 
1/24 
1/24 
1/25 
2/06 
2/07 


2/08 
2/16 
2/21 
2/23 
2/23 
3/02 
3/06 


MONTANA HISTORY AND FINAL STATUS 2023 


COMMITTEE EXEC ACTION — BILL PASSED 19 O 
COMMITTEE REPORT — BILL PASSED 


2ND READING PASSED 


97 


bo 


3RD READING PASSED 96 3 
TRANSMITTED TO SENATE 

REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 10 0 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 49 0 
38RD READING CONCURRED 49 0 


RETURNED TO HOUSE 

SENT TO ENROLLING 

RETURNED FROM ENROLLING 

SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 

TRANSMITTED TO GOVERNOR 

SIGNED BY GOVERNOR 

CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 33 


EFFECTIVE DATE: 3/02/2023 - ALL SECTIONS 


HB 158 INTRODUCED BY KASSMIER 


LC0377 DRAFTER: E. SULLIVAN 


REVISE CUSTOM EXEMPT FACILITIES AS REQUIRED BY THE FEDERAL MEAT 
INSPECTION ACT 


BY REQUEST OF DEPARTMENT OF LIVESTOCK 


12/15 
12/21 
2/07 
2/16 
2/17 
2/21 
2/22 


3/13 
3/23 
3/28 
3/29 
3/31 
4/03 


4/04 
4/06 
4/06 
4/12 
4/13 
4/18 
4/19 


INTRODUCED 
REFERRED TO AGRICULTURE 
HEARING 


COMMITTEE EXEC ACTION — BILL PASSED 19 0 
COMMITTEE REPORT — BILL PASSED 


2ND READING PASSED 
3RD READING PASSED 


TRANSMITTED TO SENATE 


97 2 
96 O 


REFERRED TO AGRICULTURE, LIVESTOCK AND IRRIGATION 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 11 0 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 50 =O 
38RD READING CONCURRED 49 O 


RETURNED TO HOUSE 

SENT TO ENROLLING 

RETURNED FROM ENROLLING 

SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 

TRANSMITTED TO GOVERNOR 

SIGNED BY GOVERNOR 

CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 98 


EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HOUSE BILLS 
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HB 159 INTRODUCED BY KASSMIER LC0382 DRAFTER: E. SULLIVAN 


REPEAL LIVESTOCK CRIMESTOPPERS ACT 


BY REQUEST OF DEPARTMENT OF LIVESTOCK 


12/15 
12/15 
12/21 
12/21 
1/02 
1/03 
1/04 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO AGRICULTURE 
FISCAL NOTE RECEIVED 
FISCAL NOTE SIGNED 
FISCAL NOTE PRINTED 


2/07 HEARING 

2/16 COMMITTEE EXEC ACTION — BILL PASSED 19 O 
2/17 COMMITTEE REPORT — BILL PASSED 

2/21 2ND READING PASSED 99 0 
2/22 38RD READING PASSED 97 0 


3/18 


TRANSMITTED TO SENATE 
REFERRED TO AGRICULTURE, LIVESTOCK AND IRRIGATION 


3/23 HEARING 

3/28 COMMITTEE EXEC ACTION — BILL CONCURRED 11 0 
3/29 COMMITTEE REPORT — BILL CONCURRED 

3/31 2ND READING CONCURRED 49 1 
4/03 3RD READING CONCURRED 49 0 


4/04 
4/06 
4/07 
4/12 
4/13 
4/18 
4/19 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 99 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HB 160 INTRODUCED BY HARVEY LC0441 DRAFTER: J. WALKER 


REVISE LAWS RELATED TO ALCOHOL ADVERTISING 


BY REQUEST OF DEPARTMENT OF REVENUE 


12/15 
12/21 
1/06 
1/09 
1/09 
1/11 
1/12 


1/16 


INTRODUCED 

REFERRED TO BUSINESS AND LABOR 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 171 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 92 7 
3RD READING PASSED 88 10 


TRANSMITTED TO SENATE 
REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 


1/20 HEARING 

1/24 COMMITTEE EXEC ACTION — BILL CONCURRED 10 O 
1/25 COMMITTEE REPORT — BILL CONCURRED 

2/06 2ND READING CONCURRED 46 3 


2/07 


38RD READING CONCURRED 48 1 
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RETURNED TO HOUSE 

2/08 SENT TO ENROLLING 
2/16 RETURNED FROM ENROLLING 
2/21 SIGNED BY SPEAKER 
2/23 SIGNED BY PRESIDENT 
2/23 TRANSMITTED TO GOVERNOR 
3/02 SIGNED BY GOVERNOR 
3/06 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 34 

EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HB 161 INTRODUCED BY NAVE [C0199 DRAFTER: CARROLL 
GENERALLY REVISE COMPUTER CRIME LAWS 
BY REQUEST OF DEPARTMENT OF JUSTICE 


12/15 INTRODUCED 

12/21 REFERRED TO JUDICIARY 

1/10 HEARING 

1/19 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 19 0 
1/20 COMMITTEE REPORT — BILL PASSED AS AMENDED 

1/25 2ND READING PASSED 81 19 
1/26 3RD READING PASSED 74 25 


TRANSMITTED TO SENATE 
1/27 REFERRED TO JUDICIARY 
3/14 HEARING 


3/17 COMMITTEE EXEC ACTION — CONCURRED AS AMD 7 ~#«4 

3/18 COMMITTEE REPORT — CONCURRED AS AMD 

3/24 2ND READING CONCURRED AS AMD 50 0 

3/28 38RD READING CONCURRED 50 =~O 
RETURNED TO HOUSE WITH AMENDMENTS 

4/14 2ND READING SENATE AMDS CONCURRED 99 0 

4/17 3RD READING PASSED AS AMENDED BY SENATE 87 69 


4/17 SENT TO ENROLLING 
4/18 RETURNED FROM ENROLLING 
4/20 SIGNED BY SPEAKER 
4/20 SIGNED BY PRESIDENT 
4/21 TRANSMITTED TO GOVERNOR 
4/25 SIGNED BY GOVERNOR 
4/26 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 247 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HB 162 INTRODUCED BY MITCHELL LC0734 DRAFTER: HENNEMAN 
REVISE ELECTRONIC TAG LAW 
BY REQUEST OF DEPARTMENT OF FISH, WILDLIFE, AND PARKS 
12/15 INTRODUCED 


12/21 REFERRED TO FISH, WILDLIFE AND PARKS 
1/03 HEARING 


1/05 COMMITTEE EXEC ACTION — BILL PASSED 19 O 
1/06 COMMITTEE REPORT — BILL PASSED 
1/11 2ND READING PASSED 99 0 


1/12 38RD READING PASSED 98 0 


1/16 
1/24 
1/24 
1/25 
2/08 
2/09 


2/18 
2/27 
3/08 
3/14 
3/14 
3/16 
3/16 


HB 163 INTRODUCED BY RUNNING WOLF 


HOUSE BILLS 


TRANSMITTED TO SENATE 
REFERRED TO FISH AND GAME 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 12 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 50 
38RD READING CONCURRED 50 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 71 
EFFECTIVE DATE: 3/16/2023 - ALL SECTIONS 


REVISE AND EXTEND MISSING INDIGENOUS PERSONS TASK FORCE 


BY REQUEST OF STATE-TRIBAL RELATIONS COMMITTEE 


12/15 
12/15 
12/21 
12/21 
1/04 
1/04 
1/05 
1/09 
1/09 
1/10 
1/18 
1/20 
1/20 
1/24 
1/24 
1/26 
1/26 
1/27 
1/31 


3/21 
3/24 
4/07 
4/07 
4/12 
AI17 
4/17 
AI17 
4/19 
4/20 


4/28 
5/01 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO JUDICIARY 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

REVISED FISCAL NOTE RECEIVED 
REVISED FISCAL NOTE SIGNED 
REVISED FISCAL NOTE PRINTED 


HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 19 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 98 
REREFERRED TO APPROPRIATIONS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 20 
COMMITTEE REPORT — BILL PASSED 

38RD READING PASSED 97 


TRANSMITTED TO SENATE 
REFERRED TO FINANCE AND CLAIMS 
HEARING 
COMMITTEE EXEC ACTION — CONCURRED AS AMD 17 
COMMITTEE REPORT — CONCURRED AS AMD 

REVISED FISCAL NOTE REQUESTED 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE SIGNED 

REVISED FISCAL NOTE PRINTED 

2ND READING CONCURRED 48 
3RD READING CONCURRED 45 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS CONCURRED 98 
38RD READING PASSED AS AMENDED BY SENATE 92 
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LC0343 DRAFTER: SANKEY KEIP 


416 


5/01 
5/03 
5/11 
5/11 
5/11 
5/19 
5/22 


MONTANA HISTORY AND FINAL STATUS 2023 


SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 624 


EFFECTIVE DATE: 5/19/2023 - ALL SECTIONS 


HB 164 INTRODUCED BY HARVEY 


LC0419 DRAFTER: J. WALKER 


REVISE ALCOHOL LAWS RELATING TO CATERING ENDORSEMENTS 


BY REQUEST OF DEPARTMENT OF REVENUE 


12/15 
12/21 
1/11 
1/20 
1/23 
1/24 
1/26 
1/27 


1/30 
1/30 
1/30 
2/01 
3/13 
3/16 
4/13 
4/13 
4/14 
4/18 


4/24 
4/26 
4/26 
5/01 
5/04 
5/04 
5/08 
5/18 
5/19 


INTRODUCED 


REFERRED TO BUSINESS AND LABOR 


HEARING 


COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 12 7 
COMMITTEE REPORT — BILL PASSED AS AMENDED 


FISCAL NOTE REQUESTED 
2ND READING PASSED 
3RD READING PASSED 


TRANSMITTED TO SENATE 
FISCAL NOTE RECEIVED 


77 28 
82 18 


REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 


FISCAL NOTE SIGNED 
FISCAL NOTE PRINTED 


HEARING 

HEARING 

TABLED IN COMMITTEE 10 O 
TAKEN FROM COMMITTEE; PLACED ON 2ND READING 85 15 
2ND READING CONCURRED AS AMD 43 7 
38RD READING CONCURRED 39 11 
RETURNED TO HOUSE WITH AMENDMENTS 

2ND READING SENATE AMDS CONCURRED 89 11 
3RD READING PASSED AS AMENDED BY SENATE 83 16 


SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 585 


EFFECTIVE DATE: 5/18/2023 - ALL SECTIONS 


HB 165 INTRODUCED BY HARVEY 


LC0424 DRAFTER: J. WALKER 


REVISE LAWS RELATED TO AGENCY LIQUOR STORES IN CERTAIN COMMUNITIES 


BY REQUEST OF DEPARTMENT OF REVENUE 


12/15 
12/21 
1/06 
1/12 


INTRODUCED 


REFERRED TO BUSINESS AND LABOR 


HEARING 


COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 12 7 


1/12 
1/16 
1/24 
1/24 
1/24 
1/24 
1/25 


2/18 
3/10 


HOUSE BILLS 417 


COMMITTEE REPORT — BILL PASSED AS AMENDED 
FISCAL NOTE REQUESTED 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 


2ND READING NOT PASSED 44 55 
RECONSIDERED PREVIOUS ACTION; PLACED ON 2ND 

READING 71 29 
2ND READING NOT PASSED 46 54 


MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN PROCESS 


HB 166 INTRODUCED BY HARVEY LC0444 DRAFTER: J. WALKER 


GENERALLY REVISE LAWS RELATED TO SEASONAL ALCOHOL LICENSES 


BY REQUEST OF DEPARTMENT OF REVENUE 


12/15 
12/21 
1/06 
1/10 
1/11 
1/16 
1/17 


1/18 
1/24 
1/24 
1/25 
2/07 
2/08 


2/18 
2/16 
2/21 
2/23 
2/23 
3/02 
3/06 


INTRODUCED 

REFERRED TO BUSINESS AND LABOR 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 18 0 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 96 3 
38RD READING PASSED 97 2 


TRANSMITTED TO SENATE 
REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 10 0 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 49 0 
3RD READING CONCURRED 50 =O 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 35 
EFFECTIVE DATE: 3/02/2023 - ALL SECTIONS 


HB 167 INTRODUCED BY COHENOUR LC1056 DRAFTER: EVERTS 


REVISE LAWS RELATED TO LEGISLATIVE LEADERSHIP EXEMPT STAFF 


BY REQUEST OF LEGISLATIVE COUNCIL 


12/15 
12/21 
1/09 
1/19 
1/19 
1/30 
1/31 


INTRODUCED 

REFERRED TO LEGISLATIVE ADMINISTRATION 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 16 0 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 100 0 


3RD READING PASSED 97 0 
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2/15 
2/20 
2/20 
2/21 
2/24 
2/27 


2/28 
3/10 
3/11 
3/14 
3/14 
3/23 
3/28 


HB 169 INTRODUCED BY BROCKMAN 


MONTANA HISTORY AND FINAL STATUS 2023 


TRANSMITTED TO SENATE 
REFERRED TO LEGISLATIVE ADMINISTRATION 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 6 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 50 
38RD READING CONCURRED 50 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 83 
EFFECTIVE DATE: 3/23/2023 - ALL SECTIONS 


LC3462 DRAFTER: JOHNSON 


CLARIFY CONFIRMATION REQUIREMENTS FOR INTERIM JUDICIAL APPOINTEES 


1/04 
1/05 
1/12 
1/17 
1/17 
1/20 
1/23 


1/24 
1/31 
2/01 
2/02 
2/10 
2/18 


2/14 
2/27 
3/08 
3/14 
3/14 
3/16 
3/16 


HB 170 INTRODUCED BY GUNDERSON 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 19 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 95 
38RD READING PASSED 95 


TRANSMITTED TO SENATE 
REFERRED TO JUDICIARY 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 7 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 34 
3RD READING CONCURRED 34 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 72 
EFFECTIVE DATE: 3/16/2023 - ALL SECTIONS 


REPEAL STATE ENERGY POLICY 


1/04 
1/05 
1/09 
1/11 
1/16 
1/17 


16 
14 


LC2384 DRAFTER: GRAFF 


INTRODUCED 

REFERRED TO ENERGY, TECHNOLOGY AND FEDERAL RELATIONS 
HEARING 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 9 


COMMITTEE REPORT — BILL PASSED 


1/20 
1/23 


1/24 
1/31 
2/14 
2/16 
3/14 
3/15 


3/16 
3/16 
3/16 
3/16 
3/16 
3/16 
3/16 


HB 171 INTRODUCED BY BEDEY 


HOUSE BILLS 
2ND READING PASSED 67 
3RD READING PASSED 67 


TRANSMITTED TO SENATE 
REFERRED TO ENERGY AND TELECOMMUNICATIONS 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 8 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 33 
38RD READING CONCURRED 34 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 73 
EFFECTIVE DATE: 3/16/2023 - ALL SECTIONS 


17 
16 


LC1409 DRAFTER: MCCRACKEN 


REVISE EDUCATION LAWS RELATED TO RESIDENTIAL TREATMENT FACILITIES 


1/04 
1/04 
1/04 
1/05 
1/11 
1/16 
1/16 
1/17 
1/18 
1/19 
1/26 
1/26 
1/31 
1/31 
2/01 
2/02 


2/06 
2/07 
2/15 
3/15 
3/16 
3/20 
3/20 
3/24 
3/24 
3/27 
3/28 


3/29 
4/05 
4/07 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO EDUCATION 
HEARING 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED © 13 
COMMITTEE REPORT — BILL PASSED AS AMENDED 


2ND READING PASSED 100 
REREFERRED TO APPROPRIATIONS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 19 
COMMITTEE REPORT — BILL PASSED 

38RD READING PASSED 99 


TRANSMITTED TO SENATE 
REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
REREFERRED TO EDUCATION AND CULTURAL RESOURCES 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 11 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 50 
REREFERRED TO FINANCE AND CLAIMS 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 18 
COMMITTEE REPORT — BILL CONCURRED 

38RD READING CONCURRED 49 


RETURNED TO HOUSE 

SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
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4/12 
4/13 
4/19 
4/19 


HB 172 INTRODUCED BY BEDEY 


MONTANA HISTORY AND FINAL STATUS 2023 


SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 156 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


REVISE LAWS RELATED TO POST-ELECTION AUDITS 


1/04 
1/04 
1/05 
1/10 
1/10 
1/12 
1/12 
1/19 
1/19 
1/24 
1/25 


1/26 
3/17 
3/17 
3/20 
3/22 
3/23 


3/24 
4/03 
4/05 
4/12 
4/13 
4/19 
4/19 


HB 173 INTRODUCED BY BEDEY 


INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO STATE ADMINISTRATION 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 
2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO STATE ADMINISTRATION 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 155 
EFFECTIVE DATE: 4/19/2023 - ALL SECTIONS 


REVISE LAWS RELATED TO SECURITY OF VOTE TABULATING MACHINES 


1/04 
1/06 
1/16 
1/26 
1/26 
1/26 
1/31 
2/01 


2/03 
2/03 
2/03 
2/16 


INTRODUCED 

REFERRED TO STATE ADMINISTRATION 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 
FISCAL NOTE REQUESTED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO SENATE 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

REFERRED TO STATE ADMINISTRATION 


[C1412 DRAFTER: POWER 


14 4 
76 283 
81 19 
10 O 
49 1 
49 1 


[C1413 DRAFTER: POWER 


3/17 
3/17 
3/20 
3/22 
3/23 


3/24 
4/05 
4/07 
4/12 
4/13 
4/19 
4/19 


HB 174 INTRODUCED BY SEEKINS-CROWE 


HOUSE BILLS 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 154 
EFFECTIVE DATE: 4/19/2023 - ALL SECTIONS 


REQUIRING CERTAIN COSTS PAID TO DETENTION CENTERS TO BE BASED ON 


ACTUAL COSTS 


12/26 
1/03 
1/03 
1/13 
1/16 
1/16 
1/18 
1/18 
1/24 
1/24 
1/25 
1/27 
1/27 
1/30 
1/30 
1/30 
1/30 
2/22 
2/23 
2/28 
3/01 


3/10 
3/15 
3/15 
3/15 
3/16 
3/29 
4/05 
4/05 
4/06 
4/06 
4/06 
4/12 
4/12 
4/14 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO JUDICIARY 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 
REVISED FISCAL NOTE REQUESTED 

2ND READING PASSED 

REREFERRED TO APPROPRIATIONS 

REVISED FISCAL NOTE RECEIVED 

HEARING 

REVISED FISCAL NOTE SIGNED 

REVISED FISCAL NOTE PRINTED 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 
2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO SENATE 
REVISED FISCAL NOTE REQUESTED 
REVISED FISCAL NOTE RECEIVED 
REFERRED TO JUDICIARY 

REVISED FISCAL NOTE SIGNED 
REVISED FISCAL NOTE PRINTED 
HEARING 
COMMITTEE EXEC ACTION — BILL CONCURRED 
REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE SIGNED 

REVISED FISCAL NOTE PRINTED 

COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

REREFERRED TO FINANCE AND CLAIMS 
HEARING 


97 


19 


94 
91 


1 


33 


[C1944 DRAFTER: WEISS 


aD 


16 


422 


4/14 
4/14 
4/18 


4/20 
4/20 
4/29 
5/04 
5/08 
5/18 
5/19 


HB 175 INTRODUCED BY BUTTREY 


MONTANA HISTORY AND FINAL STATUS 2023 


COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 
38RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 584 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


AMEND STATE ARPA FUNDING SESSION LAW 


1/03 
1/03 
1/04 
1/04 
1/06 
1/06 
1/11 
1/11 
1/13 
1/18 
1/19 


1/20 
2/07 
2/07 
2/08 
2/10 
2/18 


2/14 
2/27 
2/27 
3/01 
3/01 
3/02 
3/06 


HB 176 INTRODUCED BY GALLOWAY 


FISCAL NOTE REQUESTED 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

INTRODUCED 

FISCAL NOTE PRINTED 

REFERRED TO APPROPRIATIONS 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 
2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO FINANCE AND CLAIMS 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 36 
EFFECTIVE DATE: 3/02/2023 - ALL SECTIONS 


REVISING COUNTY UTILITY PERMITTING LAWS 


1/04 
1/06 
1/12 
1/19 
1/20 
1/24 


INTRODUCED 

REFERRED TO LOCAL GOVERNMENT 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 


34 16 


LC1243 DRAFTER: JOHNSON 


20 0 
95 3 
94 5 
19 O 
47 3 
45 3 


LC2805 DRAFTER: GRAFF 


85 13 


1/25 


1/26 
3/14 
3/15 
3/16 
3/20 
3/21 


3/27 
3/28 
3/28 
4/05 
4/07 
4/12 
4/13 
4/19 
4/19 


HB 177 INTRODUCED BY BUTTREY 


HOUSE BILLS 


38RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS CONCURRED 
38RD READING PASSED AS AMENDED BY SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 153 
EFFECTIVE DATE: 4/19/2023 - ALL SECTIONS 


REVISE ALCOHOL LAWS RELATED TO RESORT AREAS 


1/05 
1/05 
1/05 
1/06 
1/11 
1/11 
1/12 
1/20 
2/21 
3/10 


HB 178 INTRODUCED BY WALSH 


REVISE WORKERS’ COMPENSATION LAWS RELATING TO SOCIAL OR 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO BUSINESS AND LABOR 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

TABLED IN COMMITTEE 


MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 


DIED IN STANDING COMMITTEE 


RECREATIONAL ACTIVITY 


1/05 
1/06 
1/13 
1/17 
1/18 
1/20 
1/23 


1/24 
1/31 
2/01 
2/02 
2/10 
2/18 


INTRODUCED 

REFERRED TO BUSINESS AND LABOR 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO SENATE 


11 


50 
49 


100 
99 


17 


REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

3RD READING CONCURRED 


[C1295 DRAFTER: J. WALKER 


LC0169 DRAFTER: J. WALKER 


424 


2/14 
2/27 
3/08 
3/14 
3/14 
3/23 
3/23 


MONTANA HISTORY AND FINAL STATUS 2023 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 84 
EFFECTIVE DATE: 3/23/2023 - ALL SECTIONS 


HB 179 INTRODUCED BY DURAM LC0144 DRAFTER: CARROLL 


REVISE CARELESS DRIVING LAWS 


1/05 
1/06 
1/13 
1/18 
1/19 
1/26 
1/27 


1/30 
3/14 
3/16 


INTRODUCED 

REFERRED TO TRANSPORTATION 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED ASAMENDED 14 1 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 86 14 
38RD READING PASSED 71 29 


TRANSMITTED TO SENATE 

REFERRED TO HIGHWAYS AND TRANSPORTATION 

HEARING 

TABLED IN COMMITTEE 7 5 
DIED IN STANDING COMMITTEE 


HB 180 INTRODUCED BY DURAM LC0975 DRAFTER: POWER 


REVISE MUNICIPAL POLICE OFFICERS RETIREMENT LAWS 


1/05 
1/06 
1/12 
1/12 
1/20 
1/23 
1/24 
1/25 
1/25 
1/27 
1/27 
1/31 
2/14 
3/10 


INTRODUCED 

REFERRED TO STATE ADMINISTRATION 
FISCAL NOTE REQUESTED 

HEARING 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 


COMMITTEE EXEC ACTION — BILL PASSED 18 0 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 99 1 
REREFERRED TO APPROPRIATIONS 

HEARING 

TABLED IN COMMITTEE 16 7 


MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 181 INTRODUCED BY REKSTEN LC1342 DRAFTER: MCCRACKEN 


REVISE LAWS RELATED TO THE SUPERINTENDENT OF PUBLIC INSTRUCTION 


1/05 
1/12 
1/20 
1/23 
1/24 
1/27 
1/30 


INTRODUCED 

REFERRED TO EDUCATION 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 9 4 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 69 30 
3RD READING PASSED 67 31 


HOUSE BILLS 425 


TRANSMITTED TO SENATE 
3/13 REFERRED TO FINANCE AND CLAIMS 
3/16 HEARING 


3/17 COMMITTEE EXEC ACTION — BILL CONCURRED 11 8 
3/17 COMMITTEE REPORT — BILL CONCURRED 

3/21 2ND READING CONCURRED 32 18 
3/22 38RD READING CONCURRED 34 16 


RETURNED TO HOUSE 

3/24 SENT TO ENROLLING 
4/03 RETURNED FROM ENROLLING 
4/05 SIGNED BY SPEAKER 
4/12 SIGNED BY PRESIDENT 
4/13 TRANSMITTED TO GOVERNOR 
4/14 SIGNED BY GOVERNOR 
4/14 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 168 

EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HB 182 INTRODUCED BY LOGE LC0965 DRAFTER: J. WALKER 
REVISE MONTANA VOLUNTARY INSURANCE TELEMATICS LAWS 


1/05 INTRODUCED 
1/06 REFERRED TO BUSINESS AND LABOR 
1/18 HEARING 
1/20 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 15 4 
1/23 COMMITTEE REPORT — BILL PASSED AS AMENDED 
1/26 2ND READING NOT PASSED 23 77 
3/10 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN PROCESS 


HB 183 INTRODUCED BY NICOL LC0706 DRAFTER: J. WALKER 


REVISE THE CRIME VICTIMS RESTITUTION FUND RELATING TO BURIAL 
AMOUNTS 


1/05 FISCAL NOTE PROBABLE 
1/05 INTRODUCED 

1/05 FISCAL NOTE REQUESTED 
1/06 REFERRED TO JUDICIARY 
1/12 FISCAL NOTE RECEIVED 
1/13 HEARING 
1/13 FISCAL NOTE SIGNED 
1/13 FISCAL NOTE PRINTED 


1/17 COMMITTEE EXEC ACTION — BILL PASSED 19 O 
1/17 COMMITTEE REPORT — BILL PASSED 

1/20 2ND READING PASSED 99 0 
1/23 3RD READING PASSED 98 1 


TRANSMITTED TO SENATE 
1/24 REFERRED TO JUDICIARY 
1/31 HEARING 


2/01 COMMITTEE EXEC ACTION — CONCURRED AS AMD 11 0 
2/01 COMMITTEE REPORT — CONCURRED AS AMD 
2/10 2ND READING CONCURRED 50 0 


2/18 38RD READING CONCURRED 48 0 


426 


2/17 
2/21 
2/21 
3/01 
3/08 
3/14 
3/14 
3/23 
3/23 


HB 184 INTRODUCED BY J. CARLSON 


MONTANA HISTORY AND FINAL STATUS 2023 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS CONCURRED 100 
38RD READING PASSED AS AMENDED BY SENATE 96 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 85 
EFFECTIVE DATE: 3/23/2023 - ALL SECTIONS 


[C1135 DRAFTER: J. WALKER 


REVISING MANDATORY MOTOR VEHICLE INSURANCE LAWS RELATING CERTAIN 


VEHICLES 


1/05 
1/06 
1/13 
1/16 
1/18 
1/18 
1/19 
1/26 
1/27 


1/30 
3/16 
3/28 


HB 185 INTRODUCED BY FITZGERALD 


INTRODUCED 

REFERRED TO TRANSPORTATION 

HEARING 

TABLED IN COMMITTEE 

TAKEN FROM TABLE IN COMMITTEE 14 
COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED © 15 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 82 
3RD READING PASSED 68 


TRANSMITTED TO SENATE 

REFERRED TO HIGHWAYS AND TRANSPORTATION 

HEARING 

TABLED IN COMMITTEE 9 
DIED IN STANDING COMMITTEE 


INCREASE APPROPRIATION TO MSU FIRE SERVICE TRAINING SCHOOL 


1/05 
1/05 
1/05 
1/06 
1/11 
1/12 
1/13 
1/16 
1/16 
1/18 
1/19 
1/23 
1/24 


1/25 
1/26 
2/18 
2/16 
2/20 
2/24 
2/27 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO NATURAL RESOURCES 
REREFERRED TO APPROPRIATIONS 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 


HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 20 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 88 
3RD READING PASSED 81 


TRANSMITTED TO SENATE 

REFERRED TO NATURAL RESOURCES 

REREFERRED TO FINANCE AND CLAIMS 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 19 
REVISED FISCAL NOTE REQUESTED 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE PRINTED 


18 
32 


LC1379 DRAFTER: JOHNSON 


11 
16 


3/15 
3/16 
3/17 


3/27 
3/27 
3/28 
4/19 
4/21 
4/21 
4/27 


4/28 


4/29 


5/01 


5/02 
5/03 
5/11 
5/11 
5/11 
5/19 
5/22 


HB 186 INTRODUCED BY BUCKLEY 


HOUSE BILLS 


COMMITTEE REPORT — CONCURRED AS AMD 
2ND READING CONCURRED 
38RD READING CONCURRED 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS NOT CONCURRED 
CONFERENCE COMMITTEE APPOINTED 
CONFERENCE COMMITTEE APPOINTED 
HEARING 
CONFERENCE COMMITTEE REPORT RECEIVED 
CONFERENCE COMMITTEE REPORT RECEIVED 
2ND READING CONFERENCE COMMITTEE REPORT 
ADOPTED 
38RD READING CONFERENCE COMMITTEE REPORT 
ADOPTED 
2ND READING CONFERENCE COMMITTEE REPORT 
ADOPTED 
38RD READING CONFERENCE COMMITTEE REPORT 
ADOPTED 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 625 

EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


REVISE DATES FOR SPECIAL PURPOSE ELECTIONS 


1/05 
1/06 
1/16 
1/26 
1/26 
1/31 
2/01 


2/16 
3/17 
3/22 
3/23 
3/27 
3/28 


4/14 
4/17 
4/17 
4/19 
4/21 
4/26 
4/27 
5/03 
5/04 


INTRODUCED 

REFERRED TO STATE ADMINISTRATION 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO STATE ADMINISTRATION 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS CONCURRED 

3RD READING PASSED AS AMENDED BY SENATE 
SENT TO ENROLLING 

RETURNED FROM ENROLLING 

SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 

TRANSMITTED TO GOVERNOR 

SIGNED BY GOVERNOR 

CHAPTER NUMBER ASSIGNED 


96 
93 


LC1507 DRAFTER: POWER 


ize) 


428 


HB 187 INTRODUCED BY BUCKLEY 


MONTANA HISTORY AND FINAL STATUS 2023 


CHAPTER NUMBER 367 
EFFECTIVE DATE: 5/03/2023 - ALL SECTIONS 


ESTABLISH THAT CHILD CARE IS A RESIDENTIAL USE OF PROPERTY 


1/05 
1/06 
1/12 
2/02 
2/03 
2/09 
2/18 


2/14 
2/23 
3/14 
38/15 
3/17 
3/18 


3/20 
3/28 
4/07 
4/12 
4/13 
4/19 
4/19 


HB 188 INTRODUCED BY PARRY 


INTRODUCED 

REFERRED TO LOCAL GOVERNMENT 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED __ 10 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED AS AMENDED 77 
38RD READING PASSED 69 


TRANSMITTED TO SENATE 
REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 10 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 50 
3RD READING CONCURRED 49 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 169 
EFFECTIVE DATE: 4/19/2023 - ALL SECTIONS 


EXTEND FUNDING TO COAL BOARD 


1/05 
1/05 
1/05 
1/06 
1/11 
1/11 
1/11 
1/12 
1/13 
1/13 
1/20 
1/20 
1/25 
1/25 
1/26 
1/27 
1/31 
2/01 


2/02 
2/03 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO TAXATION 
HEARING 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED — 20 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 99 
REREFERRED TO APPROPRIATIONS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED — 22 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

REVISED FISCAL NOTE REQUESTED 

2ND READING PASSED 99 
3RD READING PASSED 99 


TRANSMITTED TO SENATE 
REVISED FISCAL NOTE RECEIVED 
REVISED FISCAL NOTE PRINTED 


LC0592 DRAFTER: CARROLL 


22 
28 


LC1287 DRAFTER: JOHNSON 


HB 189 INTRODUCED BY NIKOLAKAKOS 


HOUSE BILLS 


2/16 REFERRED TO TAXATION 
3/14 HEARING 


3/21 COMMITTEE EXEC ACTION — CONCURRED AS AMD 


3/22 REVISED FISCAL NOTE REQUESTED 

3/23 REVISED FISCAL NOTE RECEIVED 

3/23 REVISED FISCAL NOTE PRINTED 

3/23 COMMITTEE REPORT — CONCURRED AS AMD 
3/27 2ND READING CONCURRED 

3/27 REREFERRED TO FINANCE AND CLAIMS 

3/29 HEARING 

3/29 COMMITTEE EXEC ACTION — BILL CONCURRED 
3/30 COMMITTEE REPORT — BILL CONCURRED 

3/31 38RD READING CONCURRED 


RETURNED TO HOUSE WITH AMENDMENTS 

4/13 2ND READING SENATE AMDS CONCURRED 
4/14 3RD READING PASSED AS AMENDED BY SENATE 
4/17 SENT TO ENROLLING 
4/18 RETURNED FROM ENROLLING 
4/20 SIGNED BY SPEAKER 
4/20 SIGNED BY PRESIDENT 
4/21 TRANSMITTED TO GOVERNOR 
4/25 SIGNED BY GOVERNOR 
4/26 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 248 

EFFECTIVE DATE: 4/25/2023 - ALL SECTIONS 


REVISE PROPERTY TAX ASSISTANCE PROGRAM 


1/05 FISCAL NOTE PROBABLE 

1/05 INTRODUCED 

1/05 FISCAL NOTE REQUESTED 

1/06 REFERRED TO TAXATION 

1/16 FISCAL NOTE RECEIVED 

1/16 FISCAL NOTE SIGNED 

1/17 FISCAL NOTE PRINTED 

1/17 HEARING 

1/20 COMMITTEE EXEC ACTION — BILL PASSED 
1/24 COMMITTEE REPORT — BILL PASSED 
1/27 2ND READING PASSED 

1/27 REREFERRED TO APPROPRIATIONS 
1/30 HEARING 


2/07 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
2/08 COMMITTEE REPORT — BILL PASSED AS AMENDED 


2/09 REVISED FISCAL NOTE REQUESTED 
2/15 REVISED FISCAL NOTE RECEIVED 
2/15 REVISED FISCAL NOTE SIGNED 

2/16 REVISED FISCAL NOTE PRINTED 
3/10 2ND READING PASSED AS AMENDED 
3/14 3RD READING PASSED 


TRANSMITTED TO SENATE 
38/15 REFERRED TO TAXATION 
3/15 REVISED FISCAL NOTE REQUESTED 
3/20 REVISED FISCAL NOTE RECEIVED 
3/21 REVISED FISCAL NOTE SIGNED 
3/22 REVISED FISCAL NOTE PRINTED 


11 


50 


19 


49 


100 
98 


21 


100 


12 


81 


76 


429 


LC0946 DRAFTER: COLES 


11 


19 
24 


430 


3/29 
4/05 
4/05 
4/11 
4/11 
4/13 
4/13 
4/14 
4/18 


4/20 
4/23 
4/29 
5/04 
5/08 
5/18 
5/19 


HB 190 INTRODUCED BY MERCER 


PROVIDE FOR A STATE GOVERNMENT PERFORMANCE AND RESULTS ACT 


12/14 
1/05 
1/05 
1/06 
1/12 
1/13 
1/13 
1/17 
1/26 
2/21 
2/21 
2/22 
2/24 
2/24 
2/27 
2/27 
2/27 
2/28 
3/02 
3/03 


3/18 
3/14 
3/15 
3/22 
3/29 
3/31 
4/11 
4/11 
4/13 
4/14 
4/14 
AI17 


MONTANA HISTORY AND FINAL STATUS 2023 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

REREFERRED TO FINANCE AND CLAIMS 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

38RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 583 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO STATE ADMINISTRATION 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

SPONSOR REBUTTAL TO FISCAL NOTE REQUESTED 
HEARING 

TABLED IN COMMITTEE 

TAKEN FROM TABLE IN COMMITTEE 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 

REREFERRED TO APPROPRIATIONS 

REVISED FISCAL NOTE REQUESTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO STATE ADMINISTRATION 
REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

REREFERRED TO FINANCE AND CLAIMS 
HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 
REVISED FISCAL NOTE REQUESTED 


12 


49 


17 


50 


18 


86 


37 


14 


[C1160 DRAFTER: WEISS 


22 


12 
11 


13 


4/17 
4/18 


4/21 
4/21 
4/21 
4/24 
4/26 
4/26 
5/01 
5/04 
5/04 
5/08 
5/24 


HB 191 INTRODUCED BY BARKER 


HOUSE BILLS 


2ND READING CONCURRED 
3RD READING CONCURRED 


RETURNED TO HOUSE WITH AMENDMENTS 
REVISED FISCAL NOTE RECEIVED 
REVISED FISCAL NOTE SIGNED 
REVISED FISCAL NOTE PRINTED 
2ND READING SENATE AMDS CONCURRED 
3RD READING PASSED AS AMENDED BY SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 760 
EFFECTIVE DATE: 5/18/2023 - ALL SECTIONS 


ELIMINATING CLASS D MOTOR CARRIER REGULATION 


1/05 
1/06 
1/23 
2/06 
3/10 


HB 192 INTRODUCED BY MERCER 


INTRODUCED 


87 
91 


LC2732 DRAFTER: GRAFF 


REFERRED TO ENERGY, TECHNOLOGY AND FEDERAL RELATIONS 


HEARING 

TABLED IN COMMITTEE 

MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


7 


6 


[C1159 DRAFTER: M. MOORE 


USE SURPLUS REVENUE FOR INCOME TAX AND PROPERTY TAX REFUNDS AND 
PAYMENT OF BONDS 


1/05 
1/05 
1/05 
1/06 
1/12 
1/12 
1/17 
1/25 
1/26 
1/27 
1/28 
1/30 
1/30 
2/01 
2/02 


2/03 
2/03 
2/03 
2/06 
2/09 
2/23 
2/24 
2/28 
3/01 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO APPROPRIATIONS 

HEARING 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE SIGNED 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
REVISED FISCAL NOTE PRINTED 

COMMITTEE REPORT — BILL PASSED AS AMENDED 
REVISED FISCAL NOTE REQUESTED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO SENATE 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE SIGNED 

REVISED FISCAL NOTE PRINTED 

REFERRED TO FINANCE AND CLAIMS 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

3RD READING CONCURRED 


13 


33 
32 


17 
18 


432 


3/09 
3/09 
3/10 
3/10 
3/13 
3/18 
3/13 


MONTANA HISTORY AND FINAL STATUS 2023 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 44 
EFFECTIVE DATE: 3/13/2023 - ALL SECTIONS 


HB 193 INTRODUCED BY ANDERSON [C1259 DRAFTER: CARROLL 


REVISE LAW FOR DRIVING WITHOUT INSURANCE 


1/05 
1/05 
1/09 
1/12 
1/16 
1/16 
1/17 
1/18 
3/30 
3/30 
3/30 
3/31 
3/31 
4/01 
4/03 
4/03 
4/03 
4/04 


4/05 
4/05 
4/05 
4/06 
4/12 
4/13 


INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO JUDICIARY 

HEARING 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

TABLED IN COMMITTEE 19 0 
FISCAL NOTE PRINTED 

TAKEN FROM TABLE IN COMMITTEE 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 13 sSO6 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

REREFERRED TO APPROPRIATIONS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 16 «7 
COMMITTEE REPORT — BILL PASSED 

REVISED FISCAL NOTE REQUESTED 

2ND READING PASSED 72 28 
3RD READING PASSED 69 29 


TRANSMITTED TO SENATE 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE SIGNED 

REVISED FISCAL NOTE PRINTED 

REFERRED TO JUDICIARY 

HEARING 

TABLED IN COMMITTEE 11 0 
DIED IN STANDING COMMITTEE 


HB 194 INTRODUCED BY BROCKMAN LC3436 DRAFTER: E. SULLIVAN 


EXTENDING THE EXPIRATION DATE FOR MEDICAL MARIJUANA REGISTRY 
CARDS FOR VETERANS 


1/05 
1/09 
1/16 
1/19 
1/20 
3/10 


INTRODUCED 

REFERRED TO HUMAN SERVICES 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 11 10 


COMMITTEE REPORT — BILL PASSED 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN PROCESS 


HOUSE BILLS 433 


HB 195 INTRODUCED BY BUCKLEY [C1510 DRAFTER: ALLEN 


GENERALLY REVISE CONSUMER RIGHTS LAWS TO REPAIR POWERED 


WHEELCHAIRS 


1/05 
1/09 
1/16 
1/19 
3/10 


INTRODUCED 

REFERRED TO HUMAN SERVICES 

HEARING 

TABLED IN COMMITTEE 11 10 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 196 INTRODUCED BY HELLEGAARD LC1942 DRAFTER: POWER 


REVISE ELECTION LAWS RELATED TO THE COUNTING OF VOTES 


1/05 
1/09 
1/17 
2/01 
2/02 
2/07 
2/08 


3/13 
3/17 
4/14 
4/14 
AI17 
4/18 


4/24 
4/26 
4/26 
5/01 
5/04 
5/04 
5/08 
5/18 
5/19 


INTRODUCED 

REFERRED TO STATE ADMINISTRATION 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 12 6 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 65 33 
3RD READING PASSED 65 33 


TRANSMITTED TO SENATE 
REFERRED TO STATE ADMINISTRATION 


HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 10 O 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 49 1 
38RD READING CONCURRED 49 1 
RETURNED TO HOUSE WITH AMENDMENTS 

2ND READING SENATE AMDS CONCURRED 99 0 
3RD READING PASSED AS AMENDED BY SENATE 71 28 


SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 582 
EFFECTIVE DATE: 5/18/2023 - ALL SECTIONS 


HB 197 INTRODUCED BY J. CARLSON LC1074 DRAFTER: SANKEY KEIP 


CONSTITUTIONAL AMENDMENT ON ARTICLE X, SECTION 9 


1/06 
1/16 
3/28 
4/06 


INTRODUCED 

REFERRED TO JUDICIARY 

BILL WITHDRAWN PER HOUSE RULE H30-50(3)(B) 

MISSED DEADLINE FOR REFERENDUM PROPOSAL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 198 INTRODUCED BY DOOLING [C1505 DRAFTER: CARROLL 


PROVIDE FOR MUNICIPAL AUTHORITY REGARDING ENCROACHMENTS 


1/06 


FISCAL NOTE PROBABLE 


434 


1/06 
1/06 
1/09 
1/16 
1/16 
1/17 
1/17 
1/19 
1/20 
1/26 
1/27 


1/30 
3/13 
4/12 
4/13 
4/17 
4/18 


4/24 
4/26 
4/26 
5/01 
5/04 
5/04 
5/08 
5/18 
5/19 


HB 199 INTRODUCED BY BROCKMAN 


MONTANA HISTORY AND FINAL STATUS 2023 


INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO LOCAL GOVERNMENT 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 
2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO LOCAL GOVERNMENT 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS CONCURRED 
38RD READING PASSED AS AMENDED BY SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 581 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


GENERALLY REVISE OFFICE OF ECONOMIC DEVELOPMENT 


1/06 
1/09 
1/17 
1/19 
1/19 
1/26 
1/27 


1/30 
3/10 
3/10 
3/13 
3/15 
3/16 


3/17 
3/28 
4/07 
4/12 
4/13 
4/18 


INTRODUCED 

REFERRED TO STATE ADMINISTRATION 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO STATE ADMINISTRATION 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO HOUSE 

SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 


100 


98 
98 


18 


90 
91 


10 


48 
48 


LC3459 DRAFTER: E. SULLIVAN 


4/19 


HOUSE BILLS 435 


CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 100 
EFFECTIVE DATE: 4/18/2023 - ALL SECTIONS 


HB 200 INTRODUCED BY ESSMANN LC0583 DRAFTER: SANDRU 


REVISE THE MONTANA SAFE HAVEN NEWBORN PROTECTION ACT 


1/06 
1/09 
1/13 
1/19 
1/20 
1/26 
1/27 


1/30 
2/15 
3/15 
3/15 
3/20 
3/21 


3/22 
4/03 
4/05 
4/12 
4/13 
4/19 
4/19 


INTRODUCED 

REFERRED TO HUMAN SERVICES 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 19 2 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 82 18 
3RD READING PASSED 77° 23 


TRANSMITTED TO SENATE 

REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 9 O 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 34 16 
38RD READING CONCURRED 33 16 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 170 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


HB 201 INTRODUCED BY KORTUM [C1353 DRAFTER: E. SULLIVAN 


REVISE MINIMUM WAGE LAWS 


1/06 
1/09 
2/02 
2/07 
3/10 


INTRODUCED 

REFERRED TO BUSINESS AND LABOR 

HEARING 

TABLED IN COMMITTEE 13 6 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 202 INTRODUCED BY STAFMAN LC1481 DRAFTER: BURKHARDT 


REVISE PUBLIC SAFETY LAWS 


1/06 
1/06 
1/06 
1/09 
1/13 
1/13 
1/16 
1/18 
3/10 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO JUDICIARY 

HEARING 

TABLED IN COMMITTEE 13 6 
FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 
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HB 203 INTRODUCED BY BEDEY LC0732 DRAFTER: MCCRACKEN 


GENERALLY REVISE EDUCATION LAWS TO ENHANCE EDUCATIONAL 
OPPORTUNITIES 


1/06 FISCAL NOTE PROBABLE 

1/06 INTRODUCED 

1/06 FISCAL NOTE REQUESTED 

1/09 REFERRED TO EDUCATION 

1/12 FISCAL NOTE RECEIVED 

1/13 FISCAL NOTE SIGNED 

1/16 FISCAL NOTE PRINTED 

1/16 HEARING 

1/23 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 11° 2 
1/24 COMMITTEE REPORT — BILL PASSED AS AMENDED 

1/30 2ND READING PASSED 99 1 
1/31 38RD READING PASSED 96 1 


TRANSMITTED TO SENATE 
3/18 REFERRED TO EDUCATION AND CULTURAL RESOURCES 
3/24 HEARING 
3/29 COMMITTEE EXEC ACTION — CONCURRED AS AMD 11 0 
3/30 COMMITTEE REPORT — CONCURRED AS AMD 
3/30 REVISED FISCAL NOTE REQUESTED 
4/03 2ND READING CONCURRED 50 =O 
4/04 REVISED FISCAL NOTE RECEIVED 
4/04 REVISED FISCAL NOTE SIGNED 
4/04 38RD READING CONCURRED 50 «(OO 


RETURNED TO HOUSE WITH AMENDMENTS 

4/05 REVISED FISCAL NOTE PRINTED 
4/14 2ND READING SENATE AMDS CONCURRED 99 1 
4/17 38RD READING PASSED AS AMENDED BY SENATE 96 O 
4/17 SENT TO ENROLLING 
4/19 RETURNED FROM ENROLLING 
4/21 SIGNED BY SPEAKER 
4/26 SIGNED BY PRESIDENT 
4/27 TRANSMITTED TO GOVERNOR 
5/03 SIGNED BY GOVERNOR 
5/04 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 368 

EFFECTIVE DATE: 7/01/2024 - ALL SECTIONS 


HB 204 INTRODUCED BY PHALEN LC0494 DRAFTER: KREZOWSKI 
PROVIDING FOR A CAUSE OF ACTION FOR ALIENATION OF AFFECTION 


1/06 INTRODUCED 
1/09 REFERRED TO JUDICIARY 
1/16 HEARING 
1/20 TABLED IN COMMITTEE 19 O 
3/10 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 205 INTRODUCED BY ANDERSON [C1258 DRAFTER: J. WALKER 


REVISE MINIMUM ALLOWABLE AMOUNTS FOR AUTOMOTIVE LIABILITY 
INSURANCE 


1/06 
1/09 
1/12 
1/17 
1/18 
1/20 
1/23 


1/24 
2/08 
2/10 


HOUSE BILLS 437 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 12. «7 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 68 31 
38RD READING PASSED 72 27 


TRANSMITTED TO SENATE 

REFERRED TO JUDICIARY 

HEARING 

TABLED IN COMMITTEE 10 1 
DIED IN STANDING COMMITTEE 


HB 206 INTRODUCED BY MARSHALL [C1070 DRAFTER: M. MOORE 


GENERALLY REVISE MILL LEVY ELECTION LAWS 


1/06 
1/09 
1/18 
1/26 
3/10 


INTRODUCED 

REFERRED TO STATE ADMINISTRATION 

HEARING 

TABLED IN COMMITTEE 18 0 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 207 INTRODUCED BY MARSHALL LC1071 DRAFTER: ALLEN 


REVISE CHILD ABUSE AND NEGLECT REPORTS AND INVESTIGATION LAWS 


1/06 
1/06 
1/06 
1/09 
1/17 
1/17 
1/18 
1/24 
3/10 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO HUMAN SERVICES 
FISCAL NOTE RECEIVED 
HEARING 
FISCAL NOTE PRINTED 

TABLED IN COMMITTEE 20 1 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 208 INTRODUCED BY MARSHALL LC1073 DRAFTER: POWER 


REVISE LAWS RELATING TO STATE EMPLOYEE TRAVEL 


1/06 
1/06 
1/06 
1/09 
1/16 
1/16 
1/17 
1/31 
2/06 
3/10 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO STATE ADMINISTRATION 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

TABLED IN COMMITTEE 18 0 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 209 INTRODUCED BY MARSHALL LC1072 DRAFTER: J. WALKER 


REVISE LIVE POKER PRIZE LIMIT 


438 MONTANA HISTORY AND FINAL STATUS 2023 


1/06 FISCAL NOTE PROBABLE 

1/06 INTRODUCED 

1/06 FISCAL NOTE REQUESTED 

1/09 REFERRED TO BUSINESS AND LABOR 
1/12 HEARING 
1/12 FISCAL NOTE RECEIVED 
1/13 FISCAL NOTE SIGNED 
1/16 FISCAL NOTE PRINTED 


1/17 COMMITTEE EXEC ACTION — BILL PASSED 11 8 
1/18 COMMITTEE REPORT — BILL PASSED 
1/20 2ND READING NOT PASSED 42 57 
1/23 RECONSIDERED PREVIOUS ACTION; PLACED ON 2ND 

READING 54 45 
1/24 2ND READING PASSED 51 48 
1/25 38RD READING FAILED 48 52 


3/10 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN PROCESS 


HB 210 INTRODUCED BY MARSHALL LC1871 DRAFTER: JOHNSON 


REQUIRE STATE AGENCIES TO TIMELY PAY FOR SERVICES OF OTHER STATE 
AGENCIES 


1/06 FISCAL NOTE PROBABLE 

1/06 INTRODUCED 

1/06 FISCAL NOTE REQUESTED 

1/09 REFERRED TO STATE ADMINISTRATION 

1/16 FISCAL NOTE RECEIVED 

1/16 FISCAL NOTE SIGNED 

1/17 FISCAL NOTE PRINTED 

1/18 HEARING 

1/25 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 18 0 
1/25 COMMITTEE REPORT — BILL PASSED AS AMENDED 

1/26 REVISED FISCAL NOTE REQUESTED 

1/26 REVISED FISCAL NOTE RECEIVED 

1/26 REVISED FISCAL NOTE SIGNED 

1/27 REVISED FISCAL NOTE PRINTED 

1/30 2ND READING PASSED 100 O 
1/31 3RD READING PASSED 97 0 


TRANSMITTED TO SENATE 
3/13 REFERRED TO STATE ADMINISTRATION 
3/22 HEARING 


3/22 COMMITTEE EXEC ACTION — BILL CONCURRED 10 O 
3/23 COMMITTEE REPORT — BILL CONCURRED 

4/06 2ND READING CONCURRED 47 3 
4/07 38RD READING CONCURRED 49 1 


RETURNED TO HOUSE 

4/11 SENT TO ENROLLING 
4/14 RETURNED FROM ENROLLING 
4/19 SIGNED BY SPEAKER 
4/20 SIGNED BY PRESIDENT 
4/21 TRANSMITTED TO GOVERNOR 
4/25 SIGNED BY GOVERNOR 
4/26 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 249 

EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


HB 211 INTRODUCED BY BREWSTER 


HOUSE BILLS 


REVISE THE LOCAL SUBDIVISION REVIEW PROCESS 


1/06 
1/09 
1/17 
1/24 
1/25 
1/30 
1/31 


3/18 
3/17 
3/22 
3/23 
3/28 
3/29 


3/30 
4/05 
4/07 
4/12 
4/13 
4/19 
4/19 


HB 212 INTRODUCED BY KASSMIER 


INTRODUCED 

REFERRED TO LOCAL GOVERNMENT 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 12 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 75 
38RD READING PASSED 74 


TRANSMITTED TO SENATE 
REFERRED TO LOCAL GOVERNMENT 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 8 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 38 
3RD READING CONCURRED 39 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 171 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


INCREASE BUSINESS EQUIPMENT TAX EXEMPTION 


1/06 
1/06 
1/06 
1/10 
1/16 
1/16 
1/17 
1/17 
1/19 
1/19 
1/19 
1/23 
1/23 
1/23 
1/24 
1/26 
1/26 
1/27 
1/27 
1/30 
1/30 
2/01 
2/02 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO TAXATION 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED © 15 
COMMITTEE REPORT — BILL PASSED AS AMENDED 
REREFERRED TO APPROPRIATIONS 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE SIGNED 

HEARING 
REVISED FISCAL NOTE PRINTED 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE SIGNED 

REVISED FISCAL NOTE PRINTED 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED | 15 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

REVISED FISCAL NOTE REQUESTED 

2ND READING PASSED 68 
38RD READING PASSED 67 


439 


LC1387 DRAFTER: HENNEMAN 


25 
23 


12 
10 


LC0180 DRAFTER: M. MOORE 
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2/03 
2/06 
2/06 
2/14 
2/15 
2/15 
2/17 
2/17 
2/21 
2/23 
2/24 
2/28 


3/02 
3/09 
3/10 
3/10 
3/18 
3/13 
3/18 


HB 213 INTRODUCED BY MITCHELL 


MONTANA HISTORY AND FINAL STATUS 2023 


TRANSMITTED TO SENATE 

REVISED FISCAL NOTE RECEIVED 

REFERRED TO TAXATION 

REVISED FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

REREFERRED TO FINANCE AND CLAIMS 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

38RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 45 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


PROVIDE CERTIFICATE OF NONVIABLE BIRTH 


1/06 
1/10 
1/16 
1/20 
1/20 
1/30 
2/01 


2/16 
3/14 
38/15 
3/16 
3/22 
3/23 


3/30 
3/31 
3/31 
4/05 
4/07 
4/12 
4/13 
4/19 
4/19 


INTRODUCED 
REFERRED TO JUDICIARY 
HEARING 


COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 


2ND READING PASSED AS AMENDED 
3RD READING PASSED 


TRANSMITTED TO SENATE 
REFERRED TO JUDICIARY 
HEARING 


COMMITTEE EXEC ACTION — CONCURRED AS AMD 


COMMITTEE REPORT — CONCURRED AS AMD 
2ND READING CONCURRED 
38RD READING CONCURRED 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS CONCURRED 
3RD READING PASSED AS AMENDED BY SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 172 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


13 


33 


66 
69 


70 
67 


17 


17 


LC1470 DRAFTER: O°CONNELL 


33 
30 


15 


30 


HB 214 INTRODUCED BY BERTOGLIO 


HOUSE BILLS 


REVISE EDUCATION LAWS RELATED TO REMOTE INSTRUCTION 


1/09 
1/09 
1/09 
1/10 
1/12 
1/13 
1/16 
1/16 
1/25 
1/25 
1/30 
1/31 


3/18 
3/24 
4/05 
4/06 
4/11 
4/12 


4/20 
4/21 
4/21 
4/26 
4/29 
5/04 
5/08 
5/18 
5/19 


HB 215 INTRODUCED BY BEDEY 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO EDUCATION 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 
2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO EDUCATION AND CULTURAL RESOURCES 
HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS CONCURRED 
38RD READING PASSED AS AMENDED BY SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 580 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


12 


99 
97 


11 
50 
48 


96 
92 


441 


LC0783 DRAFTER: MCCRACKEN 


ww 


LC1416 DRAFTER: HENNEMAN 


REVISE THE DEFINITION OF THE GOVERNING BODY OF A LOCAL HEALTH BOARD 


1/09 
1/10 
1/17 
1/24 
1/25 
1/30 
1/31 


3/18 
3/20 
4/12 
4/13 
4/17 
4/18 


4/20 


INTRODUCED 

REFERRED TO LOCAL GOVERNMENT 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO LOCAL GOVERNMENT 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 


100 


50 


442 MONTANA HISTORY AND FINAL STATUS 2023 


4/20 RETURNED FROM ENROLLING 
4/22 SIGNED BY SPEAKER 
4/27 SIGNED BY PRESIDENT 
4/27 TRANSMITTED TO GOVERNOR 
5/03 SIGNED BY GOVERNOR 
5/04 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 369 
EFFECTIVE DATE: 5/03/2023 - ALL SECTIONS 


HB 216 INTRODUCED BY MERCER [C1163 DRAFTER: J. WALKER 


GENERALLY REVISE LAWS RELATED TO PUBLIC EMPLOYEES AND LABOR 
ORGANIZATIONS 


1/10 INTRODUCED 
1/13 REFERRED TO JUDICIARY 
1/16 REREFERRED TO STATE ADMINISTRATION 
1/24 HEARING 
2/06 TABLED IN COMMITTEE 17 1. 
3/10 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 217 INTRODUCED BY PARRY LC1289 DRAFTER: KOLMAN 
INCREASE FEES FOR MIGRATORY BIRD LICENSES 


1/10 FISCAL NOTE PROBABLE 

1/10 INTRODUCED 

1/10 FISCAL NOTE REQUESTED 

1/11 REFERRED TO FISH, WILDLIFE AND PARKS 
1/13 FISCAL NOTE RECEIVED 

1/16 FISCAL NOTE SIGNED 

1/17 FISCAL NOTE PRINTED 

1/17 HEARING 
1/19 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 19 0 
1/23 REVISED FISCAL NOTE REQUESTED 

1/23 COMMITTEE REPORT — BILL PASSED AS AMENDED 

1/24 REVISED FISCAL NOTE RECEIVED 

1/24 REVISED FISCAL NOTE SIGNED 

1/25 FISCAL NOTE PRINTED 

1/27 2ND READING PASSED 99 1 
1/30 3RD READING PASSED 97 #61 


TRANSMITTED TO SENATE 
3/13 REFERRED TO FISH AND GAME 
3/21 HEARING 
3/23 COMMITTEE EXEC ACTION — CONCURRED AS AMD 12 0 
3/24 COMMITTEE REPORT — CONCURRED AS AMD 
3/25 REVISED FISCAL NOTE REQUESTED 
3/28 2ND READING CONCURRED 50. «(OO 
3/28 REREFERRED TO FINANCE AND CLAIMS 
3/28 REVISED FISCAL NOTE RECEIVED 
3/29 REVISED FISCAL NOTE SIGNED 
3/29 REVISED FISCAL NOTE PRINTED 
4/13 HEARING 
4/13 COMMITTEE EXEC ACTION — BILL CONCURRED 19 O 
4/14 COMMITTEE REPORT — BILL CONCURRED 
4/18 38RD READING CONCURRED 49 1 


4/28 
5/01 
5/01 
5/03 
5/11 
5/11 
5/11 
5/19 
5/22 
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RETURNED TO HOUSE WITH AMENDMENTS 


2ND READING SENATE AMDS CONCURRED 


69 31 


38RD READING PASSED AS AMENDED BY SENATE 91 4 


SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 626 


EFFECTIVE DATE: 3/01/2024 - ALL SECTIONS 


HB 218 INTRODUCED BY L. SMITH 


LC2306 DRAFTER: KREZOWSKI 


REVISE PRIVATE ALTERNATIVE ADOLESCENT RESIDENTIAL OR OUTDOOR 


PROGRAMS LAWS 


1/10 
1/10 
1/10 
1/11 
1/16 
1/18 
1/18 
1/26 
1/27 
1/30 
1/31 
2/01 


2/03 
2/03 
2/03 
2/16 
3/10 
4/05 
4/06 
4/07 
4/11 
4/13 
4/14 
4/18 


4/24 
4/26 
4/26 
5/01 
5/04 
5/04 
5/08 
5/17 
5/18 


FISCAL NOTE PROBABLE 
INTRODUCED 
FISCAL NOTE REQUESTED 


REFERRED TO HUMAN SERVICES 


FISCAL NOTE RECEIVED 
HEARING 
FISCAL NOTE PRINTED 


COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED _21_—s—OO 
COMMITTEE REPORT — BILL PASSED AS AMENDED 
REVISED FISCAL NOTE REQUESTED 


2ND READING PASSED 
38RD READING PASSED 


TRANSMITTED TO SENATE 


REVISED FISCAL NOTE RECEIVED 
REVISED FISCAL NOTE SIGNED 
REVISED FISCAL NOTE PRINTED 


95 4 
97 2 


REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 


HEARING 


COMMITTEE EXEC ACTION — CONCURRED AS AMD 5 64 
COMMITTEE REPORT — CONCURRED AS AMD 
REVISED FISCAL NOTE REQUESTED 


REVISED FISCAL NOTE RECEIVED 
REVISED FISCAL NOTE PRINTED 
2ND READING CONCURRED AS AMD 


3RD READING CONCURRED 


37 13 
35 15 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS CONCURRED 91 9 
3RD READING PASSED AS AMENDED BY SENATE 84 15 


SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 498 


EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


444 


MONTANA HISTORY AND FINAL STATUS 2023 


HB 219 INTRODUCED BY KERNS LC1668 DRAFTER: M. MOORE 


EXEMPT CERTAIN MILITARY PENSIONS AND SURVIVOR BENEFITS FROM INCOME 


TAXES 


1/10 
1/10 
1/10 
1/11 
1/16 
1/18 
1/18 
1/23 
1/25 
1/26 
1/26 
1/27 
1/27 
1/30 
1/31 
1/31 
1/31 
2/02 
2/07 
4/06 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO TAXATION 
FISCAL NOTE RECEIVED 
FISCAL NOTE PRINTED 
HEARING 
REVISED FISCAL NOTE REQUESTED 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE PRINTED 

COMMITTEE EXEC ACTION — BILL PASSED ASAMENDED 14 7 
REVISED FISCAL NOTE REQUESTED 

COMMITTEE REPORT — BILL PASSED AS AMENDED 

REVISED FISCAL NOTE RECEIVED 

2ND READING PASSED 63 36 
REREFERRED TO APPROPRIATIONS 

REVISED FISCAL NOTE PRINTED 

HEARING 

TABLED IN COMMITTEE 16 «7 
MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 220 INTRODUCED BY KASSMIER LC1488 DRAFTER: GRAFF 


CREATE SELECT COMMITTEE ON ENERGY RESOURCE PLANNING AND 


ACQUISITION 


1/10 
1/11 
2/15 
2/22 
2/23 
3/15 
3/15 
3/21 
3/21 
3/22 
3/27 
3/28 


3/29 
4/06 
4/13 
4/14 
4/18 
4/18 
4/18 
4/19 
4/19 
4/19 


4/20 
4/24 


INTRODUCED 

REFERRED TO ENERGY, TECHNOLOGY AND FEDERAL RELATIONS 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 10° 3 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 74 26 
REREFERRED TO APPROPRIATIONS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 16 7 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 71 29 
38RD READING PASSED 70 28 


TRANSMITTED TO SENATE 
REFERRED TO ENERGY AND TELECOMMUNICATIONS 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 7 #5 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 35 15 
REREFERRED TO FINANCE AND CLAIMS 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 12. «7 
COMMITTEE REPORT — BILL CONCURRED 

3RD READING CONCURRED 34 14 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 


4/28 
5/04 
5/08 
5/18 
5/19 


HB 221 INTRODUCED BY WELCH 


REVISE INCOME TAX RATES FOR NET-LONG TERM CAPITAL GAINS 


1/10 
1/10 
1/10 
1/11 
1/16 
1/17 
1/17 
1/18 
1/20 
1/20 
1/24 
1/25 
1/27 
1/30 
1/30 
2/01 
2/02 


2/02 
2/03 
2/03 
2/06 
2/14 
2/15 
2/15 
2/17 
2/17 
2/21 
2/28 
2/24 
2/28 


3/02 
3/09 
3/10 
3/10 
3/18 
3/13 
3/18 


HB 222 INTRODUCED BY WELCH 


PROVIDE REBATES OF PROPERTY TAXES PAID ON A PRINCIPAL RESIDENCE 


HOUSE BILLS 


SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 

TRANSMITTED TO GOVERNOR 

SIGNED BY GOVERNOR 

CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 579 


EFFECTIVE DATE: 5/18/2023 - SECTIONS 1, 2, 4, AND 5 


EFFECTIVE DATE: 7/01/2023 - SECTION 3 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO TAXATION 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 
REFERRED TO APPROPRIATIONS 
HEARING 


COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 


REVISED FISCAL NOTE REQUESTED 
2ND READING PASSED 
38RD READING PASSED 


TRANSMITTED TO SENATE 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE SIGNED 

REVISED FISCAL NOTE PRINTED 

REFERRED TO TAXATION 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

REREFERRED TO FINANCE AND CLAIMS 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

38RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 46 
EFFECTIVE DATE: 1/01/2024 - ALL SECTIONS 


14 


16 


68 
68 


13 


34 


445 


LC0704 DRAFTER: COLES 


32 
31 


16 


16 


LC4332 DRAFTER: COLES 


446 


1/10 
1/10 
1/10 
1/11 
1/16 
1/17 
1/17 
1/17 
1/18 
1/19 
1/19 
1/19 
1/19 
1/23 
1/24 
1/26 
1/26 
1/27 
1/27 
1/30 
1/31 
2/01 
2/02 
2/02 


2/03 
2/03 
2/06 
2/14 
2/23 
2/24 
2/28 
3/01 


3/09 
3/09 
3/10 
3/10 
3/18 
3/13 
3/18 


HB 223 INTRODUCED BY KERNS 


EXPANDING THE DISABLED VETERAN PROPERTY TAX ASSISTANCE PROGRAM 


1/10 
1/10 
1/10 
1/11 
1/17 
1/18 
1/19 


MONTANA HISTORY AND FINAL STATUS 2023 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO TAXATION 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

TABLED IN COMMITTEE 

TAKEN FROM TABLE IN COMMITTEE 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 
REREFERRED TO APPROPRIATIONS 

HEARING 

REVISED FISCAL NOTE REQUESTED 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE SIGNED 

REVISED FISCAL NOTE PRINTED 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 
REVISED FISCAL NOTE REQUESTED 

2ND READING PASSED 

38RD READING PASSED 

REVISED FISCAL NOTE RECEIVED 


TRANSMITTED TO SENATE 

REVISED FISCAL NOTE SIGNED 

REVISED FISCAL NOTE PRINTED 

REFERRED TO FINANCE AND CLAIMS 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO HOUSE 

SENT TO ENROLLING 

RETURNED FROM ENROLLING 

SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 

TRANSMITTED TO GOVERNOR 

SIGNED BY GOVERNOR 

CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 47 
EFFECTIVE DATE: 3/13/2023 - SECTIONS 1-4 AND 6-10 
EFFECTIVE DATE: 1/01/2024 - SECTION 5 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO TAXATION 
FISCAL NOTE RECEIVED 
FISCAL NOTE PRINTED 
HEARING 


14 


14 


16 


68 
69 


13 


34 
34 


32 
30 


16 
16 


LC1671 DRAFTER: M. MOORE 


1/24 
1/25 
1/25 
1/27 
1/27 
1/30 
1/30 
1/30 
2/03 
2/09 
2/09 
2/09 
2/18 
2/14 
2/15 
2/15 
2/16 
2/17 


3/13 
3/16 
4/07 
4/07 
4/12 
4/14 
AI17 
4/19 
4/20 
4/21 


HB 224 INTRODUCED BY HARVEY 


REVISE VEHICLE REGISTRATION LAW REGARDING MILITARY PERSONNEL 


1/10 
1/10 
1/10 
1/11 
1/16 
1/16 
1/16 
1/17 
1/18 
1/19 
1/30 
1/31 


3/13 
3/20 
3/22 
3/28 
3/27 
3/28 


3/29 


HOUSE BILLS 


COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
REVISED FISCAL NOTE REQUESTED 

COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 

REREFERRED TO APPROPRIATIONS 

REVISED FISCAL NOTE RECEIVED 

HEARING 
REVISED FISCAL NOTE PRINTED 

REVISED FISCAL NOTE REQUESTED 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE PRINTED 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 
REVISED FISCAL NOTE REQUESTED 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE PRINTED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO TAXATION 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 
REVISED FISCAL NOTE REQUESTED 
REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE PRINTED 
REREFERRED TO FINANCE AND CLAIMS 
HEARING 

TABLED IN COMMITTEE 

DIED IN STANDING COMMITTEE 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO TRANSPORTATION 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

HEARING 
FISCAL NOTE PRINTED 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO STATE ADMINISTRATION 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 


82 


14 


96 


10 


18 


15 


100 
97 


10 


49 
48 


447 


18 


1 


LC3159 DRAFTER: CARROLL 


448 


4/05 
4/07 
4/12 
4/13 
4/19 
4/19 


HB 225 INTRODUCED BY SPRUNGER 


MONTANA HISTORY AND FINAL STATUS 2023 


RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 173 
EFFECTIVE DATE: 4/19/2023 - ALL SECTIONS 


ESTABLISH ADOPTION TAX CREDIT 


1/10 
1/10 
1/10 
1/12 
1/17 
1/17 
1/18 
1/24 
1/26 
1/27 
1/27 
2/01 
2/02 
2/03 
2/15 
2/15 
2/16 
2/22 
2/23 
3/14 
3/15 


3/16 
3/29 
4/05 
4/05 
4/11 
4/11 
4/13 
4/13 
4/14 
A/I17 
4/17 
4/17 
4/17 
4/18 


4/20 
4/20 
5/04 
5/04 
5/08 
5/16 
5/16 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO TAXATION 
FISCAL NOTE RECEIVED 
FISCAL NOTE SIGNED 
FISCAL NOTE PRINTED 
HEARING 
COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
REVISED FISCAL NOTE REQUESTED 

COMMITTEE REPORT — BILL PASSED AS AMENDED 
REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE SIGNED 

REVISED FISCAL NOTE PRINTED 

2ND READING PASSED 

REREFERRED TO APPROPRIATIONS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO TAXATION 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

REREFERRED TO FINANCE AND CLAIMS 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 
REVISED FISCAL NOTE REQUESTED 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE SIGNED 

REVISED FISCAL NOTE PRINTED 

3RD READING CONCURRED 


RETURNED TO HOUSE 

SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 


21 


92 


30 


15 


39 


LC1919 DRAFTER: M. MOORE 


20 


11 


HB 226 INTRODUCED BY T. MOORE 


HOUSE BILLS 


CHAPTER NUMBER 493 
EFFECTIVE DATE: 5/16/2023 - ALL SECTIONS 


GENERALLY REVISE PENSION LAWS 


1/11 
1/11 
1/11 
1/12 
1/19 
1/20 
1/23 
1/23 
2/01 
2/02 
2/02 
2/07 
2/07 
2/08 
2/09 
2/18 
2/23 
2/24 
2/27 


3/22 
3/27 
4/26 
4/27 
4/28 
4/28 


5/01 
5/01 
5/01 
5/01 
5/02 
5/02 
5/02 


HB 227 INTRODUCED BY T. MOORE 


REVISE LAWS RELATED TO CONTRIBUTIONS FROM PARENTS/GUARDIANS 


1/11 
1/11 
1/11 
1/12 
1/17 
1/19 
1/19 
1/19 
1/20 
1/20 
1/30 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO STATE ADMINISTRATION 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 


COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 


REVISED FISCAL NOTE REQUESTED 

COMMITTEE REPORT — BILL PASSED AS AMENDED 
2ND READING PASSED 

REREFERRED TO APPROPRIATIONS 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

38RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO FINANCE AND CLAIMS 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS NOT CONCURRED 
FC COMMITTEE APPOINTED 

REVISED FISCAL NOTE RECEIVED 

FC COMMITTEE APPOINTED 

HEARING 

FC COMMITTEE REPORT RECEIVED 

FC COMMITTEE REPORT RECEIVED 

DIED IN PROCESS 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO HUMAN SERVICES 
HEARING 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

COMMITTEE EXEC ACTION — BILL PASSED 
FISCAL NOTE PRINTED 

COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 


11 


72 


18 


72 


21 


89 


449 


LC0497 DRAFTER: POWER 


26 


25 


17 
16 


LC0824 DRAFTER: KREZOWSKI 


10 


450 


1/31 


3/18 
3/17 
3/24 
3/27 
3/29 
3/30 


3/31 
4/05 
4/07 
4/12 
4/13 
4/19 
4/19 


MONTANA HISTORY AND FINAL STATUS 2023 


38RD READING PASSED 84 138 


TRANSMITTED TO SENATE 
REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 9 O 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 42 8 
3RD READING CONCURRED 47 1 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 174 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HB 228 INTRODUCED BY T. MOORE LC0496 DRAFTER: POWER 


GENERALLY REVISE PUBLIC INVESTMENT LAWS 


1/11 
1/12 
1/20 
1/24 
1/24 
1/30 
1/31 


2/09 
2/15 
2/16 
2/17 
3/15 
3/16 


3/17 
3/28 
4/07 
4/12 
4/13 
4/19 
4/19 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 13 6 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 70 29 
38RD READING PASSED 64 31 


TRANSMITTED TO SENATE 
REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 7 38 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 33 17 
3RD READING CONCURRED 33 17 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 175 
EFFECTIVE DATE: 4/19/2023 - ALL SECTIONS 


HB 229 INTRODUCED BY M. HOPKINS LC0632 DRAFTER: E. SULLIVAN 


GENERALLY REVISE MARIJUANA LAWS RELATED TO TESTING LABORATORIES 


1/11 
1/13 
2/01 
2/07 


INTRODUCED 

REFERRED TO BUSINESS AND LABOR 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 14° 5 


2/07 
2/10 
2/18 


3/20 
3/31 
4/14 
4/14 
4/17 
4/18 


4/24 
4/24 
4/25 
4/28 
4/28 
4/29 
5/01 
5/01 
5/01 
5/02 
5/02 
5/02 
5/02 
5/03 
5/09 
5/11 
5/11 
5/12 
5/22 
5/22 


HOUSE BILLS 451 


COMMITTEE REPORT — BILL PASSED AS AMENDED 
2ND READING PASSED 77° 22 
38RD READING PASSED 79 18 


TRANSMITTED TO SENATE 
REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 


HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 10 0 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 41 9 
3RD READING CONCURRED 46 4 


RETURNED TO HOUSE WITH AMENDMENTS 

2ND READING SENATE AMDS NOT CONCURRED 72 28 
CONFERENCE COMMITTEE APPOINTED 

CONFERENCE COMMITTEE APPOINTED 

CONFERENCE COMMITTEE DISSOLVED 

FC COMMITTEE APPOINTED 

FC COMMITTEE APPOINTED 


HEARING 

FC COMMITTEE REPORT RECEIVED 6 0 
FC COMMITTEE REPORT RECEIVED 6 0 
2ND READING FC COMMITTEE REPORT ADOPTED 64 34 
2ND READING FC COMMITTEE REPORT ADOPTED 88 12 
38RD READING FC COMMITTEE REPORT ADOPTED 36 14 
3RD READING FC COMMITTEE REPORT ADOPTED 78 18 


SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 714 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HB 230 INTRODUCED BY STAFMAN LC1480 DRAFTER: O°CONNELL 


PROVIDE CONTINUOUS ELIGIBILITY FOR YOUNG CHILDREN COVERED BY CHIP 
AND MEDICAID 


1/12 
1/12 
1/12 
1/13 
1/18 
1/20 
1/23 
1/23 
1/23 
1/24 
1/24 
1/24 
3/10 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO HUMAN SERVICES 

HEARING 

FISCAL NOTE RECEIVED 

SPONSOR REBUTTAL TO FISCAL NOTE REQUESTED 
SPONSOR REBUTTAL TO FISCAL NOTE RECEIVED 
SPONSOR REBUTTAL TO FISCAL NOTE SIGNED 
FISCAL NOTE PRINTED 

SPONSOR REBUTTAL TO FISCAL NOTE PRINTED 
TABLED IN COMMITTEE 21 O 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 231 INTRODUCED BY LER LC2278 DRAFTER: MCCRACKEN 


ELIMINATE CERTIFICATION STANDARDS AND PRACTICES ADVISORY COUNCIL 


452 


1/12 
1/12 
1/12 
1/13 
1/19 
1/19 
1/20 
1/20 
1/25 
1/26 
1/30 
1/31 


3/13 
3/22 
3/29 
3/30 
4/04 
4/05 


4/14 
AI17 
4/17 
4/19 
4/22 
4/27 
4/27 
5/03 
5/04 


HB 232 INTRODUCED BY M. HOPKINS 


MONTANA HISTORY AND FINAL STATUS 2023 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO EDUCATION 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 
2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO EDUCATION AND CULTURAL RESOURCES 
HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS CONCURRED 
3RD READING PASSED AS AMENDED BY SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 370 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


66 
64 


100 


34 
33 


19 
16 


LC3158 DRAFTER: JOHNSON 


ALLOW DOA TO ENTER INTO LEASES FOR CONSOLIDATION PURPOSES WITHOUT 
LRBP APPROVAL 


1/12 
1/12 
1/12 
1/13 
1/20 
1/20 
1/23 
1/23 
1/30 
1/30 
2/02 
2/03 


2/06 
3/14 
3/15 
3/16 
3/21 
3/22 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO STATE ADMINISTRATION 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 
2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO STATE ADMINISTRATION 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

38RD READING CONCURRED 


99 
70 


35 


3/24 
4/03 
4/05 
4/12 
4/13 
4/18 
4/19 


HOUSE BILLS 


RETURNED TO HOUSE 

SENT TO ENROLLING 

RETURNED FROM ENROLLING 

SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 

TRANSMITTED TO GOVERNOR 

SIGNED BY GOVERNOR 

CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 101 


EFFECTIVE DATE: 4/18/2023 - ALL SECTIONS 


HB 233 INTRODUCED BY KORTUM 


453 


LC1354 DRAFTER: HENNEMAN 


REQUIRE THE REFUND OF RESIDENTIAL LEASE APPLICATION FEES 


1/12 
1/13 
1/17 
1/20 
3/10 


INTRODUCED 

REFERRED TO JUDICIARY 
HEARING 

TABLED IN COMMITTEE 


MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 


DIED IN STANDING COMMITTEE 


HB 234 INTRODUCED BY PHALEN 


LC0892 DRAFTER: SANKEY KEIP 


REVISE DISSEMINATION OF OBSCENE MATERIAL TO MINORS LAWS 


1/12 
1/13 
1/19 
1/31 
1/31 
2/08 
2/09 


3/18 
4/07 
4/12 
4/13 
4/17 
4/18 


4/24 
4/26 
4/26 
5/01 
5/02 
5/02 
5/02 
5/08 
5/09 


INTRODUCED 
REFERRED TO JUDICIARY 
HEARING 


COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED _ 12 
COMMITTEE REPORT — BILL PASSED AS AMENDED 


2ND READING PASSED 
38RD READING PASSED 


TRANSMITTED TO SENATE 


55 
53 


REFERRED TO EDUCATION AND CULTURAL RESOURCES 


HEARING 


COMMITTEE EXEC ACTION — CONCURRED AS AMD 7 
COMMITTEE REPORT — CONCURRED AS AMD 


2ND READING CONCURRED 
3RD READING CONCURRED 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS CONCURRED 94 
38RD READING PASSED AS AMENDED BY SENATE 66 


SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 449 


EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HB 235 INTRODUCED BY KARLEN 


REVISE SOCIAL SECURITY INCOME TAXATION 


1/12 


FISCAL NOTE PROBABLE 


45 
45 


16 
15 


[C1516 DRAFTER: COLES 


454 MONTANA HISTORY AND FINAL STATUS 2023 


1/12 INTRODUCED 
1/12 FISCAL NOTE REQUESTED 
1/13 REFERRED TO TAXATION 
1/23 FISCAL NOTE RECEIVED 
1/26 FISCAL NOTE PRINTED 
38/15 HEARING 
3/20 TABLED IN COMMITTEE 21 0 
4/06 MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 236 INTRODUCED BY GREEN LC1686 DRAFTER: ALLEN 


GENERALLY REVISE PUBLIC SAFETY AGENCY AND PUBLIC SAFETY ANSWERING 
POINT LAWS 


1/12 FISCAL NOTE PROBABLE 
1/12 INTRODUCED 

1/12 FISCAL NOTE REQUESTED 
1/13 REFERRED TO JUDICIARY 
1/19 HEARING 
1/20 FISCAL NOTE RECEIVED 

1/23 FISCAL NOTE SIGNED 

1/24 FISCAL NOTE PRINTED 

1/24 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 19 0 
1/24 COMMITTEE REPORT — BILL PASSED AS AMENDED 

1/31 2ND READING PASSED 99 0 
2/01 3RD READING PASSED 98 0 


TRANSMITTED TO SENATE 
2/16 REFERRED TO JUDICIARY 
3/10 HEARING 


3/14 COMMITTEE EXEC ACTION — BILL CONCURRED 11 0 
3/14 COMMITTEE REPORT — BILL CONCURRED 

3/16 2ND READING CONCURRED 48 2 
3/17 38RD READING CONCURRED 49 1 


RETURNED TO HOUSE 

3/20 SENT TO ENROLLING 
3/28 RETURNED FROM ENROLLING 
4/07 SIGNED BY SPEAKER 
4/12 SIGNED BY PRESIDENT 
4/13 TRANSMITTED TO GOVERNOR 
4/19 SIGNED BY GOVERNOR 
4/19 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 176 

EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HB 237 INTRODUCED BY PHALEN LC0292 DRAFTER: KREZOWSKI 


GENERALLY REVISE DISSOLUTION LAW IN CASES OF ADULTERY AND PHYSICAL 
ABUSE 


1/12 INTRODUCED 
1/13 REFERRED TO JUDICIARY 
1/20 HEARING 
1/24 TABLED IN COMMITTEE 19 O 
3/10 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 238 INTRODUCED BY HOWELL 


PROVIDE FOR THE BEST BEGINNINGS SCHOLARSHIP PROGRAM 


1/12 
1/12 
1/12 
1/13 
1/19 
1/19 
1/19 
2/16 
3/10 


HB 239 INTRODUCED BY LER 


REVISE WHO MAY SERVE AS A JUDGE PRO TEMPOREH IN JUSTICE’S COURTS 


1/12 
1/16 
1/19 
1/20 
1/20 
1/31 
2/01 


2/16 
3/10 
3/14 
3/14 
3/16 
3/17 


3/20 
3/28 
4/07 
4/12 
4/13 
4/19 
4/19 


HB 240 INTRODUCED BY THANE 


HOUSE BILLS 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO HUMAN SERVICES 
FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

HEARING 

TABLED IN COMMITTEE 


MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 


DIED IN STANDING COMMITTEE 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 177 
EFFECTIVE DATE: 4/19/2023 - ALL SECTIONS 


455 


LC0811 DRAFTER: SANKEY KEIP 


20 1 


LC2265 DRAFTER: WEISS 


19 O 
99 0 
99 0 
11 0 
50 «(OO 
50 0 


[C3931 DRAFTER: COLES 


REVISE OUTDATED REFERENCE FOR FAMILY EDUCATION SAVINGS PROGRAM 


LAWS 


1/12 
1/16 
1/20 
1/23 
1/24 
1/31 
2/01 


INTRODUCED 

REFERRED TO EDUCATION 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

3RD READING PASSED 


13 0 
98 0 
99 0 


456 


HB 241 INTRODUCED BY KASSMIER 


2/16 
3/18 
3/15 
3/16 
3/20 
3/21 


3/22 
4/03 
4/05 
4/12 
4/13 
4/18 
4/19 


MONTANA HISTORY AND FINAL STATUS 2023 


TRANSMITTED TO SENATE 
REFERRED TO EDUCATION AND CULTURAL RESOURCES 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 11 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 49 
38RD READING CONCURRED 49 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 102 
EFFECTIVE DATE: 1/01/2024 - ALL SECTIONS 


LC0591 DRAFTER: CARROLL 


PROHIBIT GOVERNMENT FROM REQUIRING BUILDINGS BE CONSTRUCTED WITH 
SOLAR PANELS 


HB 242 INTRODUCED BY BUTTREY 


1/12 
1/16 
1/24 
2/02 
2/03 
2/07 
2/08 


3/13 
3/20 
4/12 
4/13 
4/17 
4/18 


4/27 
4/28 
4/28 
5/02 
5/04 
5/04 
5/08 
5/18 
5/19 


INTRODUCED 

REFERRED TO LOCAL GOVERNMENT 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 11 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 65 
3RD READING PASSED 66 


TRANSMITTED TO SENATE 
REFERRED TO LOCAL GOVERNMENT 


HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 6 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED AS AMD 34 
38RD READING CONCURRED 34 
RETURNED TO HOUSE WITH AMENDMENTS 

2ND READING SENATE AMDS CONCURRED 67 
3RD READING PASSED AS AMENDED BY SENATE 66 


SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 578 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


REVISE ALCOHOL LAWS TO INCREASE ALL-BEVERAGE LICENSE OWNERSHIP 


LIMITS 


1/12 
1/12 


FISCAL NOTE PROBABLE 
INTRODUCED 


33 
33 


16 


33 


[C1300 DRAFTER: J. WALKER 


1/12 
1/16 
1/17 
1/17 
1/19 
1/20 
1/27 
1/27 
2/14 
2/15 


3/13 
3/21 
4/06 
4/07 
4/13 
4/14 


AI17 
4/19 
4/21 
4/26 
4/27 
5/03 
5/04 


HB 243 INTRODUCED BY MARLER 


HOUSE BILLS 


FISCAL NOTE REQUESTED 
REFERRED TO BUSINESS AND LABOR 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 


HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 12 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 73 
3RD READING PASSED 75 


TRANSMITTED TO SENATE 
REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 10 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 30 
38RD READING CONCURRED 40 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 371 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


REVISE HUNTER EDUCATION LAWS 


1/12 
1/16 
1/19 
1/19 
1/24 
1/24 
1/25 
1/26 
1/26 
1/27 
1/30 
1/31 
1/31 
1/31 
2/02 
2/02 
2/06 
2/14 
2/15 
2/21 
2/22 


3/18 
3/21 


INTRODUCED 

REFERRED TO FISH, WILDLIFE AND PARKS 

HEARING 

FISCAL NOTE REQUESTED 

FISCAL NOTE RECEIVED 

SPONSOR REBUTTAL TO FISCAL NOTE REQUESTED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED — 17 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

REVISED FISCAL NOTE REQUESTED 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE SIGNED 

REVISED FISCAL NOTE PRINTED 

2ND READING PASSED 90 
REREFERRED TO APPROPRIATIONS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED — 23 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 90 
38RD READING PASSED 87 


TRANSMITTED TO SENATE 
REFERRED TO FISH AND GAME 
HEARING 


26 
25 


20 
10 


LC3498 DRAFTER: PALLISTER 


458 


3/23 
3/24 
3/25 
3/28 
3/29 
3/29 
3/29 
3/29 
4/06 
4/12 
4/13 
4/13 
4/17 
4/17 
4/18 
4/21 


HB 244 INTRODUCED BY FERN 


MONTANA HISTORY AND FINAL STATUS 2023 


COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 
REVISED FISCAL NOTE REQUESTED 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE SIGNED 

2ND READING CONCURRED 
REREFERRED TO FINANCE AND CLAIMS 
REVISED FISCAL NOTE PRINTED 
HEARING 
COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 
REVISED FISCAL NOTE REQUESTED 

2ND READING CONCURRED 

REVISED FISCAL NOTE RECEIVED 

38RD READING FAILED 

REVISED FISCAL NOTE PRINTED 

DIED IN PROCESS 


REVISE LAWS GOVERNING THE HOUSING MONTANA FUND 


1/12 
1/12 
1/12 
1/16 
1/19 
1/19 
1/20 
1/23 
1/23 
1/24 
1/31 
2/01 


3/18 
3/31 
4/05 
4/06 
4/11 
4/11 
4/13 
4/13 
4/14 
4/18 


4/20 
4/23 
4/29 
5/04 
5/08 
5/18 
5/19 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO APPROPRIATIONS 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 
2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO LOCAL GOVERNMENT 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

REREFERRED TO FINANCE AND CLAIMS 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

3RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 577 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


12 


47 


23 


22 


97 


19 


50 


LC1957 DRAFTER: HENNEMAN 


HB 245 INTRODUCED BY VINTON 


HOUSE BILLS 


REVISE TAX CREDIT FOR TRADES EDUCATION AND TRAINING 


1/12 
1/12 
1/13 
1/13 
1/17 
1/18 
1/18 
1/19 
1/19 
1/19 
1/19 
2/02 
2/03 
2/14 
2/15 


3/18 
3/20 
3/29 
3/30 
4/05 
4/05 
4/13 
4/13 
4/14 
4/18 


4/28 
5/01 
5/01 
5/03 
5/11 
5/11 
5/11 
5/18 
5/19 


HB 246 INTRODUCED BY KERNS 


FISCAL NOTE PROBABLE 

INTRODUCED 

REFERRED TO TAXATION 

FISCAL NOTE REQUESTED 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

REFERRED TO APPROPRIATIONS 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 
2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO EDUCATION AND CULTURAL RESOURCES 
HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 

REREFERRED TO FINANCE AND CLAIMS 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

3RD READING CONCURRED 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS CONCURRED 
38RD READING PASSED AS AMENDED BY SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 576 
EFFECTIVE DATE: 5/18/2023 - ALL SECTIONS 


ALLOW FOR THE ZONING OF TINY DWELLING UNITS 


1/12 
1/16 
1/26 
2/02 
2/07 
2/10 
2/18 


3/18 
3/17 


INTRODUCED 

REFERRED TO LOCAL GOVERNMENT 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO SENATE 
REFERRED TO LOCAL GOVERNMENT 
HEARING 


459 


LC0820 DRAFTER: MCCRACKEN 


21 O 
12 11 
89 10 
90 10 
11 O 
42 8 
18 #1 
49 1 
100 O 
90 5 


LC1669 DRAFTER: HENNEMAN 


16 0 
94 5 
95 2 


460 


3/22 
3/23 
3/27 
3/28 


3/29 
4/05 
4/07 
4/12 
4/13 
4/19 
4/19 


MONTANA HISTORY AND FINAL STATUS 2023 


COMMITTEE EXEC ACTION — BILL CONCURRED 9 O 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 50 «(OO 
3RD READING CONCURRED 50 0 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 178 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HB 247 INTRODUCED BY VINTON LC3061 DRAFTER: J. WALKER 


REVISE LAWS RELATING TO EXEMPTIONS TO THE PRACTICE OF REAL ESTATE 


1/12 
1/16 
1/19 
1/20 
1/23 
1/31 
2/01 


3/13 
3/21 
3/21 
3/22 
3/24 
3/27 


4/13 
4/14 
4/17 
4/18 
4/20 
4/20 
4/21 
4/25 
4/26 


INTRODUCED 

REFERRED TO BUSINESS AND LABOR 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 19 O 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 95 
3RD READING PASSED 96 3 


nN 


TRANSMITTED TO SENATE 
REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 


HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 10 O 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 48 2 
38RD READING CONCURRED 50 =O 
RETURNED TO HOUSE WITH AMENDMENTS 

2ND READING SENATE AMDS CONCURRED 100 O 
3RD READING PASSED AS AMENDED BY SENATE 97 0 


SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 250 
EFFECTIVE DATE: 4/25/2023 - ALL SECTIONS 


HB 248 INTRODUCED BY STAFMAN LC1479 DRAFTER: O’°CONNELL 


PROVIDE SUPPLEMENTAL PAYMENTS FOR BEHAVIORAL HEALTH SERVICES 


1/12 
1/16 
1/23 
1/26 
4/06 


INTRODUCED 

REFERRED TO HUMAN SERVICES 

HEARING 

TABLED IN COMMITTEE 14. (7 
MISSED DEADLINE FOR APPROPRIATION BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HOUSE BILLS 461 


HB 249 INTRODUCED BY STAFMAN LC1483 DRAFTER: COLES 


CREATE A CHILD TAX CREDIT FOR THE INDIVIDUAL INCOME TAX 


1/12 
1/12 
1/12 
1/16 
1/20 
1/23 
1/26 
1/31 
4/06 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO TAXATION 

HEARING 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

TABLED IN COMMITTEE 21 0 
MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 250 INTRODUCED BY KORTUM LC3510 DRAFTER: J. WALKER 


REVISE ALCOHOL LAWS RELATING TO SERVER TRAINING 


1/12 
1/16 
1/24 
2/02 
3/10 


INTRODUCED 

REFERRED TO BUSINESS AND LABOR 

HEARING 

TABLED IN COMMITTEE 19 O 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 251 INTRODUCED BY JONES LC0108 DRAFTER: JOHNSON 


PROVIDE BUDGET STABILITY THROUGH INVESTMENT AND LIABILITY 


REDUCTION 


1/13 
1/13 
1/13 
1/13 
1/18 
1/19 
1/19 
1/19 
1/23 
1/23 
1/23 
1/24 
1/27 
1/30 
1/30 
2/01 
2/02 
2/03 
2/03 
2/03 


2/06 
2/14 
2/23 
2/24 
2/28 
3/01 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO TAXATION 
FISCAL NOTE RECEIVED 
HEARING 
FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

COMMITTEE EXEC ACTION — BILL PASSED 14. «7 
COMMITTEE REPORT — BILL PASSED 

REFERRED TO APPROPRIATIONS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 16 7 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

REVISED FISCAL NOTE REQUESTED 

2ND READING PASSED AS AMENDED 69 31 
REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE SIGNED 

38RD READING PASSED 70 25 
REVISED FISCAL NOTE PRINTED 


TRANSMITTED TO SENATE 
REFERRED TO FINANCE AND CLAIMS 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 13 6 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 34 16 


38RD READING CONCURRED 34 16 


462 MONTANA HISTORY AND FINAL STATUS 2023 


RETURNED TO HOUSE 

3/09 SENT TO ENROLLING 
3/09 RETURNED FROM ENROLLING 
3/10 SIGNED BY SPEAKER 
3/10 SIGNED BY PRESIDENT 
3/13 TRANSMITTED TO GOVERNOR 
3/18 SIGNED BY GOVERNOR 
3/13 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 48 

EFFECTIVE DATE: 3/13/2023 - ALL SECTIONS 


HB 252 INTRODUCED BY KARLEN LC1695 DRAFTER: O°CONNELL 
YOUTH BEHAVIORAL HEALTH SCREENING 


1/13 FISCAL NOTE PROBABLE 

1/13 INTRODUCED 

1/13 FISCAL NOTE REQUESTED 

1/17 REFERRED TO HUMAN SERVICES 

1/23 FISCAL NOTE RECEIVED 

1/24 FISCAL NOTE SIGNED 

1/24 FISCAL NOTE PRINTED 

1/25 HEARING 

1/31 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 18-8 
2/01 COMMITTEE REPORT — BILL PASSED AS AMENDED 


2/06 2ND READING NOT PASSED 49 51 
2/07 RECONSIDERED PREVIOUS ACTION; PLACED ON 2ND 

READING 53 45 
2/18 2ND READING NOT PASSED AS AMENDED 44 56 


4/06 MISSED DEADLINE FOR APPROPRIATION BILL TRANSMITTAL 
DIED IN PROCESS 


HB 253 INTRODUCED BY STAFMAN LC1482 DRAFTER: M. MOORE 
PROVIDE FOR HOMESTEAD EXEMPTION FOR PRIMARY RESIDENCES 


1/13 FISCAL NOTE PROBABLE 

1/13 INTRODUCED 

1/13 FISCAL NOTE REQUESTED 

1/17 REFERRED TO TAXATION 

1/20 HEARING 

1/23 FISCAL NOTE RECEIVED 

1/25 SPONSOR REBUTTAL TO FISCAL NOTE REQUESTED 

1/25 SPONSOR REBUTTAL TO FISCAL NOTE RECEIVED 

1/25 SPONSOR REBUTTAL TO FISCAL NOTE SIGNED 

1/26 SPONSOR REBUTTAL TO FISCAL NOTE PRINTED 

1/30 FISCAL NOTE PRINTED 

1/31 TABLED IN COMMITTEE 21 0 

4/06 MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 254 INTRODUCED BY K. ZOLNIKOV [C1452 DRAFTER: J. WALKER 
REVISE ALCOHOL LAWS RELATING TO CURBSIDE PICKUP 


1/13 INTRODUCED 

1/17 REFERRED TO BUSINESS AND LABOR 

1/24 HEARING 

1/25 COMMITTEE EXEC ACTION — BILL PASSED 18 0 
1/25 COMMITTEE REPORT — BILL PASSED 


HOUSE BILLS 463 


1/31 2ND READING PASSED 88 11 
2/01 3RD READING PASSED 86 13 


TRANSMITTED TO SENATE 
3/13 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
3/17 HEARING 


3/17 COMMITTEE EXEC ACTION — BILL CONCURRED 9 1 
3/17 COMMITTEE REPORT — BILL CONCURRED 

3/21 2ND READING CONCURRED 388 12 
3/22 38RD READING CONCURRED 39 11 


RETURNED TO HOUSE 

3/24 SENT TO ENROLLING 
4/03 RETURNED FROM ENROLLING 
4/05 SIGNED BY SPEAKER 
4/12 SIGNED BY PRESIDENT 
4/13 TRANSMITTED TO GOVERNOR 
4/18 SIGNED BY GOVERNOR 
4/19 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 103 

EFFECTIVE DATE: 4/18/2023 - ALL SECTIONS 


HB 255 INTRODUCED BY OBLANDER [C1513 DRAFTER: CARROLL 
GENERALLY REVISE CATALYTIC CONVERTER SALE LAWS 


1/13 FISCAL NOTE PROBABLE 
1/13 INTRODUCED 

1/13 FISCAL NOTE REQUESTED 
1/17 REFERRED TO JUDICIARY 
1/23 FISCAL NOTE RECEIVED 
1/23 HEARING 
1/23 FISCAL NOTE SIGNED 
1/23 FISCAL NOTE PRINTED 


1/24 COMMITTEE EXEC ACTION — BILL PASSED 15 4 
1/24 COMMITTEE REPORT — BILL PASSED 

1/31 2ND READING PASSED AS AMENDED 94 #5 
2/02 3RD READING PASSED 94 5 


TRANSMITTED TO SENATE 
3/20 REFERRED TO JUDICIARY 
3/30 HEARING 


4/03 COMMITTEE EXEC ACTION — CONCURRED AS AMD 7 ~#«4 

4/04 COMMITTEE REPORT — CONCURRED AS AMD 

4/07 2ND READING CONCURRED 39 11 

4/11 38RD READING CONCURRED 38 12 
RETURNED TO HOUSE WITH AMENDMENTS 

4/14 2ND READING SENATE AMDS CONCURRED 100 O 

4/17 3RD READING PASSED AS AMENDED BY SENATE 94 38 


4/17 SENT TO ENROLLING 
4/19 RETURNED FROM ENROLLING 
4/21 SIGNED BY SPEAKER 
4/26 SIGNED BY PRESIDENT 
4/27 TRANSMITTED TO GOVERNOR 
5/03 SIGNED BY GOVERNOR 
5/04 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 372 
EFFECTIVE DATE: 5/03/2023 - ALL SECTIONS 


464 


HB 256 INTRODUCED BY SPRUNGER 


MONTANA HISTORY AND FINAL STATUS 2023 


EXPAND WHEN AUXILIARY OFFICERS MAY CARRY WEAPONS 


1/13 
1/17 
1/20 
1/24 
2/28 
2/28 
2/28 
3/02 
3/03 


3/13 
3/21 
3/21 
3/22 
3/24 
3/27 


4/14 
AI17 
4/17 
4/19 
5/04 
5/04 
5/08 
5/18 
5/19 


HB 257 INTRODUCED BY SPRUNGER 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

TABLED IN COMMITTEE 

TAKEN FROM TABLE IN COMMITTEE 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS CONCURRED 
3RD READING PASSED AS AMENDED BY SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 575 
EFFECTIVE DATE: 5/18/2023 - ALL SECTIONS 


89 
87 


29 


98 


[C1918 DRAFTER: ALLEN 


LC1917 DRAFTER: MCCRACKEN 


REVISE EDUCATION LAWS RELATED TO ADVANCED OPPORTUNITIES PROGRAM 


1/13 
1/13 
1/13 
1/17 
1/23 
1/24 
1/25 
1/26 
2/01 
2/02 
2/06 
2/06 
2/07 
2/14 
2/15 
2/15 
2/20 
2/21 
2/21 
2/22 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO EDUCATION 
HEARING 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

COMMITTEE EXEC ACTION — BILL PASSED 

COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

REREFERRED TO APPROPRIATIONS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 
REVISED FISCAL NOTE REQUESTED 

REVISED FISCAL NOTE RECEIVED 

2ND READING PASSED 

REVISED FISCAL NOTE PRINTED 

38RD READING PASSED 


87 


12 


11 


10 


3/13 
3/24 
3/29 
3/30 
4/03 
4/03 
4/06 
4/06 
4/07 
4/11 


4/12 
AI17 
5/04 
5/04 
5/08 
5/18 
5/19 


HB 258 INTRODUCED BY KARLEN 


HOUSE BILLS 


TRANSMITTED TO SENATE 

REFERRED TO EDUCATION AND CULTURAL RESOURCES 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

REREFERRED TO FINANCE AND CLAIMS 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

38RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 574 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


11 


34 


11 


37 


PROVIDING A ONE-TIME REFUND FOR OCCUPYING A MONTANA RESIDENCE 


1/13 
1/13 
1/13 
1/17 
1/19 
1/24 
1/24 
1/24 
1/24 
1/27 
4/06 


HB 259 INTRODUCED BY DEMING 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO TAXATION 
REREFERRED TO APPROPRIATIONS 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

HEARING 
FISCAL NOTE PRINTED 

TABLED IN COMMITTEE 

MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


REVISE TEACHER LICENSE LAWS 


1/13 
1/17 
1/23 
2/17 
3/10 


HB 260 INTRODUCED BY M. REGIER 


INTRODUCED 

REFERRED TO EDUCATION 

HEARING 

TABLED IN COMMITTEE 

MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


REVISE LAWS REGARDING LEGISLATIVE SPECIAL COUNSEL 


1/16 
1/16 
1/19 
1/19 
1/19 


INTRODUCED 

REFERRED TO LEGISLATIVE ADMINISTRATION 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 


15 


10 


11 


465 


16 


13 


[C1352 DRAFTER: M. MOORE 


LC2918 DRAFTER: MCCRACKEN 


LC4508 DRAFTER: COLES 


466 


1/23 
1/24 


1/25 
1/31 
2/01 
2/02 
2/08 
2/08 
2/09 
2/18 
2/138 
2/21 
2/27 
2/27 
3/01 
3/10 
3/13 
3/14 
3/15 


3/20 
3/20 
4/18 
4/21 
4/21 
4/21 
4/27 
4/28 


HB 261 INTRODUCED BY GUNDERSON 


MONTANA HISTORY AND FINAL STATUS 2023 


2ND READING PASSED 
3RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO LEGISLATIVE ADMINISTRATION 
HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
FISCAL NOTE REQUESTED 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 

REREFERRED TO FINANCE AND CLAIMS 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 
REVISED FISCAL NOTE REQUESTED 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE PRINTED 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO HOUSE WITH AMENDMENTS 

2ND READING SENATE AMDS NOT CONCURRED 
FC COMMITTEE APPOINTED 

FC COMMITTEE APPOINTED 

HEARING 

FC COMMITTEE REPORT RECEIVED 

FC COMMITTEE REPORT RECEIVED 

2ND READING FC COMMITTEE REPORT ADOPTED 
38RD READING FC COMMITTEE REPORT ADOPTED 
DIED IN PROCESS 


REVISE E-BIKE LAWS 


1/16 
1/16 
1/16 
1/18 
1/20 
1/23 
1/23 
1/24 
2/03 
2/06 
2/16 
2/21 
2/22 


2/24 
3/10 


HB 262 INTRODUCED BY SCHILLINGER 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO TRANSPORTATION 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

HEARING 
FISCAL NOTE PRINTED 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED AS AMENDED 

3RD READING FAILED 


RECONSIDERED PREVIOUS ACTION; REMAINS IN 3RD 


READING PROCESS 
3RD READING FAILED 


MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 


DIED IN PROCESS 


REVISE LOCAL GOVERNMENT FINANCIAL REPORTING AND AUDIT 
REQUIREMENTS 


45 


48 


aAkROO 


LC2387 DRAFTER: CARROLL 


49 


49 


LC0998 DRAFTER: HENNEMAN 


1/17 
1/17 
1/18 
1/27 
1/30 
1/30 
1/31 
2/02 
2/03 
2/06 
2/08 
2/08 
2/10 
2/18 
2/14 
2/15 
2/16 
2/17 


3/13 
3/20 
4/12 
4/13 
AI17 
4/18 


4/20 
4/23 
4/26 
4/27 
4/27 
5/03 
5/04 


HB 263 INTRODUCED BY A. REGIER 


HOUSE BILLS 


INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO LOCAL GOVERNMENT 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 16 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

REVISED FISCAL NOTE REQUESTED 

2ND READING PASSED 97 
REREFERRED TO APPROPRIATIONS 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE SIGNED 

REVISED FISCAL NOTE PRINTED 


COMMITTEE EXEC ACTION — BILL PASSED 19 
COMMITTEE REPORT — BILL PASSED 
3RD READING PASSED 95 


TRANSMITTED TO SENATE 
REFERRED TO LOCAL GOVERNMENT 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 9 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 50 
38RD READING CONCURRED 50 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 373 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


REVISE INSURANCE COVERAGE FOR PRESCRIPTION EYEDROP REFILLS 


1/17 
1/19 
1/26 
1/27 
1/27 
2/02 
2/03 


2/06 
3/18 
3/14 
3/15 
3/17 
3/18 


3/20 


INTRODUCED 

REFERRED TO BUSINESS AND LABOR 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 19 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 99 
3RD READING PASSED 94 


TRANSMITTED TO SENATE 
REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
HEARING 


COMMITTEE EXEC ACTION — BILL CONCURRED 10 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 50 
38RD READING CONCURRED 49 


RETURNED TO HOUSE 
SENT TO ENROLLING 


467 


LC0912 DRAFTER: O’°CONNELL 


468 


3/28 
4/07 
4/12 
4/13 
4/19 
4/19 


MONTANA HISTORY AND FINAL STATUS 2023 


RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 179 
EFFECTIVE DATE: 1/01/2024 - ALL SECTIONS 


HB 264 INTRODUCED BY BERTOGLIO LC0170 DRAFTER: POWER 


ESTABLISH DECENNIAL VETERANS’ LONG TERM CARE NEEDS STUDY 


1/17 
1/19 
1/23 
1/31 
2/06 
2/06 
2/09 
2/10 


3/13 
3/27 
3/27 
3/28 
3/31 
4/03 


4/04 
4/06 
4/07 
4/12 
4/13 
4/19 
4/19 


INTRODUCED 
REFERRED TO HUMAN SERVICES 
REREFERRED TO STATE ADMINISTRATION 


HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 18 0 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 97 2 
3RD READING PASSED 93 3 


TRANSMITTED TO SENATE 
REFERRED TO STATE ADMINISTRATION 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 10 O 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 47 3 
38RD READING CONCURRED 46 3 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 180 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


HB 265 INTRODUCED BY T. SMITH [C1514 DRAFTER: E. SULLIVAN 


REVISE LAWS RELATED TO MARIJUANA DISPENSARIES AND LICENSES 


1/17 
1/18 
1/19 
1/25 
1/25 
1/26 
1/26 
1/31 
3/10 


INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO HUMAN SERVICES 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

TABLED IN COMMITTEE 21 0 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 266 INTRODUCED BY BROCKMAN LC3465 DRAFTER: HARDIN 


ELIMINATE THE ADVISORY COUNCIL ON CONCEALED WEAPON PERMITS 


1/17 
1/19 
1/23 
1/24 
1/24 
2/03 
2/06 


2/08 
3/10 
3/14 
3/14 
3/16 
3/17 


3/20 
3/28 
4/07 
4/12 
4/13 
4/18 
4/19 


HB 267 INTRODUCED BY SPRUNGER 


HOUSE BILLS 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 104 
EFFECTIVE DATE: 4/18/2023 - ALL SECTIONS 


CREATE SAFER ACCOUNT FOR FEDERAL HIGHWAY GRANTS 


1/17 
1/17 
1/17 
1/19 
1/23 
1/24 
1/24 
1/24 
1/27 
1/30 
1/30 
2/01 
2/02 
2/02 


2/03 
2/03 
2/06 
2/14 
2/23 
2/24 
2/28 
3/01 


3/09 
3/09 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO APPROPRIATIONS 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 
REVISED FISCAL NOTE REQUESTED 

2ND READING PASSED 

3RD READING PASSED 

REVISED FISCAL NOTE RECEIVED 


TRANSMITTED TO SENATE 

REVISED FISCAL NOTE SIGNED 

REVISED FISCAL NOTE PRINTED 

REFERRED TO FINANCE AND CLAIMS 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 


469 


19 O 
100 0O 
96 2 
7 4 
40 10 
40 10 


[C1915 DRAFTER: CARROLL 


23 «0 
100 O 
99 0 
13 6 
34 16 
33 17 


470 


3/10 
3/10 
3/13 
3/13 
3/18 


MONTANA HISTORY AND FINAL STATUS 2023 


SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 49 
EFFECTIVE DATE: 3/13/2023 - ALL SECTIONS 


HB 268 INTRODUCED BY KASSMIER LC1097 DRAFTER: COLES 


ESTABLISH A CHILD TAX CREDIT THROUGH THE INDIVIDUAL INCOME TAX 


1/17 
1/17 
1/19 
1/24 
1/24 
1/25 
1/26 
2/07 
2/07 
2/08 
2/14 
2/14 
2/14 
2/15 
2/15 
2/16 
2/23 
4/06 


INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO TAXATION 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 20s 1 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

REVISED FISCAL NOTE REQUESTED 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE SIGNED 

REVISED FISCAL NOTE PRINTED 

2ND READING PASSED 77° 21 
REREFERRED TO APPROPRIATIONS 

HEARING 

TABLED IN COMMITTEE 14. 9 
MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 269 INTRODUCED BY BREWSTER LC4089 DRAFTER: JOHNSON 


ESTABLISH A LOCAL DISASTER RESILIENCY FUND 


1/17 
1/17 
1/17 
1/19 
1/26 
1/26 
1/27 
1/30 
1/30 
1/31 
2/02 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO STATE ADMINISTRATION 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

REVISED FISCAL NOTE RECEIVED 
REVISED FISCAL NOTE SIGNED 
REVISED FISCAL NOTE PRINTED 


2/06 COMMITTEE EXEC ACTION — BILL PASSED 17 1 
2/06 COMMITTEE REPORT — BILL PASSED 
2/08 2ND READING PASSED 81 19 
2/08 REREFERRED TO APPROPRIATIONS 
2/09 HEARING 
2/15 TABLED IN COMMITTEE 16 «7 
4/06 MISSED DEADLINE FOR APPROPRIATION BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 
HB 270 INTRODUCED BY KASSMIER LC2298 DRAFTER: JOHNSON 


EXTEND SUNSET ON NATURAL RESOURCE OPERATION FUNDING 


1/17 
1/17 
1/17 
1/19 
1/23 
1/23 
1/24 
1/25 
1/25 
2/27 
2/27 
2/28 
2/28 
3/02 
3/03 


3/18 
3/20 
3/21 
3/22 
3/22 
3/27 
3/28 
3/29 
3/30 
3/30 
3/30 
3/30 
3/30 
4/02 
4/03 
4/05 
4/06 
4/06 
4/07 
4/11 


4/20 
4/21 
4/21 
4/26 
4/29 
5/04 
5/08 
5/18 
5/19 


HB 271 INTRODUCED BY TUSS 


HOUSE BILLS 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO APPROPRIATIONS 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

TABLED IN COMMITTEE 

TAKEN FROM TABLE IN COMMITTEE 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
REVISED FISCAL NOTE REQUESTED 

COMMITTEE REPORT — BILL PASSED AS AMENDED 
2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO SENATE 
REFERRED TO NATURAL RESOURCES 
REVISED FISCAL NOTE RECEIVED 
REVISED FISCAL NOTE SIGNED 
HEARING 
REVISED FISCAL NOTE PRINTED 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 
REVISED FISCAL NOTE REQUESTED 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE SIGNED 

2ND READING CONCURRED 
REREFERRED TO FINANCE AND CLAIMS 
REVISED FISCAL NOTE PRINTED 

REVISED FISCAL NOTE REQUESTED 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

3RD READING CONCURRED 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS CONCURRED 
38RD READING PASSED AS AMENDED BY SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 573 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


REVISE LAWS RELATED TO ALPHABETICAL SEATING FOR LEGISLATORS 


V/17 
1/19 
2/02 
2/08 


INTRODUCED 

REFERRED TO LEGISLATIVE ADMINISTRATION 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 


22 


19 


100 
98 


11 


50 


19 


50 


99 
96 


9 


LC4275 DRAFTER: EVERTS 


472 


2/09 
2/23 
3/10 


MONTANA HISTORY AND FINAL STATUS 2023 


COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING NOT PASSED 35 64 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN PROCESS 


HB 272 INTRODUCED BY KERNS LC0759 DRAFTER: J. WALKER 


REVISE ALCOHOL LAWS RELATING TO CONTRIVED EVENTS AND EMPLOYEES OF 


LICENSEES 


1/17 
1/19 
1/24 
1/26 
1/26 
1/31 
2/01 


3/13 
3/17 
3/17 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 18 1 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 72 27 
3RD READING PASSED 70 29 


TRANSMITTED TO SENATE 

REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
HEARING 

TABLED IN COMMITTEE 9 1 
DIED IN STANDING COMMITTEE 


HB 273 INTRODUCED BY KERNS LC1682 DRAFTER: J. WALKER 


GENERALLY REVISE LAWS RELATING TO THE DIRECTOR OF THE STATE 


LOTTERY 


1/17 
1/19 
1/26 
1/27 
1/27 
1/31 
2/01 


2/16 
3/17 
3/17 
3/20 
3/22 
3/23 


3/24 
4/03 
4/05 
4/12 
4/13 
4/18 
4/19 


INTRODUCED 

REFERRED TO BUSINESS AND LABOR 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 14° 5 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 65 34 
38RD READING PASSED 68 31 


TRANSMITTED TO SENATE 

REFERRED TO STATE ADMINISTRATION 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 10 O 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 35 15 
3RD READING CONCURRED 31 19 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 105 
EFFECTIVE DATE: 4/18/2023 - ALL SECTIONS 


HB 274 INTRODUCED BY KERNS LC1678 DRAFTER: CARROLL 


REVISE CIVIL AIR PATROL FUNDING 


HOUSE BILLS 473 


1/17 FISCAL NOTE PROBABLE 

1/17 INTRODUCED 

1/17 FISCAL NOTE REQUESTED 

1/19 REFERRED TO APPROPRIATIONS 
1/24 FISCAL NOTE RECEIVED 

1/24 FISCAL NOTE SIGNED 

1/24 HEARING 
1/24 FISCAL NOTE PRINTED 


1/24 COMMITTEE EXEC ACTION — BILL PASSED 22 0 
1/25 COMMITTEE REPORT — BILL PASSED 

1/27 2ND READING PASSED 100 O 
1/30 3RD READING PASSED 97 #1 


TRANSMITTED TO SENATE 
3/13 REFERRED TO FINANCE AND CLAIMS 
3/16 HEARING 


3/21 COMMITTEE EXEC ACTION — CONCURRED AS AMD 19 O 

3/22 COMMITTEE REPORT — CONCURRED AS AMD 

3/27 2ND READING CONCURRED 50 0 

3/28 38RD READING CONCURRED 50 0 
RETURNED TO HOUSE WITH AMENDMENTS 

4/14 2ND READING SENATE AMDS CONCURRED 99 0 

4/17 3RD READING PASSED AS AMENDED BY SENATE 97 0 


4/17 SENT TO ENROLLING 
4/19 RETURNED FROM ENROLLING 
4/21 SIGNED BY SPEAKER 
4/26 SIGNED BY PRESIDENT 
4/27 TRANSMITTED TO GOVERNOR 
5/03 SIGNED BY GOVERNOR 
5/04 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 374 
EFFECTIVE DATE: 5/03/2023 - ALL SECTIONS 


HB 275 INTRODUCED BY KERNS LC1683 DRAFTER: CARROLL 
PROVIDE FOR BOARD OF VETERAN AFFAIRS TOWNHALL MEETINGS 


1/17 FISCAL NOTE PROBABLE 
1/17 INTRODUCED 
1/17 FISCAL NOTE REQUESTED 
1/19 REFERRED TO STATE ADMINISTRATION 
1/24 FISCAL NOTE RECEIVED 
1/26 FISCAL NOTE PRINTED 
1/30 HEARING 
2/01 TABLED IN COMMITTEE 18 0 
3/10 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 276 INTRODUCED BY MALONE [C2175 DRAFTER: HARDIN 
ESTABLISH A FARM TO FOOD BANK GRANT PROGRAM 


1/17 INTRODUCED 

1/17 FISCAL NOTE REQUESTED 

1/19 REFERRED TO AGRICULTURE 

1/24 FISCAL NOTE RECEIVED 

1/24 HEARING 

1/25 REVISED FISCAL NOTE RECEIVED 
1/26 FISCAL NOTE PRINTED 


474 MONTANA HISTORY AND FINAL STATUS 2023 


1/26 REVISED FISCAL NOTE SIGNED 

1/27 REVISED FISCAL NOTE PRINTED 

2/07 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 18 0 
2/08 COMMITTEE REPORT — BILL PASSED AS AMENDED 

2/09 REVISED FISCAL NOTE REQUESTED 

2/09 REVISED FISCAL NOTE RECEIVED 

2/10 REVISED FISCAL NOTE SIGNED 

2/10 REVISED FISCAL NOTE PRINTED 

2/14 2ND READING PASSED 87 11 
2/14 REREFERRED TO APPROPRIATIONS 

2/15 HEARING 


2/24 COMMITTEE EXEC ACTION — BILL PASSED 16 «7 
2/24 COMMITTEE REPORT — BILL PASSED 
2/27 3RD READING PASSED 81 18 


TRANSMITTED TO SENATE 
3/14 REFERRED TO AGRICULTURE, LIVESTOCK AND IRRIGATION 
3/30 HEARING 


3/30 COMMITTEE EXEC ACTION — BILL CONCURRED 9 2 
3/31 COMMITTEE REPORT — BILL CONCURRED 
4/06 2ND READING CONCUR MOTION FAILED 24 26 
4/06 2ND READING INDEFINITELY POSTPONED 33 16 
4/07 RECONSIDERED PREVIOUS ACTION; REMAINS IN 2ND 

READING PROCESS 27 238 
4/20 2ND READING CONCURRED 28 22 


4/20 REREFERRED TO FINANCE AND CLAIMS 

4/21 HEARING 

4/21 TABLED IN COMMITTEE 12. «7 
DIED IN STANDING COMMITTEE 


HB 277 INTRODUCED BY NICOL LC0681 DRAFTER: J. WALKER 
REVISE WORKERS COMPENSATION LAWS RELATING TO THE STATE AUDITOR 


1/17 INTRODUCED 
1/17 FISCAL NOTE REQUESTED 
1/19 REFERRED TO BUSINESS AND LABOR 
1/27 HEARING 
1/30 FISCAL NOTE RECEIVED 
2/01 FISCAL NOTE PRINTED 
2/16 TABLED IN COMMITTEE 10 9 
3/10 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 278 INTRODUCED BY BARKER LC2783 DRAFTER: GRAFF 
REVISE MOTOR CARRIER RATE REGULATION LAWS 


1/17 FISCAL NOTE PROBABLE 
1/17 INTRODUCED 
1/18 FISCAL NOTE REQUESTED 
1/19 REFERRED TO ENERGY, TECHNOLOGY AND FEDERAL RELATIONS 
1/23 HEARING 
1/27 FISCAL NOTE RECEIVED 
1/27 FISCAL NOTE SIGNED 
1/30 FISCAL NOTE PRINTED 
2/06 TABLED IN COMMITTEE 13 0 
3/10 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HOUSE BILLS 475 


HB 279 INTRODUCED BY KERNS LC0760 DRAFTER: J. WALKER 
REVISE ALCOHOL LAWS RELATED TO SERVER TRAINING 


1/17 INTRODUCED 

1/19 REFERRED TO BUSINESS AND LABOR 

1/24 HEARING 

2/02 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 19 0 
2/02 COMMITTEE REPORT — BILL PASSED AS AMENDED 

2/03 REVISED FISCAL NOTE REQUESTED 

2/07 REVISED FISCAL NOTE RECEIVED 


2/08 2ND READING PASSED 82 18 
2/09 REVISED FISCAL NOTE PRINTED 
2/09 3RD READING PASSED 88 11 


TRANSMITTED TO SENATE 

3/13 REFERRED TO LOCAL GOVERNMENT 

3/17 HEARING 

4/12 TABLED IN COMMITTEE 6 3 
DIED IN STANDING COMMITTEE 


HB 280 INTRODUCED BY KARLEN LC4391 DRAFTER: M. MOORE 
PROVIDING FOR CIRCUIT BREAKER INCOME TAX CREDIT FOR PROPERTY TAXES 
PAID 
1/18 INTRODUCED 
1/18 FISCAL NOTE REQUESTED 
1/20 REFERRED TO TAXATION 
1/26 FISCAL NOTE RECEIVED 
1/26 FISCAL NOTE SIGNED 
1/27 FISCAL NOTE PRINTED 
1/31 HEARING 
2/07 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED _11—=—s:110 
2/07 COMMITTEE REPORT — BILL PASSED AS AMENDED 
2/08 REVISED FISCAL NOTE REQUESTED 
2/14 REVISED FISCAL NOTE RECEIVED 
2/14 REVISED FISCAL NOTE SIGNED 
2/14 REVISED FISCAL NOTE PRINTED 
2/15 2ND READING NOT PASSED AS AMENDED 388 62 
4/06 MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 
DIED IN PROCESS 
HB 281 INTRODUCED BY BROCKMAN LC3464 DRAFTER: HARDIN 


REVISE THE BURIAL PRESERVATION BOARD MEMBER TERMS 


1/18 INTRODUCED 
1/20 REFERRED TO STATE ADMINISTRATION 
1/31 HEARING 


2/06 COMMITTEE EXEC ACTION — BILL PASSED 18 0 
2/06 COMMITTEE REPORT — BILL PASSED 

2/08 2ND READING PASSED 99 0 
2/09 38RD READING PASSED 99 0 


TRANSMITTED TO SENATE 
2/14 FISCAL NOTE REQUESTED 
2/20 FISCAL NOTE RECEIVED 
2/20 FISCAL NOTE SIGNED 
2/20 FISCAL NOTE PRINTED 


476 


3/02 
3/14 
3/14 
3/15 
3/17 
3/18 


3/20 
3/28 
4/07 
4/12 
4/13 
4/18 
4/19 


HB 282 INTRODUCED BY GALLOWAY 


MONTANA HISTORY AND FINAL STATUS 2023 


REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 10 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 50 
3RD READING CONCURRED 49 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 106 
EFFECTIVE DATE: 9/01/2023 - ALL SECTIONS 


GENERALLY REVISE RENTAL LAWS 


1/18 
1/18 
1/20 
1/24 
1/24 
1/24 
1/25 
1/26 
1/26 
2/08 
2/09 


3/18 
3/22 
4/05 
4/06 
4/11 
4/12 


4/18 
4/24 
4/25 
4/27 
4/27 
4/27 
5/02 


5/02 


5/02 


5/02 


5/03 
5/09 


INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO JUDICIARY 

HEARING 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 10 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 60 
38RD READING PASSED 62 


TRANSMITTED TO SENATE 
REFERRED TO LOCAL GOVERNMENT 


HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 6 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 33 
3RD READING CONCURRED 32 


RETURNED TO HOUSE WITH AMENDMENTS 

2ND READING SENATE AMDS NOT CONCURRED 53 
CONFERENCE COMMITTEE APPOINTED 

CONFERENCE COMMITTEE APPOINTED 


HEARING 

CONFERENCE COMMITTEE REPORT RECEIVED 4 
CONFERENCE COMMITTEE REPORT RECEIVED 4 
2ND READING CONFERENCE COMMITTEE REPORT 

ADOPTED 66 
2ND READING CONFERENCE COMMITTEE REPORT 

ADOPTED 34 
3RD READING CONFERENCE COMMITTEE REPORT 

ADOPTED 34 
3RD READING CONFERENCE COMMITTEE REPORT 

ADOPTED 67 


SENT TO ENROLLING 
RETURNED FROM ENROLLING 


[C1315 DRAFTER: CARROLL 


40 
37 


16 


47 


16 


29 


5/11 
5/11 
5/12 
5/22 
5/22 


HB 283 INTRODUCED BY GALLOWAY 


HOUSE BILLS 


SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 715 
EFFECTIVE DATE: 5/22/2023 - ALL SECTIONS 


GENERALLY REVISE RENTAL LAWS 


1/18 
1/20 
1/24 
1/26 
1/26 
2/03 
2/06 


2/08 
3/15 
4/05 
4/06 
4/17 
4/18 


4/20 
4/23 
4/29 
5/04 
5/08 
5/18 
5/19 


HB 284 INTRODUCED BY SCHILLINGER 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO LOCAL GOVERNMENT 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 572 
EFFECTIVE DATE: 5/18/2023 - ALL SECTIONS 


10 


65 


31 
31 


REVISE LAWS RELATED TO APPROVAL OF ELECTRICITY SUPPLY RESOURCES 


1/18 
1/20 
1/25 
2/15 
2/16 
2/21 
2/22 


3/13 
3/28 
3/30 
3/31 
4/05 
4/06 


INTRODUCED 


LC1314 DRAFTER: CARROLL 


35 
34 


19 
19 


LC0996 DRAFTER: GRAFF 


REFERRED TO ENERGY, TECHNOLOGY AND FEDERAL RELATIONS 


HEARING 


COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 


2ND READING PASSED 
3RD READING PASSED 


TRANSMITTED TO SENATE 


REFERRED TO ENERGY AND TELECOMMUNICATIONS 


HEARING 


COMMITTEE EXEC ACTION — CONCURRED AS AMD 


COMMITTEE REPORT — CONCURRED AS AMD 
2ND READING CONCURRED 
38RD READING CONCURRED 


10 


77 
74 


10 


43 
43 


3 


22 
24 


~] 
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4/13 
4/14 
4/14 
4/18 
4/20 
4/20 
4/21 
4/25 
4/26 


MONTANA HISTORY AND FINAL STATUS 2023 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS CONCURRED 99 1 
38RD READING PASSED AS AMENDED BY SENATE 90 8 


SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 251 


EFFECTIVE DATE: 4/25/2023 - ALL SECTIONS 


HB 285 INTRODUCED BY KERR-CARPENTER 


[C3219 DRAFTER: M. MOORE 


INCREASE EARNED INCOME TAX CREDIT AND LINK TO INFLATION 


1/18 
1/18 
1/19 
1/20 
1/26 
1/26 
1/27 
1/31 
2/07 
4/06 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO TAXATION 
FISCAL NOTE RECEIVED 
FISCAL NOTE SIGNED 
FISCAL NOTE PRINTED 
HEARING 

TABLED IN COMMITTEE 


21 O 


MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 


DIED IN STANDING COMMITTEE 


HB 286 INTRODUCED BY CAFERRO 


[C1245 DRAFTER: O°CONNELL 


ALLOW USE OF HEART FUNDS FOR YOUTH SUICIDE PREVENTION EFFORTS 


1/18 
1/19 
1/20 
1/26 
1/26 
1/26 
1/26 
1/26 
1/27 
2/02 
2/03 


2/06 
2/15 
2/17 
2/20 
3/13 
3/14 


3/15 
3/23 
4/07 
4/12 
4/13 
4/19 


INTRODUCED 
FISCAL NOTE REQUESTED 


REFERRED TO HUMAN SERVICES 


FISCAL NOTE RECEIVED 
FISCAL NOTE SIGNED 
FISCAL NOTE PRINTED 
HEARING 


COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED _21_—s—OO 
COMMITTEE REPORT — BILL PASSED AS AMENDED 


2ND READING PASSED 64 35 
3RD READING PASSED 59 36 
TRANSMITTED TO SENATE 

REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 5 64 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 39 11 
38RD READING CONCURRED 86 14 


RETURNED TO HOUSE 

SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 


4/19 


HB 287 INTRODUCED BY WINDY BOY 


HOUSE BILLS 


CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 181 
EFFECTIVE DATE: 4/19/2023 - ALL SECTIONS 


REVISE LAWS RELATED TO INDIAN LANGUAGE PRESERVATION 


1/18 
1/20 
1/27 
2/01 
2/02 
2/08 
2/09 


3/13 
3/31 
4/03 
4/04 
4/07 
4/13 


4/20 
4/21 
4/21 
4/26 
4/29 
5/04 
5/08 
5/18 
5/19 


HB 288 INTRODUCED BY WINDY BOY 


INTRODUCED 

REFERRED TO EDUCATION 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO EDUCATION AND CULTURAL RESOURCES 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED AS AMD 

38RD READING CONCURRED 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS CONCURRED 
3RD READING PASSED AS AMENDED BY SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 571 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


REVISE LAWS RELATED TO TUITION WAIVERS FOR AMERICAN INDIAN 


STUDENTS 


1/18 
1/18 
1/19 
1/20 
1/25 
1/25 
1/26 
1/27 
2/01 
2/22 
2/24 
2/24 
2/27 
3/01 
3/01 
38/15 
3/29 
3/29 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO EDUCATION 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

TABLED IN COMMITTEE 

SPONSOR REBUTTAL TO FISCAL NOTE REQUESTED 
TAKEN FROM TABLE IN COMMITTEE 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 

REREFERRED TO APPROPRIATIONS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 


479 


LC0519 DRAFTER: MCCRACKEN 


13 0 
86 14 
85 14 

7 4 
50 0 
46 4 
98 1 
85 10 


LC0898 DRAFTER: MCCRACKEN 


13 0 

9 4 
62 37 
17 6 


480 


3/31 
4/03 


4/04 
4/19 
4/19 
4/20 
4/21 
4/21 
4/21 
4/21 
4/21 
4/24 


4/24 
4/24 
4/26 
4/26 


HB 289 INTRODUCED BY OBLANDER 


MONTANA HISTORY AND FINAL STATUS 2023 


2ND READING PASSED 
3RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO EDUCATION AND CULTURAL RESOURCES 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

REVISED FISCAL NOTE REQUESTED 

REVISED FISCAL NOTE RECEIVED 

2ND READING CONCUR MOTION FAILED 

2ND READING INDEFINITELY POSTPONED 

REVISED FISCAL NOTE PRINTED 

RECONSIDERED PREVIOUS ACTION; REMAINS IN 2ND 
READING PROCESS 
2ND READING CONCURRED 
REREFERRED TO FINANCE AND CLAIMS 
HEARING 

TABLED IN COMMITTEE 

DIED IN STANDING COMMITTEE 


REVISE NOTIFICATION OF OWNER’S COSTS FOR OIL/GAS WELL 


1/18 
1/20 
1/25 
1/30 
1/31 
2/06 
2/07 


3/13 
3/27 
3/29 
3/30 
4/06 
4/07 


4/19 
4/20 
4/20 
4/24 
4/26 
4/27 
4/27 
5/04 
5/04 


HB 290 INTRODUCED BY PARRY 


INTRODUCED 

REFERRED TO NATURAL RESOURCES 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO NATURAL RESOURCES 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS CONCURRED 
3RD READING PASSED AS AMENDED BY SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 441 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


58 


10 


41 
47 


[C1372 DRAFTER: MOHR 


[C1290 DRAFTER: MOHR 


REVISE LAWS RELATED TO MEMBERSHIP OF WETLANDS PROTECTION ADVISORY 


COUNCIL 


1/18 


INTRODUCED 


1/20 
1/24 
1/26 
1/27 
1/31 
2/01 


3/02 
3/21 
3/23 
3/24 
3/28 
3/29 


3/30 
4/05 
4/07 
4/12 
4/13 
4/18 
4/19 


HB 291 INTRODUCED BY BREWSTER 


HOUSE BILLS 


REFERRED TO FISH, WILDLIFE AND PARKS 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO FISH AND GAME 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 107 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


REVISE LOCAL GOVERNMENT INVESTMENT LAWS 


1/18 
1/20 
2/07 
2/14 
2/15 
2/17 
2/21 


3/13 
3/17 
3/22 
3/23 
3/27 
3/28 


3/29 
4/05 
4/07 
4/12 
4/13 
4/19 
4/19 


HB 292 INTRODUCED BY DOOLING 


INTRODUCED 

REFERRED TO LOCAL GOVERNMENT 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO LOCAL GOVERNMENT 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 182 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


19 


99 


50 
49 


100 


50 
50 


MAKE BOARD OF PUBLIC ACCOUNTANTS ENTERPRISE FUND PERMANENT 


481 


LC2906 DRAFTER: HENNEMAN 


LC4393 DRAFTER: JOHNSON 


482 


3/30 


3/31 


4/19 


HB 293 INTRODUCED BY MARSHALL 


MONTANA HISTORY AND FINAL STATUS 2023 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO APPROPRIATIONS 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 


HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 22 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 99 
38RD READING PASSED 98 


TRANSMITTED TO SENATE 
REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
HEARING 


COMMITTEE EXEC ACTION — BILL CONCURRED 10 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 36 
REREFERRED TO FINANCE AND CLAIMS 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 19 
COMMITTEE REPORT — BILL CONCURRED 

38RD READING CONCURRED 47 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 183 
EFFECTIVE DATE: 4/19/2023 - ALL SECTIONS 


GENERALLY REVISE ALTERNATIVE NICOTINE AND VAPOR PRODUCT LAWS 
RELATING TO TOBACCO 


INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO BUSINESS AND LABOR 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED _ 13 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 57 
3RD READING PASSED 49 


TRANSMITTED TO SENATE 

REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
HEARING 

HEARING 

TABLED IN COMMITTEE 5 
DIED IN STANDING COMMITTEE 


14 


[C1075 DRAFTER: J. WALKER 


HB 294 INTRODUCED BY VINTON 


HOUSE BILLS 


483 


LC0819 DRAFTER: M. MOORE 


INCREASE AGGREGATE LIMIT FOR STUDENT SCHOLARSHIP AND INNOVATIVE 
EDUCATION CREDIT 


1/20 
1/20 
1/20 
1/27 
1/27 
1/30 
2/06 
4/06 


HB 295 INTRODUCED BY BERGSTROM 


INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO TAXATION 
FISCAL NOTE RECEIVED 
FISCAL NOTE SIGNED 
FISCAL NOTE PRINTED 


BILL WITHDRAWN PER HOUSE RULE H30-50(3)(B) 
MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 


DIED IN STANDING COMMITTEE 


REVISE NEPOTISM LAWS RELATING TO SMALL COMMUNITIES 


1/20 
1/20 
2/02 
2/14 
2/15 
2/17 
2/21 


3/18 
3/22 
3/22 
3/23 
3/27 
3/28 


3/29 
4/05 
4/07 
4/12 
4/13 
4/19 
4/19 


HB 296 INTRODUCED BY SEEKINS-CROWE 


REVISING LAWS RELATING TO REAL ESTATE TRANSACTION DISCLOSURES 


1/20 
1/20 
2/02 
2/07 
2/08 
2/10 
2/18 


INTRODUCED 

REFERRED TO LOCAL GOVERNMENT 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO STATE ADMINISTRATION 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 184 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

38RD READING PASSED 


LC4430 DRAFTER: SANKEY KEIP 


16 O 
100 0O 
97 0 
10 O 
50 0 
50 0 


LC1468 DRAFTER: J. WALKER 


18 #1 
99 0 
96 O 


484 


2/14 
3/10 
38/15 
3/16 
3/24 
3/27 


4/18 
4/19 
4/20 
4/24 
4/26 
4/27 
4/27 
5/03 
5/04 


HB 297 INTRODUCED BY WELCH 


REVISE VIDEO GAMBLING MACHINE TAXES TO ALLOW A DEDUCTION FOR 
NEGATIVE INCOME 


1/21 
1/21 
1/24 
1/30 
1/30 
1/30 
1/31 
2/02 
2/02 
2/03 
2/06 
2/06 
2/07 
2/10 
2/10 
2/14 
2/22 
2/23 
3/10 
3/11 


3/18 
3/16 
3/21 
3/22 
3/24 
3/24 
4/13 
4/13 
4/14 
4/18 


MONTANA HISTORY AND FINAL STATUS 2023 


TRANSMITTED TO SENATE 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS CONCURRED 
38RD READING PASSED AS AMENDED BY SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 375 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO BUSINESS AND LABOR 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 
REVISED FISCAL NOTE REQUESTED 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE SIGNED 

REVISED FISCAL NOTE PRINTED 

2ND READING PASSED 

REREFERRED TO APPROPRIATIONS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO TAXATION 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

REREFERRED TO FINANCE AND CLAIMS 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

3RD READING CONCURRED 


100 


19 


91 


16 


97 
88 


12 


40 


13 


32 


[C1106 DRAFTER: COLES 


ww 


10 


18 


4/20 
4/23 
4/29 
5/04 
5/08 
5/18 
5/19 


HB 298 INTRODUCED BY BERTOGLIO 


HOUSE BILLS 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 598 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


REVISE BOARD OF VETERANS AFFAIRS LAWS 


1/21 
1/21 
1/21 
1/24 
1/30 
1/30 
1/30 
2/01 
2/06 
2/06 
2/07 
2/09 
2/10 
2/10 
2/10 


2/10 
3/13 
3/27 
3/29 
3/31 
4/04 
4/05 


4/06 
4/14 
4/19 
4/20 
4/21 
4/25 
4/26 


HB 299 INTRODUCED BY J. HINKLE 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO STATE ADMINISTRATION 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 
REVISED FISCAL NOTE REQUESTED 

2ND READING PASSED 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE SIGNED 

38RD READING PASSED 


TRANSMITTED TO SENATE 

REVISED FISCAL NOTE PRINTED 

REFERRED TO STATE ADMINISTRATION 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 252 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


REVISE RESOLUTION AND ORDINANCE REQUIREMENTS RE: LAND USE 
REGULATION ENFORCEMENT 


1/21 
1/24 
2/02 
2/14 


INTRODUCED 

REFERRED TO LOCAL GOVERNMENT 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 


18 


98 


94 


10 


43 
36 


15 


485 


LC3927 DRAFTER: HARDIN 


LC1407 DRAFTER: HENNEMAN 


486 


2/15 
2/17 
2/21 


3/18 
3/20 
3/22 
3/23 
3/27 
3/28 


3/29 
4/05 
4/07 
4/12 
4/13 
4/19 
4/19 


HB 300 INTRODUCED BY F. SMITH 


REVISE TOBACCO, ALTERNATIVE NICOTINE, AND VAPOR PRODUCT LAWS 


1/21 
1/21 
1/24 
1/26 
1/30 
1/30 
1/30 
2/03 
2/07 
3/10 


HB 301 INTRODUCED BY BAUM 


MONTANA HISTORY AND FINAL STATUS 2023 


COMMITTEE REPORT — BILL PASSED 
2ND READING PASSED 
38RD READING PASSED 


TRANSMITTED TO SENATE 
REFERRED TO LOCAL GOVERNMENT 
HEARING 


COMMITTEE EXEC ACTION — BILL CONCURRED 


COMMITTEE REPORT — BILL CONCURRED 
2ND READING CONCURRED 
3RD READING CONCURRED 


RETURNED TO HOUSE 

SENT TO ENROLLING 

RETURNED FROM ENROLLING 

SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 

TRANSMITTED TO GOVERNOR 

SIGNED BY GOVERNOR 

CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 185 


EFFECTIVE DATE: 4/19/2023 - ALL SECTIONS 


INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO HUMAN SERVICES 
REREFERRED TO BUSINESS AND LABOR 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

TABLED IN COMMITTEE 


MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 


DIED IN STANDING COMMITTEE 


REVISE LAWS RELATING TO DANGEROUS DRUGS 


1/21 
1/21 
1/21 
1/24 
1/27 
1/30 
1/31 
1/31 
1/31 
2/03 
2/03 
2/06 
2/20 
2/21 
2/22 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO JUDICIARY 

HEARING 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

REREFERRED TO APPROPRIATIONS 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

38RD READING PASSED 


99 
95 


49 
49 


13 


10 


70 


22 


64 


[C1111 DRAFTER: J. WALKER 


LC3937 DRAFTER: BURKHARDT 


30 


34 


3/13 
3/16 
3/17 
3/17 
3/22 
3/22 


HOUSE BILLS 487 


TRANSMITTED TO SENATE 
REFERRED TO JUDICIARY 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 6 5 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCUR MOTION FAILED 15 35 
2ND READING INDEFINITELY POSTPONED 46 4 


DIED IN PROCESS 


HB 302 INTRODUCED BY BUCKLEY LC0606 DRAFTER: O°?CONNELL 


INSURANCE COVERAGE FOR 12-MONTH SUPPLY OF BIRTH CONTROL 


1/21 
1/24 
1/27 
1/31 
2/01 
2/06 
2/08 


3/18 
3/22 
3/24 
3/24 
3/28 
3/29 


4/19 
4/20 
4/20 
4/24 
4/29 
5/04 
5/08 
5/18 
5/19 


INTRODUCED 

REFERRED TO HUMAN SERVICES 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 21 =O 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED AS AMENDED 75 25 
38RD READING PASSED 74 25 


TRANSMITTED TO SENATE 
REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
HEARING 


COMMITTEE EXEC ACTION — CONCURRED AS AMD 10 0 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 38 12 
3RD READING CONCURRED 387 12 
RETURNED TO HOUSE WITH AMENDMENTS 

2ND READING SENATE AMDS CONCURRED 79 21 
38RD READING PASSED AS AMENDED BY SENATE 70 28 


SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 600 
EFFECTIVE DATE: 1/01/2024 - ALL SECTIONS 


HB 303 INTRODUCED BY A. REGIER LC0911 DRAFTER: O'CONNELL 


IMPLEMENT MEDICAL ETHICS AND DIVERSITY ACT 


1/21 
1/24 
1/30 
2/02 
2/02 
2/06 
2/07 


3/20 
3/27 
4/05 
4/06 
4/13 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 13 6 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 65 35 
38RD READING PASSED 63 33 


TRANSMITTED TO SENATE 

REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 6 38 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 29 21 


488 


4/14 


4/17 
4/19 
4/21 
4/25 
4/26 
5/03 
5/04 


HB 304 INTRODUCED BY J. HINKLE 


MONTANA HISTORY AND FINAL STATUS 2023 


38RD READING CONCURRED 31 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 376 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


REQUIRE MARIJUANA PRODUCER AND PROCESSOR FACILITY AIR AND ODOR 


FILTRATION 


1/21 
1/24 
2/01 
2/21 
2/22 
2/23 
2/27 
2/28 
2/28 


3/02 
3/13 
3/31 
4/12 
4/13 
4/14 
4/14 
4/14 
4/17 
4/17 
4/18 
4/18 
4/21 


HB 305 INTRODUCED BY BUTTREY 


INTRODUCED 

REFERRED TO BUSINESS AND LABOR 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED | 15 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

FISCAL NOTE REQUESTED 


2ND READING PASSED 81 
FISCAL NOTE RECEIVED 
38RD READING PASSED 80 


TRANSMITTED TO SENATE 
FISCAL NOTE PRINTED 
REFERRED TO LOCAL GOVERNMENT 


HEARING 

TABLED IN COMMITTEE 9 
REVISED FISCAL NOTE REQUESTED 

TAKEN FROM TABLE IN COMMITTEE 6 
COMMITTEE EXEC ACTION — CONCURRED AS AMD 5 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCUR MOTION FAILED 15 
2ND READING INDEFINITELY POSTPONED 40 


REVISED FISCAL NOTE RECEIVED 
REVISED FISCAL NOTE SIGNED 
REVISED FISCAL NOTE PRINTED 
DIED IN PROCESS 


GENERALLY REVISE ALCOHOL LAWS RELATING TO MANUFACTURING AND 


RETAIL 


1/21 
1/21 
1/24 
1/26 
2/02 
2/02 
2/08 
2/09 


3/18 


FISCAL NOTE PROBABLE 

INTRODUCED 

REFERRED TO BUSINESS AND LABOR 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED __ 19 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 96 
38RD READING PASSED 95 


TRANSMITTED TO SENATE 
REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 


19 


LC1884 DRAFTER: E. SULLIVAN 


17 


19 


LC0761 DRAFTER: J. WALKER 


3/16 
4/06 
4/07 
4/13 
4/14 


4/19 
4/20 
4/20 
4/24 
4/29 
5/04 
5/08 
5/18 
5/19 


HOUSE BILLS 


HEARING 


489 


COMMITTEE EXEC ACTION — CONCURRED AS AMD 10 O 
COMMITTEE REPORT — CONCURRED AS AMD 


2ND READING CONCURRED 40 10 
38RD READING CONCURRED 38 12 
RETURNED TO HOUSE WITH AMENDMENTS 

2ND READING SENATE AMDS CONCURRED 91 9 
3RD READING PASSED AS AMENDED BY SENATE 88 10 


SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 601 


EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


HB 306 INTRODUCED BY MITCHELL 


LC1975 DRAFTER: POWER 


REQUIRE CANDIDATES FOR OFFICE BE REGISTERED TO VOTE 


1/21 
1/21 
1/24 
1/30 
1/30 
1/30 
1/31 
2/06 
2/06 
2/10 
2/18 


3/13 
3/29 
3/29 
3/31 
4/05 
4/06 


4/11 
4/14 
4/19 
4/20 
4/21 
5/16 


INTRODUCED 
FISCAL NOTE REQUESTED 


REFERRED TO STATE ADMINISTRATION 


FISCAL NOTE RECEIVED 
FISCAL NOTE SIGNED 
FISCAL NOTE PRINTED 
HEARING 


COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 11 7 
COMMITTEE REPORT — BILL PASSED AS AMENDED 


2ND READING PASSED 74 24 
3RD READING PASSED 77 19 
TRANSMITTED TO SENATE 

REFERRED TO STATE ADMINISTRATION 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 9 1 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 32 18 
38RD READING CONCURRED 36 13 


RETURNED TO HOUSE 

SENT TO ENROLLING 

RETURNED FROM ENROLLING 

SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 

TRANSMITTED TO GOVERNOR 

CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 495 


EFFECTIVE DATE: 5/01/2023 - ALL SECTIONS 


HB 307 INTRODUCED BY SCHILLINGER 


PROVIDE FOR TAX REBATE 


1/21 
1/21 
1/21 


FISCAL NOTE PROBABLE 
INTRODUCED 
FISCAL NOTE REQUESTED 


LC4068 DRAFTER: M. MOORE 


490 MONTANA HISTORY AND FINAL STATUS 2023 


1/24 REFERRED TO TAXATION 

1/31 FISCAL NOTE RECEIVED 

1/31 FISCAL NOTE SIGNED 

1/31 FISCAL NOTE PRINTED 

2/01 HEARING 

2/08 TABLED IN COMMITTEE 12 9 

4/06 MISSED DEADLINE FOR APPROPRIATION BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 308 INTRODUCED BY YAKAWICH LC1368 DRAFTER: O°CONNELL 


ESTABLISH REGISTRY OF FORENSIC STATE HOSPITAL PATIENTS FOR LIMITED 
PURPOSES 


1/23 INTRODUCED 
1/23 FISCAL NOTE REQUESTED 
1/24 REFERRED TO JUDICIARY 
1/27 HEARING 
1/30 FISCAL NOTE RECEIVED 
1/30 FISCAL NOTE SIGNED 
1/30 FISCAL NOTE PRINTED 
2/07 TABLED IN COMMITTEE 17 2 
3/10 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 309 INTRODUCED BY BROCKMAN LC3457 DRAFTER: HARDIN 
REVISE VOTING REQUIREMENTS OF QUASI-JUDICIAL BOARDS 
1/23 INTRODUCED 


1/24 REFERRED TO STATE ADMINISTRATION 
2/02 HEARING 


2/09 COMMITTEE EXEC ACTION — BILL PASSED 16 2 
2/09 COMMITTEE REPORT — BILL PASSED 

2/18 2ND READING PASSED 72 28 
2/14 38RD READING PASSED 65 33 


TRANSMITTED TO SENATE 
3/20 REFERRED TO JUDICIARY 
3/30 HEARING 


3/31 COMMITTEE EXEC ACTION — BILL CONCURRED 7 #4 
3/31 COMMITTEE REPORT — BILL CONCURRED 

4/13 2ND READING CONCURRED 32 18 
4/14 3RD READING CONCURRED 31 19 


RETURNED TO HOUSE 

4/17 SENT TO ENROLLING 
4/19 RETURNED FROM ENROLLING 
4/21 SIGNED BY SPEAKER 
4/26 SIGNED BY PRESIDENT 
4/27 TRANSMITTED TO GOVERNOR 
5/03 SIGNED BY GOVERNOR 
5/04 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 377 

EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HB 310 INTRODUCED BY J. CARLSON [C1126 DRAFTER: O°?CONNELL 


REQUIRE REPORT ON THE USE OF HEART FUNDS 


1/23 
1/24 
1/27 
1/31 
2/01 
2/06 
2/07 


3/18 
3/17 
3/17 
3/20 
3/23 
3/24 


3/27 
4/05 
4/07 
4/12 
4/13 
4/20 
4/20 


HB 311 INTRODUCED BY YAKAWICH 


ESTABLISH A CHEMICAL DEPENDENCY TREATMENT VOUCHER PROGRAM 


1/23 
1/24 
1/25 
1/31 
2/02 
2/02 
2/02 
2/03 
2/08 
2/10 
2/18 
2/18 
2/16 
2/16 
2/20 
2/20 
2/21 
2/22 


3/13 
3/17 
3/17 
3/20 
3/23 
3/23 
3/28 
3/28 


HOUSE BILLS 


INTRODUCED 

REFERRED TO HUMAN SERVICES 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 186 
EFFECTIVE DATE: 4/20/2023 - ALL SECTIONS 


INTRODUCED 

REFERRED TO HUMAN SERVICES 
FISCAL NOTE REQUESTED 
HEARING 

FISCAL NOTE RECEIVED 


COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 


COMMITTEE REPORT — BILL PASSED AS AMENDED 
FISCAL NOTE PRINTED 

REVISED FISCAL NOTE REQUESTED 
REVISED FISCAL NOTE RECEIVED 
REVISED FISCAL NOTE SIGNED 

REVISED FISCAL NOTE PRINTED 

2ND READING PASSED 

REREFERRED TO APPROPRIATIONS 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

3RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

REREFERRED TO FINANCE AND CLAIMS 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 


19 


95 


50 


20 


93 


12 


49 


18 


LC1369 DRAFTER: O°CONNELL 


11 


492 


3/29 
3/30 


3/31 
4/05 
4/07 
4/12 
4/13 
4/20 
4/20 


MONTANA HISTORY AND FINAL STATUS 2023 


COMMITTEE REPORT — BILL CONCURRED 


3RD READING CONCURRED 


RETURNED TO HOUSE 

SENT TO ENROLLING 

RETURNED FROM ENROLLING 

SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 

TRANSMITTED TO GOVERNOR 

SIGNED BY GOVERNOR 

CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 187 


47 1 


EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


HB 312 INTRODUCED BY ETCHART 


LC1666 DRAFTER: O°?CONNELL 


PROVIDE FOR RURAL EMERGENCY HOSPITAL DESIGNATION 


1/23 
1/24 
1/27 
1/30 
2/02 
2/03 
2/03 
2/03 
2/03 
2/07 
2/08 


3/18 
3/22 
3/24 
4/24 
4/24 
4/25 
4/26 
4/27 


4/28 
5/02 
5/04 
5/04 
5/08 
5/18 
5/19 


INTRODUCED 


REFERRED TO HUMAN SERVICES 


FISCAL NOTE REQUESTED 
HEARING 


COMMITTEE EXEC ACTION — BILL PASSED 21 0 


FISCAL NOTE RECEIVED 
FISCAL NOTE SIGNED 
FISCAL NOTE PRINTED 


COMMITTEE REPORT — BILL PASSED 


2ND READING PASSED 98 0 
38RD READING PASSED 99 0 
TRANSMITTED TO SENATE 

REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 

HEARING 

TABLED IN COMMITTEE 9 O 
TAKEN FROM TABLE IN COMMITTEE 6 1 
COMMITTEE EXEC ACTION — BILL CONCURRED 9 O 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 46 4 
3RD READING CONCURRED 45 5 


RETURNED TO HOUSE 

SENT TO ENROLLING 

RETURNED FROM ENROLLING 

SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 

TRANSMITTED TO GOVERNOR 

SIGNED BY GOVERNOR 

CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 602 


EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


HB 313 INTRODUCED BY ETCHART 


[C1345 DRAFTER: ALLEN 


PROVIDE FOR INDEPENDENT PRACTICE OF PHYSICIAN ASSISTANTS 


1/23 
1/24 
1/26 
2/03 
2/21 


INTRODUCED 


REFERRED TO HUMAN SERVICES 


REREFERRED TO BUSINESS AND LABOR 


HEARING 


COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 17° 2 


2/22 
2/27 
2/28 


3/18 
3/22 
3/24 
3/27 
3/30 
3/31 


4/03 
4/12 
4/12 
4/12 
4/13 
4/18 
4/19 


HB 314 INTRODUCED BY BROCKMAN 


HOUSE BILLS 


COMMITTEE REPORT — BILL PASSED AS AMENDED 
2ND READING PASSED 
38RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 88 
EFFECTIVE DATE: 4/18/2023 - ALL SECTIONS 


REVISE COMPENSATION FOR MEMBERS OF BOARDS, COMMISSIONS, AND 


COUNCILS 


1/24 
1/24 
1/25 
2/01 
2/02 
2/02 
2/09 
2/09 
2/14 
2/14 
2/15 
2/15 
2/16 
2/17 
2/21 


2/23 
2/23 
2/23 
3/18 
3/21 
3/30 
3/31 
3/31 
4/05 
4/06 
4/07 
4/12 
4/13 


INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO STATE ADMINISTRATION 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 
2ND READING PASSED 

REREFERRED TO APPROPRIATIONS 

REVISED FISCAL NOTE REQUESTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

3RD READING PASSED 


TRANSMITTED TO SENATE 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE SIGNED 

REVISED FISCAL NOTE PRINTED 

REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 
REVISED FISCAL NOTE REQUESTED 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE SIGNED 

REVISED FISCAL NOTE PRINTED 

2ND READING CONCURRED 

3RD READING CONCURRED 


92 
92 


39 


18 


93 


20 


88 


10 


47 
48 


493 


11 
13 


LC3466 DRAFTER: JOHNSON 
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RETURNED TO HOUSE WITH AMENDMENTS 

4/19 2ND READING SENATE AMDS CONCURRED 99 1 
4/20 38RD READING PASSED AS AMENDED BY SENATE 93 5 
4/20 SENT TO ENROLLING 
4/26 RETURNED FROM ENROLLING 
4/29 SIGNED BY SPEAKER 
5/04 SIGNED BY PRESIDENT 
5/08 TRANSMITTED TO GOVERNOR 
5/18 SIGNED BY GOVERNOR 
5/19 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 603 

EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


HB 315 INTRODUCED BY KERNS LC4321 DRAFTER: HESS 
REMOVE MINIMUM PENALTY FOR SUSPENDED LICENSE 


1/24 INTRODUCED 

1/25 REFERRED TO JUDICIARY 

1/27 HEARING 

1/31 TABLED IN COMMITTEE 

3/10 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 316 INTRODUCED BY BROCKMAN LC3455 DRAFTER: E. SULLIVAN 
GENERALLY REVISE LAWS RELATED TO ADVISORY COUNCILS 


1/24 INTRODUCED 

1/24 FISCAL NOTE REQUESTED 

1/25 REFERRED TO STATE ADMINISTRATION 
2/01 FISCAL NOTE RECEIVED 

2/01 FISCAL NOTE SIGNED 

2/02 FISCAL NOTE PRINTED 

2/02 HEARING 


2/09 COMMITTEE EXEC ACTION — BILL PASSED 18 0 
2/09 COMMITTEE REPORT — BILL PASSED 

2/138 2ND READING PASSED 94 6 
2/14 38RD READING PASSED 91 7 


TRANSMITTED TO SENATE 
3/02 REFERRED TO LOCAL GOVERNMENT 
3/13 HEARING 


3/22 COMMITTEE EXEC ACTION — BILL CONCURRED 9 O 
3/23 COMMITTEE REPORT — BILL CONCURRED 

3/27 2ND READING CONCURRED 50 0 
3/28 3RD READING CONCURRED 46 4 


RETURNED TO HOUSE 

3/29 SENT TO ENROLLING 
4/05 RETURNED FROM ENROLLING 
4/07 SIGNED BY SPEAKER 
4/12 SIGNED BY PRESIDENT 
4/13 TRANSMITTED TO GOVERNOR 
4/18 SIGNED BY GOVERNOR 
4/19 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 108 

EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HB 317 INTRODUCED BY WINDY BOY 


HOUSE BILLS 


PROVIDE FOR THE MONTANA INDIAN CHILD WELFARE ACT 


1/24 
1/25 
2/01 
2/21 
2/22 
2/27 
2/28 


3/18 
3/16 
3/22 
4/05 
4/07 
4/12 
4/14 
4/14 


4/21 
4/21 
4/24 
4/28 
4/28 
4/28 
5/02 


5/02 


5/02 


5/02 


5/03 
5/09 
5/11 
5/11 
5/12 
5/22 
5/22 


HB 318 INTRODUCED BY HOWELL 


INTRODUCED 

REFERRED TO HUMAN SERVICES 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO JUDICIARY 

REREFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
HEARING 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS NOT CONCURRED 
CONFERENCE COMMITTEE APPOINTED 
CONFERENCE COMMITTEE APPOINTED 
HEARING 
CONFERENCE COMMITTEE REPORT RECEIVED 
CONFERENCE COMMITTEE REPORT RECEIVED 
2ND READING CONFERENCE COMMITTEE REPORT 
ADOPTED 
2ND READING CONFERENCE COMMITTEE REPORT 
ADOPTED 
3RD READING CONFERENCE COMMITTEE REPORT 
ADOPTED 
3RD READING CONFERENCE COMMITTEE REPORT 
ADOPTED 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 716 

EFFECTIVE DATE: 5/22/2023 - SECTION 31 AND 54 


15 


64 


38 


69 


37 


64 


495 


LC0897 DRAFTER: O°CONNELL 


33 
35 


12 


31 


13 


32 


EFFECTIVE DATE: 7/01/2023 - SECTIONS 1-30 AND 32-53 AND 55 


PROVIDING HOUSING TAX INCENTIVES 


1/24 
1/24 
1/24 
1/25 
1/30 
1/31 
1/31 
2/01 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO TAXATION 
FISCAL NOTE RECEIVED 
FISCAL NOTE SIGNED 
FISCAL NOTE PRINTED 
HEARING 


LC2330 DRAFTER: M. MOORE 
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2/08 TABLED IN COMMITTEE 14. (7 
4/06 MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 319 INTRODUCED BY FITZGERALD LC0082 DRAFTER: POWER 
REVISE LAWS RELATED TO FURS MEMBERSHIP 


1/24 INTRODUCED 
1/24 FISCAL NOTE REQUESTED 
1/25 REFERRED TO STATE ADMINISTRATION 
2/01 FISCAL NOTE RECEIVED 
2/01 FISCAL NOTE SIGNED 
2/02 FISCAL NOTE PRINTED 
2/02 HEARING 
2/09 TABLED IN COMMITTEE 18 0 
3/10 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 320 INTRODUCED BY DURAM LC4413 DRAFTER: HESS 
GENERALLY REVISE MOTOR VEHICLE LAWS 


1/24 INTRODUCED 

1/25 REFERRED TO TRANSPORTATION 

1/30 HEARING 

2/03 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 15 0 
2/06 COMMITTEE REPORT — BILL PASSED AS AMENDED 

2/10 2ND READING PASSED 99 0 
2/18 3RD READING PASSED 95 2 


TRANSMITTED TO SENATE 
2/22 REFERRED TO HIGHWAYS AND TRANSPORTATION 
2/23 HEARING 


2/23 COMMITTEE EXEC ACTION — CONCURRED AS AMD 12 0 

2/24 COMMITTEE REPORT — CONCURRED AS AMD 

3/10 2ND READING CONCURRED 46 4 

3/18 38RD READING CONCURRED 48 2 
RETURNED TO HOUSE WITH AMENDMENTS 

3/16 2ND READING SENATE AMDS CONCURRED 100 O 

3/17 3RD READING PASSED AS AMENDED BY SENATE 96 0 


3/17 SENT TO ENROLLING 
3/23 RETURNED FROM ENROLLING 
4/07 SIGNED BY SPEAKER 
4/12 SIGNED BY PRESIDENT 
4/13 TRANSMITTED TO GOVERNOR 
4/18 SIGNED BY GOVERNOR 
4/19 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 109 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HB 321 INTRODUCED BY REKSTEN [C1343 DRAFTER: MCCRACKEN 
GENERALLY REVISE LAWS RELATED TO THE COAL TRUST 
1/24 INTRODUCED 
1/24 FISCAL NOTE REQUESTED 


1/26 REFERRED TO TAXATION 
1/30 FISCAL NOTE RECEIVED 


1/31 
1/31 
2/01 
2/09 
2/09 
2/138 
2/18 
2/14 
2/20 
2/28 
3/29 
3/30 
3/31 
4/03 
4/03 


4/04 
4/05 
4/06 
4/07 
4/14 
4/19 
4/20 
4/20 
4/21 
4/21 
4/25 
4/25 
4/25 
4/25 
4/26 
4/26 
4/27 
4/28 
4/28 


5/02 
5/02 
5/03 
5/11 
5/11 
5/11 
5/12 
5/22 
5/22 


HB 322 INTRODUCED BY C. HINKLE 


HOUSE BILLS 


FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

REREFERRED TO APPROPRIATIONS 

HEARING 

TABLED IN COMMITTEE 

TAKEN FROM TABLE IN COMMITTEE 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 
2ND READING PASSED 

REVISED FISCAL NOTE REQUESTED 

38RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO EDUCATION AND CULTURAL RESOURCES 
REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE SIGNED 

REVISED FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 
REREFERRED TO FINANCE AND CLAIMS 

HEARING 

TABLED IN COMMITTEE 

REVISED FISCAL NOTE REQUESTED 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE SIGNED 

REVISED FISCAL NOTE PRINTED 

TAKEN FROM TABLE IN COMMITTEE 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS CONCURRED 
3RD READING PASSED AS AMENDED BY SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 717 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


GENERALLY REVISE LAWS RELATED TO STANDING MASTERS 


1/25 
1/26 
2/07 
2/17 
2/17 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 


21 


83 


11 


19 


15 
19 


18 


LC2016 DRAFTER: KREZOWSKI 


1 


498 


2/21 
2/22 


3/13 
3/23 
4/11 
4/12 
AI17 
4/17 
A/I17 


AI17 
4/18 


4/24 
4/26 
4/26 
5/01 
5/04 
5/04 
5/08 
5/18 
5/19 


HB 323 INTRODUCED BY C. HINKLE 


MONTANA HISTORY AND FINAL STATUS 2023 
2ND READING PASSED 98 
3RD READING PASSED 98 


TRANSMITTED TO SENATE 
REFERRED TO JUDICIARY 


HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 7 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCUR MOTION FAILED 25 
2ND READING INDEFINITELY POSTPONED 25 
RECONSIDERED PREVIOUS ACTION; REMAINS IN 2ND 
READING PROCESS 24 
2ND READING CONCURRED 26 
38RD READING CONCURRED 28 
RETURNED TO HOUSE WITH AMENDMENTS 

2ND READING SENATE AMDS CONCURRED 95 
3RD READING PASSED AS AMENDED BY SENATE 81 


SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 604 
EFFECTIVE DATE: 5/18/2023 - ALL SECTIONS 


REVISE LAWS RELATED TO CHILD PROTECTIVE TEAMS 


1/25 
1/25 
1/26 
2/02 
2/02 
2/03 
2/06 
2/06 
2/06 
2/07 
2/14 
3/10 


HB 324 INTRODUCED BY C. HINKLE 


INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO LOCAL GOVERNMENT 

FISCAL NOTE RECEIVED 

SPONSOR REBUTTAL TO FISCAL NOTE REQUESTED 
FISCAL NOTE PRINTED 

SPONSOR REBUTTAL TO FISCAL NOTE RECEIVED 
SPONSOR REBUTTAL TO FISCAL NOTE SIGNED 
SPONSOR REBUTTAL TO FISCAL NOTE PRINTED 
HEARING 

TABLED IN COMMITTEE 15 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


PROVIDE FOR A LOCAL GOVERNMENT EXPENDITURE LIMITATION 


1/25 
1/25 
1/26 
2/02 
2/02 
2/03 
2/09 
2/23 
3/10 


INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO LOCAL GOVERNMENT 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

TABLED IN COMMITTEE 11 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


[C2017 DRAFTER: SANDRU 


LC2015 DRAFTER: HENNEMAN 


HOUSE BILLS 499 


HB 325 INTRODUCED BY HELLEGAARD LC2451 DRAFTER: M. MOORE 


REVISE ELIGIBILITY FOR DISABLED VETERAN PROPERTY TAX ASSISTANCE 


PROGRAM 


1/25 
1/25 
1/26 
2/02 
2/02 
2/02 
2/02 
2/09 
2/09 
2/14 
2/14 
2/15 
2/16 
2/17 
2/21 


3/13 
3/16 
4/05 
4/06 
4/11 
4/11 
4/12 
4/17 
4/18 
4/19 


4/28 
5/01 
5/01 
5/03 
5/11 
5/11 
5/11 
5/19 
5/22 


INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO TAXATION 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 15 6 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 77° 22 
REREFERRED TO APPROPRIATIONS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 19 4 
COMMITTEE REPORT — BILL PASSED 

3RD READING PASSED 86 11 


TRANSMITTED TO SENATE 

REFERRED TO TAXATION 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 11 1 
REVISED FISCAL NOTE REQUESTED 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE SIGNED 

REVISED FISCAL NOTE PRINTED 

COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 48 2 
38RD READING CONCURRED 47 2 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS CONCURRED 86 14 
3RD READING PASSED AS AMENDED BY SENATE 83 11 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 672 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HB 326 INTRODUCED BY SEEKINS-CROWE [C1945 DRAFTER: WEISS 


REVISE LAWS RELATING TO THE APPOINTMENT OF THE JUDICIAL STANDARDS 


COMMISSION 


1/25 
1/26 
1/31 
2/02 
2/02 
2/06 
2/07 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 13 6 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 67 33 
38RD READING PASSED 66 32 


500 MONTANA HISTORY AND FINAL STATUS 2023 


TRANSMITTED TO SENATE 
2/17 REFERRED TO JUDICIARY 
3/10 HEARING 


38/15 COMMITTEE EXEC ACTION — BILL CONCURRED 7 ~#«4 
3/16 COMMITTEE REPORT — BILL CONCURRED 

3/22 2ND READING CONCURRED 33 17 
3/23 38RD READING CONCURRED 29 21 


RETURNED TO HOUSE 

3/24 SENT TO ENROLLING 
4/03 RETURNED FROM ENROLLING 
4/05 SIGNED BY SPEAKER 
4/12 SIGNED BY PRESIDENT 
4/13 TRANSMITTED TO GOVERNOR 
4/20 SIGNED BY GOVERNOR 
4/20 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 188 

EFFECTIVE DATE: 4/20/2023 - ALL SECTIONS 


HB 327 INTRODUCED BY HELLEGAARD LC4298 DRAFTER: HESS 
REVISE ALLOWED USES OF TRANSPORTATION SERVICES ACCOUNT 


1/25 INTRODUCED 

1/25 FISCAL NOTE REQUESTED 

1/26 REFERRED TO TRANSPORTATION 
1/30 FISCAL NOTE RECEIVED 

1/30 FISCAL NOTE SIGNED 

1/30 FISCAL NOTE PRINTED 

1/30 HEARING 


2/03 COMMITTEE EXEC ACTION — BILL PASSED 15 0 
2/06 COMMITTEE REPORT — BILL PASSED 

2/08 2ND READING PASSED 100 0 
2/09 3RD READING PASSED 99 0 


TRANSMITTED TO SENATE 
3/13 REFERRED TO HIGHWAYS AND TRANSPORTATION 
3/23 HEARING 


4/04 COMMITTEE EXEC ACTION — BILL CONCURRED 12 0 
4/05 COMMITTEE REPORT — BILL CONCURRED 

4/07 2ND READING CONCURRED 50 0 
4/11 38RD READING CONCURRED 50 «(OO 


RETURNED TO HOUSE 

4/12 SENT TO ENROLLING 
4/17 RETURNED FROM ENROLLING 
4/20 SIGNED BY SPEAKER 
4/20 SIGNED BY PRESIDENT 
4/21 TRANSMITTED TO GOVERNOR 
4/25 SIGNED BY GOVERNOR 
4/26 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 253 

EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HB 328 INTRODUCED BY BARKER LC2731 DRAFTER: SANKEY KEIP 


REQUIRE CERTAIN GOVT BOARDS TO RECORD PUBLIC MEETINGS IN AUDIO AND 
VIDEO FORMAT 


1/25 INTRODUCED 


1/25 


HOUSE BILLS 501 


FISCAL NOTE REQUESTED 


1/26 REFERRED TO LOCAL GOVERNMENT 

2/07 FISCAL NOTE RECEIVED 

2/07 SPONSOR REBUTTAL TO FISCAL NOTE REQUESTED 

2/07 SPONSOR REBUTTAL TO FISCAL NOTE RECEIVED 

2/07 SPONSOR REBUTTAL TO FISCAL NOTE SIGNED 

2/07 FISCAL NOTE PRINTED 

2/07 SPONSOR REBUTTAL TO FISCAL NOTE PRINTED 

2/07 HEARING 

2/16 TABLED IN COMMITTEE 16 0 

3/10 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 

HB 329 INTRODUCED BY L. SMITH LC2307 DRAFTER: ALLEN 
ALLOW STATE EMPLOYEES TO USE PAID SICK LEAVE FOR CHILD RELATED 
EVENTS 

1/25 INTRODUCED 

1/25 FISCAL NOTE REQUESTED 

1/26 REFERRED TO STATE ADMINISTRATION 

2/01 HEARING 

2/02 FISCAL NOTE RECEIVED 

2/03 FISCAL NOTE SIGNED 

2/06 FISCAL NOTE PRINTED 

2/06 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 17° 1 

2/06 COMMITTEE REPORT — BILL PASSED AS AMENDED 

2/10 2ND READING PASSED 90 9 

2/18 3RD READING PASSED 82 15 
TRANSMITTED TO SENATE 

3/18 REFERRED TO STATE ADMINISTRATION 

3/22 HEARING 

3/29 COMMITTEE EXEC ACTION — BILL CONCURRED 6 4 

38/31 COMMITTEE REPORT — BILL CONCURRED 

4/14 2ND READING CONCUR MOTION FAILED 22 28 

4/14 2ND READING INDEFINITELY POSTPONED 31 18 
DIED IN PROCESS 

HB 330 INTRODUCED BY F. SMITH LC1406 DRAFTER: SANKEY KEIP 


REVISE LAWS RELATED TO TRIBAL DUI TASK FORCES 


1/25 
1/27 
2/03 
2/09 
4/06 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

TABLED IN COMMITTEE 19 O 
MISSED DEADLINE FOR APPROPRIATION BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 331 INTRODUCED BY OBLANDER [C1512 DRAFTER: CARROLL 


GENERALLY REVISE OFF-HIGHWAY VEHICLE GRANT FUNDING LAWS 


1/25 
1/25 
1/26 
1/27 
1/30 
1/31 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO FISH, WILDLIFE AND PARKS 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 


502 


1/31 
2/07 
2/14 
2/15 
2/21 
2/22 


3/13 
3/23 
4/04 
4/05 
4/07 
4/11 


4/12 
AI17 
4/20 
4/20 
4/21 
4/25 
4/26 


HB 332 INTRODUCED BY BEDEY 


MONTANA HISTORY AND FINAL STATUS 2023 


FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO HIGHWAYS AND TRANSPORTATION 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 254 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


50 
50 


[C0175 DRAFTER: MCCRACKEN 


GENERALLY REVISE LAWS RELATED TO SCHOOL EMPLOYEE HEALTH BENEFITS 


1/26 
1/26 
1/26 
1/27 
1/30 
2/03 
2/03 
2/03 
2/06 
2/06 
2/07 
2/15 
2/16 
2/17 
2/21 
2/21 
2/22 
2/23 
2/23 
2/23 
2/24 
3/31 
3/31 
3/31 
4/03 
4/03 
4/04 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO EDUCATION 

HEARING 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

SPONSOR REBUTTAL TO FISCAL NOTE REQUESTED 
SPONSOR REBUTTAL TO FISCAL NOTE RECEIVED 
SPONSOR REBUTTAL TO FISCAL NOTE SIGNED 
SPONSOR REBUTTAL TO FISCAL NOTE PRINTED 
COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 
REVISED FISCAL NOTE REQUESTED 

2ND READING PASSED 

REREFERRED TO APPROPRIATIONS 

HEARING 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE SIGNED 

REVISED FISCAL NOTE PRINTED 

TABLED IN COMMITTEE 

TAKEN FROM TABLE IN COMMITTEE 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 
2ND READING PASSED 

REVISED FISCAL NOTE REQUESTED 

3RD READING PASSED 


11 


68 


13 


12 


63 


69 


10 


11 


37 


30 


4/05 
4/06 
4/06 
4/07 
4/12 
4/14 
4/14 
4/17 
4/18 
4/18 
4/19 
4/20 
4/21 
4/21 
4/21 
4/21 
4/25 
4/25 
4/26 
4/26 
4/26 
4/26 


5/02 
5/02 
5/03 
5/11 
5/11 
6/12 
6/13 
6/13 
6/14 


HB 333 INTRODUCED BY OBLANDER 


HOUSE BILLS 


TRANSMITTED TO SENATE 

REFERRED TO EDUCATION AND CULTURAL RESOURCES 
REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE SIGNED 

REVISED FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 
REVISED FISCAL NOTE REQUESTED 

2ND READING CONCURRED 

REREFERRED TO FINANCE AND CLAIMS 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE SIGNED 

COMMITTEE REPORT — CONCURRED AS AMD 
REVISED FISCAL NOTE PRINTED 

REVISED FISCAL NOTE REQUESTED 

2ND READING CONCURRED 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE SIGNED 

REVISED FISCAL NOTE PRINTED 

38RD READING CONCURRED 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS CONCURRED 
3RD READING PASSED AS AMENDED BY SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 770 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


GENERALLY REVISE MOTORIZED RECREATION LAWS 


1/26 
1/26 
1/27 
2/02 
2/02 
2/03 
2/07 
2/14 
2/15 
2/15 
2/20 
2/20 
2/20 
2/21 
2/22 
2/24 
2/24 
2/27 


INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO FISH, WILDLIFE AND PARKS 

FISCAL NOTE RECEIVED 

SPONSOR REBUTTAL TO FISCAL NOTE REQUESTED 
FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 
REVISED FISCAL NOTE REQUESTED 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE SIGNED 

REVISED FISCAL NOTE PRINTED 

2ND READING PASSED AS AMENDED 

REVISED FISCAL NOTE REQUESTED 

38RD READING PASSED 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE SIGNED 


34 


11 


36 


29 


70 
71 


19 


96 


96 


503 


16 


29 
25 


[C1511 DRAFTER: CARROLL 


504 


2/27 


3/13 
3/23 
4/04 
4/05 
4/13 
4/18 


4/24 
4/26 
4/26 
5/01 
5/04 
5/04 
5/08 
5/18 
5/19 


HB 334 INTRODUCED BY BISHOP 


REVISE SCHOOL ATTENDANCE LAWS TO ADDRESS STUDENT MENTAL HEALTH 


NEEDS 


1/26 
1/27 
1/30 
2/08 
2/09 
2/18 
2/14 


3/02 
3/10 
3/15 
3/15 
3/16 
3/20 
3/22 


3/27 
3/28 
3/29 
4/12 
4/13 


HB 335 INTRODUCED BY BEDEY 


MONTANA HISTORY AND FINAL STATUS 2023 


REVISED FISCAL NOTE PRINTED 


TRANSMITTED TO SENATE 

REFERRED TO HIGHWAYS AND TRANSPORTATION 
HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED AS AMD 

3RD READING CONCURRED 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS CONCURRED 
38RD READING PASSED AS AMENDED BY SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 605 
EFFECTIVE DATE: 1/01/2024 - ALL SECTIONS 


INTRODUCED 

REFERRED TO EDUCATION 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO SENATE 
REFERRED TO LOCAL GOVERNMENT 


REREFERRED TO EDUCATION AND CULTURAL RESOURCES 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED AS AMD 

3RD READING CONCURRED 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS NOT CONCURRED 
CONFERENCE COMMITTEE APPOINTED 
CONFERENCE COMMITTEE APPOINTED 
HEARING 

CONFERENCE COMMITTEE REPORT RECEIVED 
DIED IN PROCESS 


99 
97 


11 


74 


GENERALLY REVISE ELECTION LAWS RELATED TO ABSENTEE BALLOT LIST 


PROCEDURES 


1/26 
1/26 


FISCAL NOTE PROBABLE 
INTRODUCED 


LC4127 DRAFTER: MCCRACKEN 


26 
34 


41 


LC1418 DRAFTER: POWER 


1/26 
1/27 
2/02 
2/03 
2/08 
2/21 
2/22 
2/27 
2/28 


3/18 
3/29 
3/29 
3/31 
4/04 
4/05 


4/06 
4/14 
4/19 
4/20 
4/21 
4/25 
4/26 


HB 336 INTRODUCED BY BUTTREY 


HOUSE BILLS 


FISCAL NOTE REQUESTED 

REFERRED TO STATE ADMINISTRATION 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 18 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 94 
38RD READING PASSED 91 


TRANSMITTED TO SENATE 
REFERRED TO STATE ADMINISTRATION 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 9 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 50 
3RD READING CONCURRED 50 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 255 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


PROVIDE LICENSURE EXEMPTIONS FOR MILITARY FAMILY CHILD CARE 


PROVIDERS 


1/26 
1/27 
2/02 
2/14 
2/15 
2/21 
2/22 


3/13 
3/16 
3/16 
3/16 
3/20 
3/21 


3/22 
4/03 
4/05 
4/12 
4/13 
4/20 
4/20 


INTRODUCED 

REFERRED TO HUMAN SERVICES 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 21 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 99 
3RD READING PASSED 98 


TRANSMITTED TO SENATE 
REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
HEARING 


COMMITTEE EXEC ACTION — BILL CONCURRED 10 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 50 
38RD READING CONCURRED 49 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 189 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


505 


[C1291 DRAFTER: SANKEY KEIP 


506 


MONTANA HISTORY AND FINAL STATUS 2023 


HB 337 INTRODUCED BY K. ZOLNIKOV LC1454 DRAFTER: HENNEMAN 


REVISE MUNICIPAL ZONING LAWS TO PROHIBIT CERTAIN MINIMUM LOT SIZES 


1/26 
1/27 
1/31 
2/23 
3/10 


INTRODUCED 

REFERRED TO LOCAL GOVERNMENT 

HEARING 

TABLED IN COMMITTEE 10 2 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 338 INTRODUCED BY WINDY BOY LC0520 DRAFTER: MCCRACKEN 


REVISE LAWS RELATED TO INDIAN EDUCATION FOR ALL 


1/26 
1/27 
2/06 
2/15 
2/16 
2/21 
2/22 


3/18 
3/31 
4/05 
4/06 
4/12 
4/13 


4/21 
4/21 
4/24 
4/28 
4/28 
4/28 
5/01 
5/02 
5/02 
5/02 
5/03 
5/09 
5/11 
5/11 
5/12 
5/22 
5/22 


INTRODUCED 

REFERRED TO EDUCATION 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 13° «OO 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 80 19 
38RD READING PASSED 73° 24 


TRANSMITTED TO SENATE 
REFERRED TO EDUCATION AND CULTURAL RESOURCES 


HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 11 0 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 46 3 
3RD READING CONCURRED 47 3 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS NOT CONCURRED 75 25 
CONFERENCE COMMITTEE APPOINTED 
CONFERENCE COMMITTEE APPOINTED 
HEARING 
CONFERENCE COMMITTEE REPORT RECEIVED 
CONFERENCE COMMITTEE REPORT RECEIVED 
2ND READING CONFERENCE COMMITTEE REPORT ADOPTED78 22 
2ND READING CONFERENCE COMMITTEE REPORT ADOPTED48 2 
3RD READING CONFERENCE COMMITTEE REPORT ADOPTED44 6 
38RD READING CONFERENCE COMMITTEE REPORT ADOPTED69 25 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 718 

EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


HB 339 INTRODUCED BY LOGE LC0963 DRAFTER: CARROLL 


ESTABLISH LAWS FOR AUTONOMOUS VEHICLES 


1/26 
1/26 
1/27 


INTRODUCED 
FISCAL NOTE REQUESTED 
REFERRED TO TRANSPORTATION 


HOUSE BILLS 507 


2/01 FISCAL NOTE RECEIVED 
2/01 FISCAL NOTE SIGNED 
2/01 HEARING 
2/02 FISCAL NOTE PRINTED 

2/17 COMMITTEE EXEC ACTION — BILL PASSED ASAMENDED 15 0 
2/21 REVISED FISCAL NOTE REQUESTED 

2/21 COMMITTEE REPORT — BILL PASSED AS AMENDED 

2/24 REVISED FISCAL NOTE RECEIVED 

2/24 2ND READING PASSED 95 4 
2/24 REVISED FISCAL NOTE SIGNED 

2/27 REVISED FISCAL NOTE PRINTED 

2/27 3RD READING PASSED 98 1 


TRANSMITTED TO SENATE 
3/14 REFERRED TO LOCAL GOVERNMENT 
3/27 HEARING 


4/12 TABLED IN COMMITTEE 8 1 
4/13 REVISED FISCAL NOTE REQUESTED 

4/14 TAKEN FROM TABLE IN COMMITTEE 4 38 
4/14 COMMITTEE EXEC ACTION — CONCURRED AS AMD 6 3 
4/14 COMMITTEE REPORT — CONCURRED AS AMD 

4/17 2ND READING CONCUR MOTION FAILED 22 28 
4/17 2ND READING INDEFINITELY POSTPONED 44 6 


4/19 REVISED FISCAL NOTE RECEIVED 
4/21 REVISED FISCAL NOTE PRINTED 
DIED IN PROCESS 


HB 340 INTRODUCED BY GILLETTE LC1691 DRAFTER: ALLEN 
REQUIRE CHILD SUPPORT COOPERATION FOR FOOD STAMP ELIGIBILITY 


1/26 INTRODUCED 
1/27 REFERRED TO JUDICIARY 
1/30 FISCAL NOTE REQUESTED 
2/02 HEARING 
2/06 FISCAL NOTE RECEIVED 
2/07 TABLED IN COMMITTEE 19 O 
2/07 FISCAL NOTE PRINTED 
3/10 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 341 INTRODUCED BY KERNS LC0565 DRAFTER: WEISS 
REVISE “PAID FOR BY” ATTRIBUTION FOR POLITICAL ADVERTISING 


1/26 INTRODUCED 
1/27 REFERRED TO STATE ADMINISTRATION 
2/07 HEARING 
2/15 TABLED IN COMMITTEE 18 0 
3/10 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 342 INTRODUCED BY LOGE LC1065 DRAFTER: CARROLL 
ALLOW CERTAIN EMERGENCY AGENCIES COPIES OF REPORTS 
1/26 INTRODUCED 
1/27 REFERRED TO NATURAL RESOURCES 


1/30 HEARING 
1/30 COMMITTEE EXEC ACTION — BILL PASSED 15 0 


508 


1/31 
2/02 
2/03 


2/06 
3/13 
3/18 
3/14 
3/16 
3/17 


3/20 
3/28 
4/07 
4/12 
4/13 
4/20 
4/20 


HB 343 INTRODUCED BY BROCKMAN 


GENERALLY REVISE LIBRARY GEOSPATIAL AND NATURAL RESOURCE 


MONTANA HISTORY AND FINAL STATUS 2023 


COMMITTEE REPORT — BILL PASSED 
2ND READING PASSED 
38RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO NATURAL RESOURCES 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 190 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


INFORMATION LAWS 


1/26 
1/26 
1/27 
2/01 
2/01 
2/01 
2/02 
2/08 
2/09 
2/14 
2/15 


3/13 
3/17 
3/20 
3/21 
3/23 
3/24 


3/27 
4/05 
4/07 
4/12 
4/13 
4/18 
4/19 


INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO NATURAL RESOURCES 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

HEARING 

FISCAL NOTE PRINTED 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 
2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO NATURAL RESOURCES 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 110 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


99 
94 


LC3451 DRAFTER: SANKEY KEIP 


HB 344 INTRODUCED BY THANE 


HOUSE BILLS 


509 


LC3928 DRAFTER: SANKEY KEIP 


REQUIRE NEW SCHOOL BUSES TO BE EQUIPPED WITH LAP-SHOULDER BELTS 


1/26 
1/26 
1/26 
1/27 
1/30 
2/01 
2/01 
2/01 
2/01 
2/02 
2/06 
2/07 


2/15 
3/21 
3/23 


HB 345 INTRODUCED BY JI. HAMILTON 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO EDUCATION 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

COMMITTEE REPORT — BILL PASSED 
2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO HIGHWAYS AND TRANSPORTATION 
HEARING 

TABLED IN COMMITTEE 

DIED IN STANDING COMMITTEE 


EXCLUSION FROM FEDERAL TAXABLE INCOME FOR MEDICAL SAVINGS 


ACCOUNTS 


1/26 
1/26 
1/27 
2/02 
2/02 
2/03 
2/03 
2/03 
2/03 
2/03 
2/09 
2/09 
2/14 
2/14 
2/15 
2/15 
2/16 
2/17 


3/18 
4/07 
4/21 


HB 346 INTRODUCED BY WINDY BOY 


REVISE THE TRIBAL COMPUTER PROGRAMMING SCHOLARSHIP PROGRAM 


1/26 
1/26 
1/27 


INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO TAXATION 

HEARING 

FISCAL NOTE RECEIVED 

SPONSOR REBUTTAL TO FISCAL NOTE REQUESTED 
SPONSOR REBUTTAL TO FISCAL NOTE RECEIVED 
SPONSOR REBUTTAL TO FISCAL NOTE SIGNED 
SPONSOR REBUTTAL TO FISCAL NOTE PRINTED 
FISCAL NOTE PRINTED 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 
2ND READING PASSED 

REREFERRED TO APPROPRIATIONS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

38RD READING PASSED 


TRANSMITTED TO SENATE 
REFERRED TO TAXATION 
HEARING 

TABLED IN COMMITTEE 

DIED IN STANDING COMMITTEE 


FISCAL NOTE PROBABLE 
INTRODUCED 
REFERRED TO EDUCATION 


LC4309 DRAFTER: M. MOORE 


21 O 
97 2 
20 O 
96 1 

7 95 


LC4006 DRAFTER: MCCRACKEN 


510 


1/27 
2/03 
2/03 
2/03 
2/08 
2/15 
2/16 
3/10 
3/10 
38/15 
3/15 
3/16 
3/17 


3/18 
4/07 
4/12 
4/13 
4/18 
4/18 
4/18 


4/18 
4/19 


4/20 
4/26 
4/29 
5/04 
5/08 
5/18 
5/19 


HB 347 INTRODUCED BY WALSH 


DEFINE ADMINISTRATIVE DEFICIENCIES FOR CERTAIN MINING OPERATIONS 


1/26 
1/27 
1/30 
1/30 
1/31 
2/02 
2/03 


2/06 
3/13 
3/138 
3/16 
3/20 
3/21 


3/22 
4/03 


MONTANA HISTORY AND FINAL STATUS 2023 


FISCAL NOTE REQUESTED 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

REREFERRED TO APPROPRIATIONS 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

38RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO EDUCATION AND CULTURAL RESOURCES 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCUR MOTION FAILED 

2ND READING INDEFINITELY POSTPONED 
RECONSIDERED PREVIOUS ACTION; PLACED ON 2ND 
READING 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 606 
EFFECTIVE DATE: 5/18/2023 - ALL SECTIONS 


INTRODUCED 

REFERRED TO NATURAL RESOURCES 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO NATURAL RESOURCES 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 


15 


99 
96 


11 


49 
45 


LC0895 DRAFTER: KOLMAN 


4/05 
4/12 
4/13 
4/20 
4/20 


HOUSE BILLS 511 


SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 191 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HB 348 INTRODUCED BY WALSH [C1435 DRAFTER: POWER 


REVISE LAWS RELATED TO STATE GOVERNMENT EMPLOYEE DIRECTORIES 


1/26 
1/27 
2/06 
2/08 
2/08 
2/14 
2/15 


3/13 
4/05 
4/05 
4/06 
4/11 
4/12 


4/21 
4/24 
4/25 
4/28 
5/04 
5/04 
5/08 
5/18 
5/19 


INTRODUCED 

REFERRED TO STATE ADMINISTRATION 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED ASAMENDED 18 0 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 99 0 
3RD READING PASSED 100 0O 


TRANSMITTED TO SENATE 
REFERRED TO STATE ADMINISTRATION 


HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 9 1 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 49 1 
38RD READING CONCURRED 45 3 
RETURNED TO HOUSE WITH AMENDMENTS 

2ND READING SENATE AMDS CONCURRED 99 0 
3RD READING PASSED AS AMENDED BY SENATE 98 0 


SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 607 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


HB 349 INTRODUCED BY SHELDON-GALLOWAY [C1318 DRAFTER: ALLEN 


ESTABLISH OBSCENITY FILTER REQUIREMENTS FOR ELECTRONIC DEVICES 


1/26 
1/26 
1/27 
2/01 
2/06 
2/07 
2/09 
2/09 
2/09 
2/09 
2/15 
2/21 
2/27 
2/27 
2/28 


INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO ENERGY, TECHNOLOGY AND FEDERAL RELATIONS 
HEARING 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

SPONSOR REBUTTAL TO FISCAL NOTE REQUESTED 

SPONSOR REBUTTAL TO FISCAL NOTE RECEIVED 

SPONSOR REBUTTAL TO FISCAL NOTE SIGNED 

SPONSOR REBUTTAL TO FISCAL NOTE PRINTED 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 7 #6 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 59 40 
REREFERRED TO APPROPRIATIONS 

HEARING 


512 MONTANA HISTORY AND FINAL STATUS 2023 


2/28 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 13. S10 
2/28 COMMITTEE REPORT — BILL PASSED AS AMENDED 

3/01 REVISED FISCAL NOTE REQUESTED 

3/02 2ND READING PASSED 60 40 
3/03 38RD READING PASSED 61 37 


TRANSMITTED TO SENATE 

3/13 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 

3/15 REVISED FISCAL NOTE RECEIVED 

3/16 REVISED FISCAL NOTE PRINTED 

3/22 HEARING 

3/30 TABLED IN COMMITTEE 10 0 
DIED IN STANDING COMMITTEE 


HB 350 INTRODUCED BY F. SMITH LC2323 DRAFTER: GRAFF 
GENERALLY REVISE COUNTRY OF ORIGIN LABELING 


1/26 INTRODUCED 
1/27 REFERRED TO AGRICULTURE 
2/02 HEARING 
2/07 TABLED IN COMMITTEE 19 O 
3/10 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 351 INTRODUCED BY SEEKINS-CROWE [C1951 DRAFTER: E. SULLIVAN 
GENERALLY REVISE MARIJUANA LAWS 


1/26 INTRODUCED 

1/27 REFERRED TO BUSINESS AND LABOR 

2/08 HEARING 

2/27 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 12 7 
2/28 COMMITTEE REPORT — BILL PASSED AS AMENDED 

3/02 2ND READING PASSED 64 36 
3/03 3RD READING PASSED 63 35 


TRANSMITTED TO SENATE 

3/13 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 

3/20 HEARING 

3/21 TABLED IN COMMITTEE 10 0 
DIED IN STANDING COMMITTEE 


HB 352 INTRODUCED BY BARKER LC1351 DRAFTER: MCCRACKEN 


PROVIDE TARGETED INTERVENTIONS TO SUPPORT 3RD GRADE READING 
PROFICIENCY 


1/26 INTRODUCED 

1/26 FISCAL NOTE REQUESTED 

1/27 REFERRED TO EDUCATION 

1/30 HEARING 

2/07 FISCAL NOTE RECEIVED 

2/07 SPONSOR REBUTTAL TO FISCAL NOTE REQUESTED 
2/07 SPONSOR REBUTTAL TO FISCAL NOTE RECEIVED 
2/07 SPONSOR REBUTTAL TO FISCAL NOTE SIGNED 

2/07 FISCAL NOTE PRINTED 

2/07 SPONSOR REBUTTAL TO FISCAL NOTE PRINTED 
2/08 COMMITTEE EXEC ACTION — BILL PASSED 12 #1 
2/18 REVISED FISCAL NOTE REQUESTED 


2/15 
2/17 
2/17 
3/10 
3/10 
3/17 
3/24 
3/25 
3/29 
3/30 


3/31 
4/19 
4/19 
4/20 
4/20 
4/21 
4/25 
4/25 
4/26 
4/27 


4/28 
5/02 
5/04 
5/04 
5/08 
5/18 
5/19 


HB 353 INTRODUCED BY J. CARLSON 


HOUSE BILLS 


REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE PRINTED 

COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 74 
REREFERRED TO APPROPRIATIONS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 21 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 84 
3RD READING PASSED 77 


TRANSMITTED TO SENATE 

REFERRED TO EDUCATION AND CULTURAL RESOURCES 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 7 
COMMITTEE REPORT — BILL CONCURRED 

REREFERRED TO FINANCE AND CLAIMS 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 18 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 29 
38RD READING CONCURRED 27 


RETURNED TO HOUSE 

SENT TO ENROLLING 

RETURNED FROM ENROLLING 

SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 

TRANSMITTED TO GOVERNOR 

SIGNED BY GOVERNOR 

CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 608 
EFFECTIVE DATE: 7/01/2023 - SECTIONS 1-4 AND 8-10 
EFFECTIVE DATE: 7/01/2024 - SECTIONS 5-7 


REVISE BARBER AND COSMETOLOGY OCCUPATIONAL LICENSING LAWS 


1/27 
1/30 
2/07 
2/09 
2/09 
2/14 
2/15 


3/18 
3/16 
3/16 
3/16 
3/20 
3/21 


3/22 
4/03 
4/05 
4/12 


INTRODUCED 

REFERRED TO BUSINESS AND LABOR 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 19 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 99 
38RD READING PASSED 100 


TRANSMITTED TO SENATE 
REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
HEARING 


COMMITTEE EXEC ACTION — BILL CONCURRED 10 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 48 
3RD READING CONCURRED 49 


RETURNED TO HOUSE 

SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 


513 


26 


21 
23 


[C1153 DRAFTER: E. SULLIVAN 


514 


4/13 
4/20 
4/20 


MONTANA HISTORY AND FINAL STATUS 2023 


TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 192 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HB 354 INTRODUCED BY STAFMAN LC4079 DRAFTER: SANDRU 


REVISE EXEMPTION FROM PROHIBITION ON DISCRIMINATION BASED ON 
VACCINE STATUS 


1/27 
1/30 
2/03 
2/07 
3/10 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

TABLED IN COMMITTEE 19 O 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 355 INTRODUCED BY J. FITZPATRICK [C1232 DRAFTER: JOHNSON 


APPROPRIATE FUNDS FOR LOCAL GOVERNMENT INFRASTRUCTURE PROJECTS 


1/27 
1/27 
1/30 
2/02 
2/03 
2/06 
2/14 
2/15 
2/27 
2/27 
2/28 
2/28 
3/10 
3/11 


3/20 
3/24 
4/27 
4/27 
4/28 
4/28 


5/02 
5/02 
5/03 
5/11 
5/11 
6/12 
6/13 
6/13 
6/14 


INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO APPROPRIATIONS 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 18 5 
REVISED FISCAL NOTE REQUESTED 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE SIGNED 

REVISED FISCAL NOTE PRINTED 

COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 86 14 
3RD READING PASSED 77° (15 


TRANSMITTED TO SENATE 
REFERRED TO FINANCE AND CLAIMS 


HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 19 O 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 47 1 
38RD READING CONCURRED 48 1 
RETURNED TO HOUSE WITH AMENDMENTS 

2ND READING SENATE AMDS CONCURRED 95 5 
3RD READING PASSED AS AMENDED BY SENATE 87 69 


SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 771 
EFFECTIVE DATE: 6/14/2023 - ALL SECTIONS 


HB 356 INTRODUCED BY LER 


HOUSE BILLS 


ESTABLISH FIREARMS INDUSTRY NONDISCRIMINATION 


1/28 
1/30 
1/30 
2/06 
2/07 
2/07 
2/08 
2/09 
2/09 
2/15 
2/16 


3/18 
3/16 
3/17 
3/17 
3/20 
3/21 


3/22 
4/03 
4/05 
4/12 
4/13 
4/20 
4/20 


HB 357 INTRODUCED BY DOOLING 


INTRODUCED 

REFERRED TO JUDICIARY 

FISCAL NOTE REQUESTED 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 
2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 193 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


REVISE HOMEOWNERS’ ASSOCIATION RESTRICTIONS 


1/28 
1/28 
1/30 
2/01 
2/07 
2/07 
2/08 
2/08 
2/14 
3/10 


HB 358 INTRODUCED BY K. ZOLNIKOV 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO BUSINESS AND LABOR 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

TABLED IN COMMITTEE 


MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 


DIED IN STANDING COMMITTEE 


REVISE PROPERTY MANAGER LICENSE LAW 


1/28 
1/28 
1/30 
1/30 
2/02 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO BUSINESS AND LABOR 
FISCAL NOTE RECEIVED 


13 


67 


34 
33 


17 


515 


LC2266 DRAFTER: BURKHARDT 


33 
31 


16 
16 


LC3400 DRAFTER: CARROLL 


LC3541 DRAFTER: CARROLL 


516 


2/06 
2/06 
2/07 
2/14 
2/14 
2/17 
2/20 
2/21 


2/23 
2/27 
3/13 
3/21 
4/04 
4/05 
4/12 
4/13 


4/27 
4/28 
4/28 
5/02 
5/04 
5/04 
5/08 
5/18 
5/19 


HB 359 INTRODUCED BY MITCHELL 


MONTANA HISTORY AND FINAL STATUS 2023 


FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 

REVISED FISCAL NOTE REQUESTED 

3RD READING PASSED 


TRANSMITTED TO SENATE 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE PRINTED 

REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS CONCURRED 
3RD READING PASSED AS AMENDED BY SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 609 
EFFECTIVE DATE: 5/18/2023 - ALL SECTIONS 


PROHIBIT MINORS FROM ATTENDING DRAG SHOWS 


1/28 
1/30 
2/09 
2/15 
2/16 
2/23 
2/24 


3/20 
4/04 
4/13 
4/14 
4/17 
4/18 


4/24 
4/24 
4/25 
4/26 
4/26 
4/26 
5/01 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED AS AMD 

38RD READING CONCURRED 


RETURNED TO HOUSE WITH AMENDMENTS 

2ND READING SENATE AMDS NOT CONCURRED 
FC COMMITTEE APPOINTED 

FC COMMITTEE APPOINTED 

HEARING 

FC COMMITTEE REPORT RECEIVED 

FC COMMITTEE REPORT RECEIVED 

2ND READING FC COMMITTEE REPORT ADOPTED 


92 


90 


10 
41 
48 


99 
97 


13 


66 


49 


66 


nN 


[C1471 DRAFTER: KREZOWSKI 


33 
32 


5/02 
5/02 
5/02 
5/03 
5/09 
5/11 
5/11 
5/12 
5/22 
5/22 


HOUSE BILLS 517 


38RD READING FC COMMITTEE REPORT ADOPTED 63 33 
2ND READING FC COMMITTEE REPORT ADOPTED 30 20 
38RD READING FC COMMITTEE REPORT ADOPTED 29 21 


SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 719 
EFFECTIVE DATE: 5/22/2023 - ALL SECTIONS 


HB 360 INTRODUCED BY GALLOWAY LC1316 DRAFTER: HENNEMAN 


REVISE ELECTION OF COUNTY COMMISSIONERS 


1/28 
1/30 
2/09 
2/23 
2/24 
2/28 
3/01 


3/15 
4/07 
4/12 
4/13 
4/17 
4/18 


4/20 
4/23 
4/29 
5/04 
5/08 
5/18 
5/19 


INTRODUCED 

REFERRED TO LOCAL GOVERNMENT 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 9 7 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 64 36 
38RD READING PASSED 64 34 


TRANSMITTED TO SENATE 
REFERRED TO STATE ADMINISTRATION 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 7 3 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 33 17 
3RD READING CONCURRED 33 17 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 610 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HB 361 INTRODUCED BY LER LC2268 DRAFTER: SANKEY KEIP 


PROVIDE THAT USE OF A NAME AND SEX BY A STUDENT IS NOT 
DISCRIMINATION 


1/28 
1/30 
2/08 
2/09 
2/09 
2/15 
2/16 


3/13 
3/27 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 13 CO“6 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 66 34 
3RD READING PASSED 66 32 


TRANSMITTED TO SENATE 
REFERRED TO JUDICIARY 
HEARING 


518 


3/31 
3/31 
4/06 
4/07 


4/11 
4/14 
4/19 
4/20 
4/21 
4/25 
4/26 


HB 362 INTRODUCED BY BAUM 


MONTANA HISTORY AND FINAL STATUS 2023 


COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 256 
EFFECTIVE DATE: 4/25/2023 - ALL SECTIONS 


REVISE LAWS RELATED TO THE CRISIS INTERVENTION TEAM TRAINING 


PROGRAM 


1/28 
1/28 
1/30 
1/30 
2/03 
2/06 
2/07 
2/07 
2/07 
2/08 
2/10 
2/10 
2/14 
2/23 
2/24 
3/10 
3/11 


3/13 
3/15 
3/30 
4/05 
4/06 
4/11 
4/11 
4/14 
4/14 
4/21 
4/28 


5/02 
5/02 
5/03 
5/11 
5/11 
5/11 


FISCAL NOTE PROBABLE 
INTRODUCED 

REFERRED TO JUDICIARY 
FISCAL NOTE REQUESTED 
HEARING 
FISCAL NOTE RECEIVED 

COMMITTEE EXEC ACTION — BILL PASSED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

REREFERRED TO APPROPRIATIONS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
REREFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 

REREFERRED TO FINANCE AND CLAIMS 

HEARING 

TABLED IN COMMITTEE 

TAKEN FROM TABLE IN COMMITTEE 

3RD READING CONCURRED 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS CONCURRED 

38RD READING PASSED AS AMENDED BY SENATE 
SENT TO ENROLLING 

RETURNED FROM ENROLLING 

SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 


17 


70 


70 
74 


LC0097 DRAFTER: WEISS 


45 
24 


29 
22 


5/12 
5/22 
5/22 


HB 363 INTRODUCED BY CARTER 


HOUSE BILLS 


TRANSMITTED TO GOVERNOR 

SIGNED BY GOVERNOR 

CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 720 
EFFECTIVE DATE: 5/22/2023 - SECTIONS 1 AND 3-4 
EFFECTIVE DATE: 7/01/2023 - SECTION 2 


519 


LC3392 DRAFTER: COLES 


REVISE INDIVIDUAL INCOME TAXES TO PROVIDE FOR NEW UPPERMOST TAX 


RATE 


1/28 
1/28 
1/30 
1/30 
2/06 
2/06 
2/06 
2/08 
2/10 
4/06 


HB 364 INTRODUCED BY C. KNUDSEN 


FISCAL NOTE PROBABLE 
INTRODUCED 

REFERRED TO TAXATION 
FISCAL NOTE REQUESTED 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 
HEARING 

TABLED IN COMMITTEE 
MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


ALLOW FOR INDEPENDENT SUBDIVISION REVIEWS FOR PAST DUE 


APPLICATIONS 


1/28 
1/30 
2/06 
2/08 
2/22 
2/22 
2/23 
2/28 
3/01 


3/10 
3/15 
3/15 
3/16 
3/16 
3/16 
3/16 
3/17 
4/05 
4/12 
4/13 
4/13 
4/17 
AI17 
4/17 
A/I17 
4/17 
AI17 
4/17 


INTRODUCED 

REFERRED TO NATURAL RESOURCES 

HEARING 

TABLED IN COMMITTEE 

TAKEN FROM TABLE IN COMMITTEE 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO SENATE 

FISCAL NOTE REQUESTED 

REFERRED TO LOCAL GOVERNMENT 

FISCAL NOTE RECEIVED 

SPONSOR REBUTTAL TO FISCAL NOTE REQUESTED 
FISCAL NOTE PRINTED 

SPONSOR REBUTTAL TO FISCAL NOTE RECEIVED 
SPONSOR REBUTTAL TO FISCAL NOTE SIGNED 
SPONSOR REBUTTAL TO FISCAL NOTE PRINTED 
HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 
REVISED FISCAL NOTE REQUESTED 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

REREFERRED TO FINANCE AND CLAIMS 

HEARING 

REVISED FISCAL NOTE RECEIVED 


21 O 


LC0131 DRAFTER: HENNEMAN 


15 0 
10 5 
69 31 
68 30 

8 1 
18 #1 
43 7 


520 MONTANA HISTORY AND FINAL STATUS 2023 


4/17 REVISED FISCAL NOTE SIGNED 

4/17 COMMITTEE EXEC ACTION — BILL CONCURRED 18 #1 
4/17 COMMITTEE REPORT — BILL CONCURRED 

4/17 REVISED FISCAL NOTE PRINTED 


4/18 38RD READING CONCURRED 47 3 
RETURNED TO HOUSE WITH AMENDMENTS 

4/27 2ND READING SENATE AMDS CONCURRED 98 2 

4/28 3RD READING PASSED AS AMENDED BY SENATE 94 5 


4/28 SENT TO ENROLLING 
5/02 RETURNED FROM ENROLLING 
5/04 SIGNED BY SPEAKER 
5/04 SIGNED BY PRESIDENT 
5/08 TRANSMITTED TO GOVERNOR 
5/18 SIGNED BY GOVERNOR 
5/19 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 611 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HB 365 INTRODUCED BY KERNS LC4322 DRAFTER: HESS 
REVISE SUSPENDED DRIVER'S LICENSE LAWS 
1/28 INTRODUCED 


1/30 REFERRED TO TRANSPORTATION 
2/01 HEARING 


2/03 COMMITTEE EXEC ACTION — BILL PASSED 14. #1 
2/06 COMMITTEE REPORT — BILL PASSED 

2/10 2ND READING PASSED 92 7 
2/18 3RD READING PASSED 88 9 


TRANSMITTED TO SENATE 
3/13 REFERRED TO HIGHWAYS AND TRANSPORTATION 
3/28 HEARING 


4/04 COMMITTEE EXEC ACTION — CONCURRED AS AMD 12 0 

4/05 COMMITTEE REPORT — CONCURRED AS AMD 

4/07 2ND READING CONCURRED 50 =O 

4/11 38RD READING CONCURRED 43 7 
RETURNED TO HOUSE WITH AMENDMENTS 

4/19 2ND READING SENATE AMDS CONCURRED 93 7 

4/20 3RD READING PASSED AS AMENDED BY SENATE 91 7 


4/20 SENT TO ENROLLING 
4/26 RETURNED FROM ENROLLING 
4/29 SIGNED BY SPEAKER 
5/04 SIGNED BY PRESIDENT 
5/08 TRANSMITTED TO GOVERNOR 
5/18 SIGNED BY GOVERNOR 
5/19 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 612 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HB 366 INTRODUCED BY HAWK LC3932 DRAFTER: SANKEY KEIP 
INCREASE PENALTIES FOR PASSING SCHOOL BUSES 
1/28 FISCAL NOTE PROBABLE 
1/28 INTRODUCED 


1/30 REFERRED TO TRANSPORTATION 
1/30 FISCAL NOTE REQUESTED 


HOUSE BILLS 521 


2/01 HEARING 

2/03 COMMITTEE EXEC ACTION — BILL PASSED ASAMENDED 14 1 
2/07 FISCAL NOTE RECEIVED 

2/07 FISCAL NOTE SIGNED 

2/08 COMMITTEE REPORT — BILL PASSED AS AMENDED 

2/08 FISCAL NOTE PRINTED 

2/14 2ND READING PASSED 93 7 
2/15 3RD READING PASSED 90 10 


TRANSMITTED TO SENATE 
3/02 REFERRED TO LOCAL GOVERNMENT 
3/18 HEARING 


4/05 COMMITTEE EXEC ACTION — CONCURRED AS AMD 8 1 

4/06 COMMITTEE REPORT — CONCURRED AS AMD 

4/11 2ND READING CONCURRED 48 2 

4/12 38RD READING CONCURRED 46 2 
RETURNED TO HOUSE WITH AMENDMENTS 

4/19 2ND READING SENATE AMDS CONCURRED 97 3 

4/20 3RD READING PASSED AS AMENDED BY SENATE 93 5 


4/20 SENT TO ENROLLING 
4/26 RETURNED FROM ENROLLING 
4/29 SIGNED BY SPEAKER 
5/04 SIGNED BY PRESIDENT 
5/08 TRANSMITTED TO GOVERNOR 
5/18 SIGNED BY GOVERNOR 
5/19 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 613 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HB 367 INTRODUCED BY MERCER LC1425 DRAFTER: JOHNSON 


PROVIDING CLARIFICATION FOR USE OF FEDERAL FUNDS FOR DATA 
MODERNIZATION 


1/30 INTRODUCED 

1/30 REFERRED TO APPROPRIATIONS 

2/02 HEARING 

2/14 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 21: =O 
2/15 COMMITTEE REPORT — BILL PASSED AS AMENDED 

3/02 2ND READING PASSED 99 0 
3/03 38RD READING PASSED 96 1 


TRANSMITTED TO SENATE 
3/18 REFERRED TO FINANCE AND CLAIMS 
3/17 HEARING 


3/24 COMMITTEE EXEC ACTION — CONCURRED AS AMD 18 #1 

3/27 COMMITTEE REPORT — CONCURRED AS AMD 

3/29 2ND READING CONCURRED 47 3 

3/30 3RD READING CONCURRED 47 1 
RETURNED TO HOUSE WITH AMENDMENTS 

4/14 2ND READING SENATE AMDS CONCURRED 70 30 

4/17 38RD READING PASSED AS AMENDED BY SENATE 68 29 


4/17 SENT TO ENROLLING 

4/19 RETURNED FROM ENROLLING 
4/21 SIGNED BY SPEAKER 

4/26 SIGNED BY PRESIDENT 

4/27 TRANSMITTED TO GOVERNOR 
5/03 SIGNED BY GOVERNOR 


522 


5/04 


MONTANA HISTORY AND FINAL STATUS 2023 


CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 378 
EFFECTIVE DATE: 5/03/2023 - ALL SECTIONS 


HB 368 INTRODUCED BY FERN [C1110 DRAFTER: CARROLL 


REVISE SHARED USE PATH FUNDING 


1/31 
1/31 
1/31 
1/31 
2/06 
2/07 
2/07 
2/07 
2/10 
3/11 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO TAXATION 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

TABLED IN COMMITTEE 21 0 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 369 INTRODUCED BY MALONE LC1465 DRAFTER: HENNEMAN 


REQUIRE REFERENDUM TO ADOPT GROWTH POLICY 


1/31 
1/31 
2/09 
2/16 
3/11 


INTRODUCED 

REFERRED TO LOCAL GOVERNMENT 

HEARING 

TABLED IN COMMITTEE 16 0 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 370 INTRODUCED BY FERN [C1155 DRAFTER: M. MOORE 


REVISE RESORT TAX ELIGIBILITY AND ALLOW USE FOR WORKFORCE HOUSING 


1/31 
1/31 
2/07 
2/10 
3/11 


INTRODUCED 

REFERRED TO TAXATION 

HEARING 

TABLED IN COMMITTEE 21 0 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 371 INTRODUCED BY WALSH LC0815 DRAFTER: J. WALKER 


ALLOW STATE-CHARTERED BANKS TO OWN EMPLOYEE HOUSING 


1/31 
1/31 
2/07 
2/09 
2/09 
2/16 
2/17 


3/18 
3/24 
3/30 
38/31 
4/04 


INTRODUCED 

REFERRED TO BUSINESS AND LABOR 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 16 38 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 84 16 
38RD READING PASSED 81 16 


TRANSMITTED TO SENATE 

REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 10 O 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 386 14 


4/05 


4/06 
4/14 
4/19 
4/20 
4/21 
4/25 
4/26 


HOUSE BILLS 528 


38RD READING CONCURRED 34 16 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 257 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HB 372 INTRODUCED BY FIELDER LC3404 DRAFTER: KOLMAN 


ESTABLISH RIGHT TO HUNT IN CONSTITUTION 


1/31 
1/31 
3/14 
3/29 
3/29 
4/03 
4/04 


4/05 
4/13 
4/18 
4/18 
4/19 
4/20 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 13 SO“6 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 62 38 
3RD READING PASSED 64 34 


TRANSMITTED TO SENATE 
REFERRED TO FISH AND GAME 


HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 8 4 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 30 20 
38RD READING CONCURRED 26 21 


DIED IN PROCESS 


HB 373 INTRODUCED BY MARSHALL LC1477 DRAFTER: KREZOWSKI 


REVISE LAWS RELATING TO UNLAWFUL TRANSACTIONS WITH CHILDREN 


1/31 
2/01 
2/07 
2/21 
2/21 
2/23 
3/11 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 16-8 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING NOT PASSED 85 14 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN PROCESS 


HB 374 INTRODUCED BY HAWK LC1463 DRAFTER: CARROLL 


CREATE OFFENSE FOR FAILURE TO YIELD TO AN EMERGENCY VEHICLE 


1/31 
2/01 
2/01 
2/06 
2/07 
2/07 
2/08 
2/08 
2/09 


INTRODUCED 

REFERRED TO TRANSPORTATION 

FISCAL NOTE REQUESTED 

HEARING 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 15 0 
FISCAL NOTE PRINTED 

COMMITTEE REPORT — BILL PASSED AS AMENDED 


524 


2/16 
2/17 


3/13 
3/17 
3/31 
4/05 
4/06 
4/12 
4/13 


AI17 
4/18 
4/20 
4/20 
4/21 
4/25 
4/26 


HB 375 INTRODUCED BY J. FITZPATRICK 


MONTANA HISTORY AND FINAL STATUS 2023 


2ND READING PASSED 
3RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO JUDICIARY 

REREFERRED TO LOCAL GOVERNMENT 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 258 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


87 


49 


13 
15 


LC2207 DRAFTER: JOHNSON 


APPROPRIATE FUNDS TO PAVE ROAD PROVIDING ACCESS TO LOST CREEK STATE 


PARK 


1/31 
1/31 
2/01 
2/01 
2/06 
2/07 
2/08 
2/08 
2/20 
2/22 
3/10 
3/10 
3/11 


3/13 
3/15 
3/16 
3/16 
3/17 
3/21 
3/23 


HB 376 INTRODUCED BY GILLETTE 


FISCAL NOTE PROBABLE 
INTRODUCED 

REFERRED TO APPROPRIATIONS 
FISCAL NOTE REQUESTED 
HEARING 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 
REVISED FISCAL NOTE REQUESTED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO FISH AND GAME 
REVISED FISCAL NOTE RECEIVED 
REVISED FISCAL NOTE SIGNED 
REREFERRED TO FINANCE AND CLAIMS 
REVISED FISCAL NOTE PRINTED 
HEARING 

TABLED IN COMMITTEE 

DIED IN STANDING COMMITTEE 


ESTABLISH PATIENT BILL OF RIGHTS 


1/31 
2/02 
2/10 
2/18 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 


19 


52 


19 


14 


LC1340 DRAFTER: O°CONNELL 


2/18 
2/23 
2/24 


3/13 
3/22 
3/31 
4/05 
4/05 
4/06 
4/17 
4/18 


4/27 
4/28 
4/28 
5/02 
5/04 
5/04 
5/08 
5/18 
5/19 


HB 377 INTRODUCED BY REKSTEN 


HOUSE BILLS 


COMMITTEE REPORT — BILL PASSED AS AMENDED 
2ND READING PASSED 86 
38RD READING PASSED 78 


TRANSMITTED TO SENATE 

REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
REREFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
HEARING 


HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 6 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 35 
38RD READING CONCURRED 34 
RETURNED TO HOUSE WITH AMENDMENTS 

2ND READING SENATE AMDS CONCURRED 81 
3RD READING PASSED AS AMENDED BY SENATE 75 


SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 614 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


CREATE A 250TH COMMISSION FOR MONTANA 


1/31 
2/01 
2/01 
2/07 
2/08 
2/08 
2/08 
2/09 
2/09 
2/10 
2/14 
2/14 
2/15 
2/15 
2/21 
2/21 
2/21 
3/10 
3/11 


3/13 
3/20 
3/27 
3/28 
3/30 
3/30 
4/13 


INTRODUCED 

REFERRED TO STATE ADMINISTRATION 
FISCAL NOTE REQUESTED 

HEARING 
COMMITTEE EXEC ACTION — BILL PASSED 18 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

COMMITTEE REPORT — BILL PASSED 

REREFERRED TO APPROPRIATIONS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 21 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

REVISED FISCAL NOTE REQUESTED 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE SIGNED 

REVISED FISCAL NOTE PRINTED 

2ND READING PASSED 98 
3RD READING PASSED 88 


TRANSMITTED TO SENATE 
REFERRED TO EDUCATION AND CULTURAL RESOURCES 
HEARING 


COMMITTEE EXEC ACTION — BILL CONCURRED 11 
COMMITTEE REPORT — BILL CONCURRED 
2ND READING CONCURRED 40 


REREFERRED TO FINANCE AND CLAIMS 
HEARING 


525 


14 
18 


19 
24 


LC2234 DRAFTER: MCCRACKEN 


10 


526 


4/13 
4/14 
4/18 


4/20 
4/23 
4/29 
5/04 
5/08 
5/18 
5/19 


HB 378 INTRODUCED BY JI. HAMILTON 


MONTANA HISTORY AND FINAL STATUS 2023 


COMMITTEE EXEC ACTION — BILL CONCURRED 11 
COMMITTEE REPORT — BILL CONCURRED 


38RD READING CONCURRED 387 18 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 599 
EFFECTIVE DATE: 5/18/2023 - ALL SECTIONS 


GENERALLY REVISE LAWS ON CANDIDATE REPORTING AND DISCLOSURE 


1/04 
1/31 
2/01 
2/01 
2/07 
2/08 
2/09 
2/15 
2/15 
2/17 
2/21 
3/11 


HB 379 INTRODUCED BY WELCH 


FISCAL NOTE PROBABLE 

INTRODUCED 

REFERRED TO STATE ADMINISTRATION 

FISCAL NOTE REQUESTED 

HEARING 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

COMMITTEE EXEC ACTION — BILL PASSED 17 
COMMITTEE REPORT — BILL PASSED 


[C1278 DRAFTER: WEISS 


2ND READING PASSED 59 41 
3RD READING FAILED 32 65 


MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN PROCESS 


REVISE LAWS RELATED TO PHARMACY BENEFIT MANAGERS 


1/31 
2/01 
2/08 
2/14 
2/14 
2/17 
2/21 


3/18 
3/23 
3/30 
3/31 
4/04 
4/05 


4/06 
4/14 
4/19 
4/20 
4/21 
4/25 


INTRODUCED 

REFERRED TO BUSINESS AND LABOR 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED © 15 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 99 
38RD READING PASSED 93 


TRANSMITTED TO SENATE 
REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 10 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 47 
3RD READING CONCURRED 47 


RETURNED TO HOUSE 

SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 


LC1663 DRAFTER: O'CONNELL 


ize) 


4/26 


HB 380 INTRODUCED BY FRAZER 


HOUSE BILLS 


CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 259 
EFFECTIVE DATE: 4/25/2023 - ALL SECTIONS 


LC2331 DRAFTER: O’°CONNELL 


ESTABLISH A GRANT FUNDING PROGRAM TO SUPPORT HOMELESSNESS CARE 


PROVIDERS 


1/31 
1/31 
2/01 
2/01 
2/08 
2/08 
2/08 
2/08 
2/16 
2/17 
3/10 
3/10 
3/20 
3/27 
4/06 


HB 381 INTRODUCED BY BREWSTER 


FISCAL NOTE PROBABLE 
INTRODUCED 

REFERRED TO HUMAN SERVICES 
FISCAL NOTE REQUESTED 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

HEARING 
FISCAL NOTE PRINTED 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED AS AMENDED 

REREFERRED TO APPROPRIATIONS 

HEARING 

TABLED IN COMMITTEE 


14. «7 
57 43 
16 67 


MISSED DEADLINE FOR APPROPRIATION BILL TRANSMITTAL 


DIED IN STANDING COMMITTEE 


REVISE LAWS RELATED TO METHAMPHETAMINE CONTAMINATION 


2/01 
2/01 
2/01 
2/06 
2/07 
2/07 
2/07 
2/08 
2/09 
2/16 
2/16 
2/20 
2/20 
2/21 
2/24 
2/27 


3/02 
3/15 
3/16 
3/17 
3/30 
3/30 
4/06 
4/07 


INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO NATURAL RESOURCES 

HEARING 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

REREFERRED TO APPROPRIATIONS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 
2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED AS AMD 
REREFERRED TO FINANCE AND CLAIMS 
HEARING 

TABLED IN COMMITTEE 

DIED IN STANDING COMMITTEE 


LC1389 DRAFTER: KOLMAN 


15 0 
98 2 
22 1 
96 3 
98 1 
10 #1 
42 8 
16 3 


528 


HB 382 INTRODUCED BY OBLANDER 


REVISE EDUCATION LAWS RELATED TO CAREER AND TECHNOLOGY STUDENT 


MONTANA HISTORY AND FINAL STATUS 2023 


ORGANIZATIONS 


2/01 
2/01 
2/01 
2/06 
2/09 
2/18 
2/15 
2/20 
2/24 
2/24 
2/27 
2/27 
3/10 
3/10 
3/17 
3/27 
3/28 
3/29 
3/30 
3/31 
3/31 
3/31 
4/03 


4/04 
4/12 
4/14 
4/14 
4/18 
4/18 
4/19 
4/19 
4/19 
4/19 
4/20 
4/20 
4/21 
4/21 
4/24 


4/28 
5/01 
5/01 
5/03 
5/11 
5/11 
5/11 
5/19 
5/22 


INTRODUCED 

REFERRED TO EDUCATION 

FISCAL NOTE REQUESTED 

HEARING 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
REVISED FISCAL NOTE REQUESTED 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE SIGNED 

REVISED FISCAL NOTE PRINTED 

COMMITTEE REPORT — BILL PASSED AS AMENDED 
2ND READING PASSED AS AMENDED 

REREFERRED TO APPROPRIATIONS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 
REVISED FISCAL NOTE REQUESTED 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE SIGNED 

REVISED FISCAL NOTE PRINTED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO EDUCATION AND CULTURAL RESOURCES 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

REREFERRED TO FINANCE AND CLAIMS 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 
REVISED FISCAL NOTE REQUESTED 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE SIGNED 

REVISED FISCAL NOTE PRINTED 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS CONCURRED 
38RD READING PASSED AS AMENDED BY SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 706 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


13 


89 


18 


100 
97 


11 


36 


19 


43 
43 


99 
94 


[C0185 DRAFTER: MCCRACKEN 


11 


13 


HB 383 INTRODUCED BY FRANCE 


HOUSE BILLS 


ESTABLISH THE MONTANA HUNTERS AND ANGLERS COMMUNITY FUND 


2/01 
2/01 
2/03 
2/08 
2/08 
2/09 
2/09 
2/14 
2/15 
2/15 
2/21 
2/22 
2/22 
3/10 
3/10 
3/20 
3/21 
3/22 
3/22 
3/27 
3/27 
3/28 
3/29 


3/29 
3/29 
4/06 
4/13 


HB 384 INTRODUCED BY J. HINKLE 


INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO FISH, WILDLIFE AND PARKS 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 
REVISED FISCAL NOTE REQUESTED 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE SIGNED 

REVISED FISCAL NOTE PRINTED 

2ND READING PASSED 

REREFERRED TO APPROPRIATIONS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 
REVISED FISCAL NOTE REQUESTED 

2ND READING PASSED 

REVISED FISCAL NOTE RECEIVED 

3RD READING PASSED 

REVISED FISCAL NOTE SIGNED 


TRANSMITTED TO SENATE 
REFERRED TO FISH AND GAME 
REVISED FISCAL NOTE PRINTED 
HEARING 

TABLED IN COMMITTEE 

DIED IN STANDING COMMITTEE 


13 


71 


12 


65 


62 


529 


LC1469 DRAFTER: HENNEMAN 


29 


11 


35 


37 


LC1888 DRAFTER: WEISS 


ALLOW HARD COPY CAMPAIGN FINANCE REPORTS IN CERTAIN CIRCUMSTANCES 


1/23 
2/01 
2/01 
2/03 
2/07 
2/09 
2/09 
2/09 
2/21 
2/22 
2/27 
2/28 


3/18 
3/29 
3/29 
3/31 
4/04 
4/05 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO STATE ADMINISTRATION 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

HEARING 
FISCAL NOTE PRINTED 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO STATE ADMINISTRATION 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

3RD READING CONCURRED 


18 


98 


50 
50 


530 


4/06 
4/14 
4/19 
4/20 
4/21 
4/25 
4/26 


HB 385 INTRODUCED BY J. CARLSON 


MONTANA HISTORY AND FINAL STATUS 2023 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 260 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


REQUIRE EVIDENCE DISCOVERY IN CPS CASES 


2/02 
2/02 
2/02 
2/03 
2/09 
2/09 
2/15 
2/20 
2/21 
2/24 
2/27 


3/02 
3/15 
3/24 
3/27 
4/04 
4/05 


4/18 
4/19 
4/20 
4/23 
4/29 
5/04 
5/08 
5/18 
5/19 


HB 386 INTRODUCED BY HOWELL 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO JUDICIARY 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 
2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS CONCURRED 
38RD READING PASSED AS AMENDED BY SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 615 
EFFECTIVE DATE: 5/18/2023 - ALL SECTIONS 


ESTABLISH REQUIREMENT FOR PAID SICK DAYS 


2/02 
2/03 
2/09 
2/14 
3/11 


INTRODUCED 

REFERRED TO BUSINESS AND LABOR 

HEARING 

TABLED IN COMMITTEE 

MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


99 
97 


83 
89 


13 


LC1140 DRAFTER: SANDRU 


[C2329 DRAFTER: E. SULLIVAN 


HB 387 INTRODUCED BY J. CARLSON 


HOUSE BILLS 


GENERALLY REVISE CONSTITUENT ACCOUNTS 


2/02 
2/03 
2/09 
2/21 
2/27 
2/27 
2/27 
3/01 
3/02 


3/14 
4/03 
4/03 
4/03 
4/04 
4/05 


4/06 
4/14 
4/19 
4/20 
4/21 
4/25 
4/26 


HB 388 INTRODUCED BY KASSMIER 


INTRODUCED 

REFERRED TO STATE ADMINISTRATION 

HEARING 

TABLED IN COMMITTEE 18 
TAKEN FROM TABLE IN COMMITTEE 

COMMITTEE EXEC ACTION — BILL PASSED 18 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 92 
38RD READING PASSED 89 


TRANSMITTED TO SENATE 
REFERRED TO STATE ADMINISTRATION 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 10 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 50 
3RD READING CONCURRED 50 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 261 
EFFECTIVE DATE: 4/25/2023 - ALL SECTIONS 


INCREASE PENALTY FOR UNINSPECTED LIVESTOCK 


2/02 
2/03 
2/16 
2/21 
2/22 
2/24 
2/27 


3/14 
3/16 
3/28 
3/29 
3/31 
4/03 


4/04 
4/06 
4/07 
4/12 
4/13 
4/20 


INTRODUCED 

REFERRED TO AGRICULTURE 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 17 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 96 
38RD READING PASSED 96 


TRANSMITTED TO SENATE 
REFERRED TO AGRICULTURE, LIVESTOCK AND IRRIGATION 
HEARING 


COMMITTEE EXEC ACTION — BILL CONCURRED 11 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 50 
3RD READING CONCURRED 47 


RETURNED TO HOUSE 

SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 


531 


LC1466 DRAFTER: EVERTS 


LC0178 DRAFTER: MOHR 
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4/20 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 194 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HB 389 INTRODUCED BY THANE LC3930 DRAFTER: O’CONNELL 
CREATE A MINI-COBRA LAW FOR SMALL EMPLOYER HEALTH INSURANCE PLANS 


2/02 INTRODUCED 
2/03 REFERRED TO BUSINESS AND LABOR 
2/09 HEARING 
2/16 TABLED IN COMMITTEE 13 6 
3/11 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 390 INTRODUCED BY ESSMANN LC2302 DRAFTER: M. MOORE 
PROVIDE FOR HOMESTEAD EXEMPTION FOR PRIMARY RESIDENCES 


2/02 INTRODUCED 

2/02 FISCAL NOTE REQUESTED 
2/03 REFERRED TO TAXATION 
2/08 FISCAL NOTE RECEIVED 
2/09 FISCAL NOTE SIGNED 

2/09 FISCAL NOTE PRINTED 
2/09 HEARING 


3/20 COMMITTEE EXEC ACTION — BILL PASSED 14. 7 
3/20 COMMITTEE REPORT — BILL PASSED 
3/28 2ND READING PASSED 67 32 


3/28 REREFERRED TO APPROPRIATIONS 
3/29 HEARING 
3/29 TABLED IN COMMITTEE 20 38 
4/06 MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 391 INTRODUCED BY ESSMANN LC2300 DRAFTER: M. MOORE 
REQUIRE LOCAL USER FEE ON CERTAIN EXEMPT PROPERTY 


2/02 INTRODUCED 
2/03 REFERRED TO TAXATION 
2/06 FISCAL NOTE REQUESTED 
2/08 HEARING 
2/14 FISCAL NOTE RECEIVED 
2/14 FISCAL NOTE SIGNED 
2/14 FISCAL NOTE PRINTED 
2/17 TABLED IN COMMITTEE 21 0 
4/06 MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 392 INTRODUCED BY ETCHART LC2287 DRAFTER: E. SULLIVAN 
GENERALLY REVISE MIDWIFERY LAWS 


2/02 INTRODUCED 

2/03 REFERRED TO HUMAN SERVICES 

2/09 HEARING 

2/14 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED _21'—s—OO0 
2/15 COMMITTEE REPORT — BILL PASSED AS AMENDED 

2/21 2ND READING PASSED 99 0 


2/22 


3/18 
3/20 
3/24 
3/27 
3/30 
3/31 


4/03 
4/13 
4/19 
4/20 
4/21 
4/25 
4/26 


HB 393 INTRODUCED BY VINTON 


HOUSE BILLS 


38RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 262 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


50 
49 


ESTABLISH THE STUDENTS WITH SPECIAL NEEDS EQUAL OPPORTUNITY ACT 


2/02 
2/02 
2/03 
2/10 
2/14 
2/15 
2/15 
2/17 
2/17 
2/17 
2/22 
2/23 
3/10 
3/10 
3/28 
3/29 
3/30 
3/31 


4/03 
4/17 
4/19 
4/20 
4/20 
4/24 
4/25 
4/25 
4/26 
4/27 


4/28 
5/02 
5/04 


INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO EDUCATION 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

HEARING 

REVISED FISCAL NOTE REQUESTED 
REVISED FISCAL NOTE RECEIVED 
REVISED FISCAL NOTE SIGNED 

REVISED FISCAL NOTE PRINTED 
COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

REREFERRED TO APPROPRIATIONS 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

3RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO EDUCATION AND CULTURAL RESOURCES 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 
REREFERRED TO FINANCE AND CLAIMS 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO HOUSE 

SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 


15 


66 


26 
28 


533 


LC1685 DRAFTER: MCCRACKEN 


36 


32 


24 
22 


534 


5/04 
5/08 
5/18 
5/19 


MONTANA HISTORY AND FINAL STATUS 2023 


SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 616 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


HB 394 INTRODUCED BY WINDY BOY LC0150 DRAFTER: MCCRACKEN 
REQUIRE EXAMINATION OF CREATION OF STATE-TRIBAL EDUCATION ACCORD 
SCHOOLS 

2/02 INTRODUCED 
2/03 FISCAL NOTE REQUESTED 
2/06 REFERRED TO ENERGY, TECHNOLOGY AND FEDERAL RELATIONS 
2/10 FISCAL NOTE RECEIVED 
2/18 FISCAL NOTE SIGNED 
2/18 FISCAL NOTE PRINTED 
2/13 HEARING 
2/20 COMMITTEE EXEC ACTION — BILL PASSED 13 0 
2/21 COMMITTEE REPORT — BILL PASSED 
2/23 2ND READING PASSED 99 1 
2/24 38RD READING PASSED 98 0 
TRANSMITTED TO SENATE 
3/20 REFERRED TO EDUCATION AND CULTURAL RESOURCES 
4/07 HEARING 
4/12 COMMITTEE EXEC ACTION — BILL CONCURRED 7 ~=#«4 
4/13 COMMITTEE REPORT — BILL CONCURRED 
4/17 2ND READING CONCUR MOTION FAILED 16 34 
4/17 2ND READING INDEFINITELY POSTPONED 46 4 
DIED IN PROCESS 
HB 395 INTRODUCED BY WINDY BOY LC1240 DRAFTER: MCCRACKEN 


IMPROVE SCHOOL DISTRICT CONSULTATION WITH AMERICAN INDIAN TRIBES 


2/02 
2/06 
2/18 
2/20 
3/11 


INTRODUCED 

REFERRED TO ENERGY, TECHNOLOGY AND FEDERAL RELATIONS 
HEARING 

TABLED IN COMMITTEE 7 #6 


MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 396 INTRODUCED BY HASTINGS LC0290 DRAFTER: MCCRACKEN 


REQUIRE SCHOOL TRUSTEES TO ADMIT RESIDENT CHILDREN ON A PART-TIME 


BASIS 


2/02 
2/03 
2/06 
2/08 
2/10 
2/18 
2/14 
2/15 
2/17 
2/17 
2/17 


INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO EDUCATION 
HEARING 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

REVISED FISCAL NOTE REQUESTED 
REVISED FISCAL NOTE RECEIVED 
REVISED FISCAL NOTE SIGNED 
COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 13 =O 


2/17 
2/21 
2/24 
2/24 
2/27 
2/27 
2/27 
2/28 


3/13 
4/05 
4/05 
4/06 
4/12 
4/12 
4/14 
4/14 
4/14 
4/18 


4/20 
4/23 
4/29 
5/04 
5/08 
5/18 
5/19 


HB 397 INTRODUCED BY MERCER 


HOUSE BILLS 


REVISED FISCAL NOTE PRINTED 

COMMITTEE REPORT — BILL PASSED AS AMENDED 
2ND READING PASSED 

REREFERRED TO APPROPRIATIONS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

3RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO EDUCATION AND CULTURAL RESOURCES 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

REREFERRED TO FINANCE AND CLAIMS 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

38RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 617 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


ALLOW DOJ TO SHARE SSNS WITH DOR IN CERTAIN SITUATIONS 


2/02 
2/06 
2/07 
2/14 
2/14 
2/14 
2/15 
2/16 
2/16 
2/21 
2/22 


3/13 
3/16 
3/17 
3/17 
3/22 
3/23 
5/01 


5/01 


INTRODUCED 

REFERRED TO JUDICIARY 

FISCAL NOTE REQUESTED 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 
2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

38RD READING FAILED 

RECONSIDERED PREVIOUS ACTION; REMAINS IN 3RD 
READING PROCESS 

3RD READING CONCURRED 


99 


18 


99 


11 


47 


19 


49 


18 


96 


535 


[C1180 DRAFTER: CARROLL 


18 
27 


536 


5/03 
5/04 
5/11 
5/11 
5/11 
5/19 
5/22 


HB 398 INTRODUCED BY MERCER 


MONTANA HISTORY AND FINAL STATUS 2023 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 627 
EFFECTIVE DATE: 5/19/2023 - ALL SECTIONS 


DEFINE RECIDIVISM FOR EXECUTIVE BRANCH AND JUDICIAL BRANCH 


REPORTING 


1/28 
2/02 
2/03 
2/06 
2/18 
2/15 
2/15 
2/15 
2/16 
2/21 
2/21 
2/22 
2/23 
2/24 
2/27 


3/14 
4/03 
4/05 
4/06 
4/14 
4/14 
4/14 
4/14 


HB 399 INTRODUCED BY MERCER 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

REREFERRED TO APPROPRIATIONS 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

3RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

REREFERRED TO FINANCE AND CLAIMS 
HEARING 

TABLED IN COMMITTEE 

DIED IN STANDING COMMITTEE 


15 


32 


REVISE CERTAIN REPORTING REQUIREMENTS RELATED TO CHILD SEXUAL 


ABUSE 


2/02 
2/06 
2/14 
2/20 
2/21 
2/24 
2/27 


3/02 
3/15 
3/21 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 


Ad. 


[C1172 DRAFTER: WEISS 


17 


18 


10 


[C1181 DRAFTER: WEISS 


3/21 
3/23 
3/24 


3/30 
3/31 
3/31 
4/06 
4/07 
4/12 
4/13 
4/20 
4/20 


HB 400 INTRODUCED BY MERCER 


REQUIRE AGENCY REPORTS TO LEGISLATURE TO BE IN WRITING 


2/02 
2/02 
2/03 
2/06 
2/08 
2/08 
2/09 
2/10 
2/15 
2/15 
2/17 
2/21 


3/18 
3/24 
3/24 
3/27 
4/05 
4/06 


4/11 
4/14 
4/20 
4/20 
4/21 
5/16 


HB 401 INTRODUCED BY FERN 


HOUSE BILLS 


COMMITTEE REPORT — CONCURRED AS AMD 
2ND READING CONCURRED 
38RD READING CONCURRED 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS CONCURRED 
3RD READING PASSED AS AMENDED BY SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 195 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO STATE ADMINISTRATION 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 
2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO STATE ADMINISTRATION 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 496 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


REVISE TRASH TIE DOWN LAWS 


2/02 
2/06 
2/10 
2/17 


INTRODUCED 
REFERRED TO TRANSPORTATION 
HEARING 


COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 


49 1 
48 2 
100 0 
96 0 


[C1182 DRAFTER: KOLMAN 


18 0 
100 O 
96 1 
10 O 
48 2 
48 1 


LC3504 DRAFTER: HESS 


ll 4 


538 


2/21 
2/24 
2/27 


3/02 
3/14 
3/16 
3/17 
3/22 
3/23 


3/24 
4/03 
4/05 
4/12 
4/13 
4/20 
4/20 


HB 402 INTRODUCED BY BEDEY 


MONTANA HISTORY AND FINAL STATUS 2023 


COMMITTEE REPORT — BILL PASSED AS AMENDED 


2ND READING PASSED 
38RD READING PASSED 


TRANSMITTED TO SENATE 


REFERRED TO HIGHWAYS AND TRANSPORTATION 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 196 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


REVISE ELECTOR REGISTRATION LAWS 


2/02 
2/02 
2/03 
2/06 
2/10 
2/17 
2/17 
2/20 
2/21 
2/22 
2/24 
2/27 


2/28 
3/01 


3/15 
4/07 
4/14 
4/14 
4/17 
AI17 
4/17 
A/I17 
4/18 
4/18 


4/24 
4/24 
4/25 
4/28 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO STATE ADMINISTRATION 
HEARING 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING NOT PASSED 


RECONSIDERED PREVIOUS ACTION; PLACED ON 2ND 


READING 
2ND READING PASSED 
38RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO STATE ADMINISTRATION 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED AS AMD 
REREFERRED TO FINANCE AND CLAIMS 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

3RD READING CONCURRED 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS NOT CONCURRED 
CONFERENCE COMMITTEE APPOINTED 
CONFERENCE COMMITTEE APPOINTED 
HEARING 


76 


40 
43 


40 


81 


24 


[C1414 DRAFTER: CARROLL 


49 
48 


19 


4/28 
4/28 
5/01 
5/01 


5/02 


HB 403 INTRODUCED BY BEDEY 


HOUSE BILLS 


CONFERENCE COMMITTEE REPORT RECEIVED 
CONFERENCE COMMITTEE REPORT RECEIVED 
2ND READING CONFERENCE COMMITTEE REPORT 
ADOPTED 

38RD READING CONFERENCE COMMITTEE REPORT 
REJECTED 

2ND READING CONFERENCE COMMITTEE REPORT 
REJECTED 

DIED IN PROCESS 


539 


34 16 


24 25 


33 66 


LC1410 DRAFTER: MCCRACKEN 


GENERALLY REVISE LAWS CONCERNING FEES FOR TEACHER AND SPECIALIST 


CERTIFICATES 


2/02 
2/06 
2/18 
2/21 
2/22 
2/27 
2/27 
2/28 
2/28 
3/13 
3/18 
3/17 
3/20 
3/21 
3/22 


3/24 
4/05 
4/12 
4/13 
4/18 
4/18 
4/19 
4/19 
4/26 
4/26 
4/27 
4/28 


5/02 
5/02 
5/03 
5/11 
5/11 
5/11 
5/12 
5/22 
5/23 


INTRODUCED 

REFERRED TO EDUCATION 

HEARING 

FISCAL NOTE REQUESTED 

COMMITTEE EXEC ACTION — BILL PASSED 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

REREFERRED TO APPROPRIATIONS 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

38RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO EDUCATION AND CULTURAL RESOURCES 
HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 

REREFERRED TO FINANCE AND CLAIMS 

HEARING 

TABLED IN COMMITTEE 

TAKEN FROM TABLE IN COMMITTEE 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

3RD READING CONCURRED 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS CONCURRED 
38RD READING PASSED AS AMENDED BY SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 721 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


70 28 


21 O 


65 25 


70 29 
70 26 
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HB 404 INTRODUCED BY FALK LC4352 DRAFTER: WEISS 


REVISE DUI FIRST TIME OFFENSE LAWS 


2/02 
2/02 
2/03 
2/06 
2/10 
2/18 
2/18 
2/18 
2/17 
3/11 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO JUDICIARY 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

TABLED IN COMMITTEE 19 O 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 405 INTRODUCED BY SHELDON-GALLOWAY LC3742 DRAFTER: BURKHARDT 


CONSTITUTIONAL AMENDMENT RELATED TO GRAND JURIES 


2/02 
2/06 
3/13 
3/29 
4/06 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

TABLED IN COMMITTEE 16 3 
MISSED DEADLINE FOR REFERENDUM PROPOSAL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 406 INTRODUCED BY ANDERSON LC1260 DRAFTER: MOHR 


CLARIFY REGULATIONS FOR PONDS 


2/03 
2/07 
2/138 
2/17 
3/11 


INTRODUCED 

REFERRED TO NATURAL RESOURCES 

HEARING 

TABLED IN COMMITTEE 15 0 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 407 INTRODUCED BY FERN [C1109 DRAFTER: M. MOORE 


PROVIDE FOR AFFORDABLE HOUSING ABATEMENTS 


2/03 
2/03 
2/07 
2/10 
2/18 
2/14 
2/14 
2/21 
2/21 
2/23 
2/27 
2/28 
3/01 
3/18 
3/14 


3/15 
3/15 


INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO TAXATION 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 15 6 
COMMITTEE REPORT — BILL PASSED AS AMENDED 
REVISED FISCAL NOTE REQUESTED 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE SIGNED 

REVISED FISCAL NOTE PRINTED 


2ND READING NOT PASSED 49 49 
RECONSIDERED PREVIOUS ACTION; PLACED ON 2ND 

READING 51 49 
2ND READING PASSED 52 48 


REREFERRED TO APPROPRIATIONS 


3/21 
3/27 
4/06 


HB 408 INTRODUCED BY VINTON 


HOUSE BILLS 


HEARING 

TABLED IN COMMITTEE 

MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


541 


LC2921 DRAFTER: M. MOORE 


REVISE STUDENT SCHOLARSHIP ORGANIZATION AND INNOVATIVE EDUCATION 


TAX CREDITS 


2/03 
2/03 
2/03 
2/09 
2/09 
2/09 
2/09 
2/10 
2/10 
2/16 
2/16 
2/20 
2/23 
2/24 
3/13 
3/14 


3/15 
3/29 
4/03 
4/04 
4/07 
4/07 
4/12 
4/12 
4/12 
4/13 


4/19 
4/20 
4/20 
4/26 
4/29 
5/04 
5/08 
5/18 
5/19 


HB 409 INTRODUCED BY A. REGIER 


INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO TAXATION 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 

REREFERRED TO APPROPRIATIONS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO EDUCATION AND CULTURAL RESOURCES 
HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 

REREFERRED TO FINANCE AND CLAIMS 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

3RD READING CONCURRED 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS CONCURRED 
38RD READING PASSED AS AMENDED BY SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 558 
EFFECTIVE DATE: 5/18/2023 - ALL SECTIONS 


ADOPT ADVANCED PRACTICE NURSE COMPACT 


2/03 
2/03 
2/03 
2/07 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO HUMAN SERVICES 


14 


69 


69 
67 


31 
31 


LC0919 DRAFTER: KREZOWSKI 


542 


2/08 
2/09 
2/09 
2/14 
2/16 
2/17 
2/22 
2/23 


3/13 
3/23 
4/04 


MONTANA HISTORY AND FINAL STATUS 2023 


FISCAL NOTE RECEIVED 
FISCAL NOTE SIGNED 
FISCAL NOTE PRINTED 


HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 13 8 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 65 34 
3RD READING PASSED 67 32 


TRANSMITTED TO SENATE 

REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
HEARING 

TABLED IN COMMITTEE 10 0 
DIED IN STANDING COMMITTEE 


HB 410 INTRODUCED BY LER LC2272 DRAFTER: WEISS 


ESTABLISH A TIME LIMIT FOR SERVICE OF PROCESS 


2/03 
2/07 
2/14 
2/15 
2/16 
2/22 
2/23 


3/13 
3/22 
3/28 
3/29 
4/06 
4/07 


4/11 
AI17 
4/20 
4/20 
4/21 
4/25 
4/26 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 13 6 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 68 32 
3RD READING PASSED 68 31 


TRANSMITTED TO SENATE 
REFERRED TO JUDICIARY 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 7 ~#«4 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 34 16 
38RD READING CONCURRED 34 16 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 263 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HB 411 INTRODUCED BY GILLETTE LC1974 DRAFTER: E. SULLIVAN 


REVISE LAWS RELATING TO DENTISTRY 


2/03 
2/07 
2/18 
2/16 
3/11 


INTRODUCED 

REFERRED TO HUMAN SERVICES 

HEARING 

TABLED IN COMMITTEE 17. 4 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HOUSE BILLS 543 


HB 412 INTRODUCED BY BEDEY [C1411 DRAFTER: COLES 


GENERALLY REVISE CODE OF ETHICS FOR PUBLIC OFFICIALS AND 
GOVERNMENT EMPLOYEES 


2/03 INTRODUCED 
2/07 REFERRED TO STATE ADMINISTRATION 
2/14 HEARING 


2/15 COMMITTEE EXEC ACTION — BILL PASSED 11 7 
2/15 COMMITTEE REPORT — BILL PASSED 

2/22 2ND READING PASSED 79 21 
2/23 3RD READING PASSED 69 30 


TRANSMITTED TO SENATE 
3/13 REFERRED TO LEGISLATIVE ADMINISTRATION 
4/06 HEARING 


4/13 TAKEN FROM COMMITTEE; PLACED ON 2ND READING 31 19 

4/17 2ND READING CONCURRED AS AMD 31 19 

4/18 3RD READING CONCURRED 31 19 
RETURNED TO HOUSE WITH AMENDMENTS 

4/27 2ND READING SENATE AMDS CONCURRED 68 32 

4/28 38RD READING PASSED AS AMENDED BY SENATE 66 32 


4/28 SENT TO ENROLLING 
5/02 RETURNED FROM ENROLLING 
5/04 SIGNED BY SPEAKER 
5/04 SIGNED BY PRESIDENT 
5/08 TRANSMITTED TO GOVERNOR 
5/18 SIGNED BY GOVERNOR 
5/19 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 559 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HB 413 INTRODUCED BY STAFMAN LC4078 DRAFTER: PALLISTER 


REPEAL LAWS ON PREEMPTION OF LOCAL GOVERNMENT ON AUXILIARY 
CONTAINERS 


2/03 INTRODUCED 
2/07 REFERRED TO LOCAL GOVERNMENT 
2/14 HEARING 
2/16 TABLED IN COMMITTEE 11 65 
3/11 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 414 INTRODUCED BY STAFMAN LC3529 DRAFTER: HESS 
ALLOW LOCAL GOVERNMENTS TO USE RED LIGHT CAMERAS 
2/03 INTRODUCED 
2/07 REFERRED TO JUDICIARY 
2/14 HEARING 
2/15 TABLED IN COMMITTEE 19 O 
3/11 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 
HB 415 INTRODUCED BY FERN LC1958 DRAFTER: MOHR 


REQUIRE SEPTIC SYSTEM DISCLOSURE 


544 


2/03 
2/03 
2/06 
2/07 
2/14 
2/14 
2/14 
2/15 
3/11 


MONTANA HISTORY AND FINAL STATUS 2023 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO JUDICIARY 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

HEARING 

TABLED IN COMMITTEE 19 O 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 416 INTRODUCED BY JI. HAMILTON LC1279 DRAFTER: M. MOORE 


PROVIDE INCOME TAX CREDIT FOR RENTING DWELLING BELOW MARKET RATE 


2/03 
2/06 
2/07 
2/14 
2/14 
2/14 
2/14 
2/22 
4/06 


INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO TAXATION 

FISCAL NOTE RECEIVED 

HEARING 

FISCAL NOTE PRINTED 

SPONSOR REBUTTAL TO FISCAL NOTE REQUESTED 

TABLED IN COMMITTEE 14. «7 
MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 417 INTRODUCED BY COHENOUR [C1205 DRAFTER: KREZOWSKI 


REQUIRE CONSENT FOR SENSITIVE HEALTH EXAMS 


2/03 
2/07 
2/15 
2/16 
2/16 
2/22 
2/23 


3/13 
3/20 
3/24 
3/27 
3/29 
3/30 


3/31 
4/06 
4/07 
4/12 
4/13 
4/20 
4/20 


INTRODUCED 

REFERRED TO BUSINESS AND LABOR 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 14° 5 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 87 138 
3RD READING PASSED 78 21 


TRANSMITTED TO SENATE 
REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
HEARING 


COMMITTEE EXEC ACTION — BILL CONCURRED 9 O 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 50 0 
38RD READING CONCURRED 48 0 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 197 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HB 418 INTRODUCED BY FITZGERALD LC2477 DRAFTER: MOHR 


REVISE LIMITATIONS ON IRRIGABLE ACREAGE 


2/03 
2/07 
2/18 
2/17 
2/21 
2/24 
2/27 


3/14 
3/16 
3/28 
3/29 
3/31 
4/03 


4/04 
4/06 
4/07 
4/12 
4/13 
4/20 
4/20 


HB 419 INTRODUCED BY J. HINKLE 


HOUSE BILLS 


INTRODUCED 

REFERRED TO NATURAL RESOURCES 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED © 15 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 98 
38RD READING PASSED 99 


TRANSMITTED TO SENATE 
REFERRED TO AGRICULTURE, LIVESTOCK AND IRRIGATION 
HEARING 


COMMITTEE EXEC ACTION — BILL CONCURRED 11 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 50 
3RD READING CONCURRED 49 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 198 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


545 


LC1896 DRAFTER: HENNEMAN 


ALLOW BONDING FOR INJUNCTIONS THAT PREVENT HUNTING OR HARVESTING 


OF GAME 


2/03 
2/07 
2/16 
2/17 
2/17 
2/22 
2/23 


3/20 
3/24 
4/04 
4/06 
4/07 
4/17 
4/18 


4/20 
4/23 
4/29 
5/04 
5/08 
5/17 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 18 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 69 
3RD READING PASSED 65 


TRANSMITTED TO SENATE 
REFERRED TO NATURAL RESOURCES 
REREFERRED TO FISH AND GAME 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 8 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 82 
3RD READING CONCURRED 33 
RETURNED TO HOUSE 


SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
VETOED BY GOVERNOR 


31 
33 


18 
17 


546 


MONTANA HISTORY AND FINAL STATUS 2023 


HB 420 INTRODUCED BY M. HOPKINS LC3106 DRAFTER: E. SULLIVAN 


GENERALLY REVISE MARIJUANA LAWS 


2/03 
2/03 
2/06 
2/07 
2/14 
2/14 
2/14 
2/15 
2/21 
4/06 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO TAXATION 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

TABLED IN COMMITTEE 21 0 
MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 421 INTRODUCED BY KARLEN LC3939 DRAFTER: O°CONNELL 


REVISE LAWS RELATED TO REPORTING FINANCIAL ABUSE OF ELDERLY AND 
DISABLED PERSONS 


2/04 
2/07 
2/14 
2/16 
3/11 


INTRODUCED 

REFERRED TO HUMAN SERVICES 

HEARING 

TABLED IN COMMITTEE 12. 9 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 422 INTRODUCED BY FALK LC4270 DRAFTER: SANKEY KEIP 


REVISE CHILD TO STAFF CHILD CARE RATIOS 


2/04 
2/07 
2/10 
2/14 
2/15 
2/22 
2/23 


3/18 
3/20 
3/29 
3/30 
4/13 
4/14 


AI17 
4/18 
4/21 
4/26 
4/27 
5/03 
5/04 


INTRODUCED 

REFERRED TO HUMAN SERVICES 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 14 7 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 70 30 
38RD READING PASSED 69 30 


TRANSMITTED TO SENATE 
REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
HEARING 


COMMITTEE EXEC ACTION — BILL CONCURRED 6 38 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 34 16 
3RD READING CONCURRED 34 16 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 379 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HB 423 INTRODUCED BY A. REGIER 


HOUSE BILLS 


REVISE LAWS RELATED TO COMPENSATION FOR WRONGFULLY CONVICTED 


INDIVIDUALS 


1/23 
2/06 
2/06 
2/07 
2/14 
2/14 
2/14 
3/14 
3/17 
3/17 
3/28 
3/30 


3/31 
4/06 
4/07 
4/11 
4/14 
4/14 


4/19 
4/20 
4/20 
4/21 
4/21 
4/26 
4/26 
5/01 
5/02 


5/02 


5/03 
5/12 
6/05 
6/09 


HB 424 INTRODUCED BY JONES 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO JUDICIARY 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 
2ND READING PASSED AS AMENDED 

3RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO HOUSE WITH AMENDMENTS 

2ND READING SENATE AMDS CONCURRED 

38RD READING PASSED AS AMENDED BY SENATE 

SENT TO ENROLLING 

RETURNED FROM ENROLLING 

SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 

TRANSMITTED TO GOVERNOR 

RETURNED WITH GOVERNOR’S PROPOSED AMENDMENTS 
2ND READING GOVERNOR’S PROPOSED AMENDMENTS 
ADOPTED 

3RD READING GOVERNOR’S PROPOSED AMENDMENTS 
ADOPTED 

TRANSMITTED TO GOVERNOR 

VETOED BY GOVERNOR 

VETO OVERRIDE VOTE MAIL POLL IN PROGRESS 
VETO OVERRIDE FAILED IN LEGISLATURE 


19 


96 


87 


GENERALLY REVISE SUSTAINABILITY OF STATE FINANCE AND PROVIDE FOR 


TRANSFERS 


2/06 
2/06 
2/06 
2/07 
2/10 
2/18 
2/18 
2/14 
3/27 
3/28 
3/31 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO APPROPRIATIONS 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

HEARING 
FISCAL NOTE PRINTED 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 


16 


99 


547 


LC0867 DRAFTER: WEISS 


28 


[C0112 DRAFTER: JOHNSON 


548 


3/31 
4/03 


4/04 
4/06 
4/07 
4/11 
4/18 
4/21 
4/25 
4/26 
4/27 
4/27 
4/27 


4/30 
5/02 
5/02 
5/03 
5/11 
5/11 
5/11 
5/12 
5/22 
5/22 


HB 425 INTRODUCED BY KERR-CARPENTER 


MONTANA HISTORY AND FINAL STATUS 2023 


REVISED FISCAL NOTE REQUESTED 
38RD READING PASSED 


TRANSMITTED TO SENATE 
REFERRED TO FINANCE AND CLAIMS 
REVISED FISCAL NOTE RECEIVED 
REVISED FISCAL NOTE SIGNED 
REVISED FISCAL NOTE PRINTED 
HEARING 
COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED AS AMD 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE SIGNED 

3RD READING CONCURRED 


RETURNED TO HOUSE WITH AMENDMENTS 
REVISED FISCAL NOTE PRINTED 
2ND READING SENATE AMDS CONCURRED 
38RD READING PASSED AS AMENDED BY SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 722 
EFFECTIVE DATE: 5/22/2023 - ALL SECTIONS 


97 


82 
87 


GENERALLY REVISING LAWS REL. TO RESTITUTION PAYMENTS UNDER THE 
YOUTH COURT ACT 


2/06 
2/08 
2/15 
2/16 
2/16 
2/22 
2/24 


3/13 
3/23 
3/28 
3/29 
3/31 
4/03 


4/04 
4/06 
4/07 
4/12 
4/13 
4/20 
4/20 


INTRODUCED 
REFERRED TO JUDICIARY 
HEARING 


COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 


COMMITTEE REPORT — BILL PASSED AS AMENDED 
2ND READING PASSED AS AMENDED 
38RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 199 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


50 
49 


[C1288 DRAFTER: WEISS 


HB 426 INTRODUCED BY YAKAWICH 


HOUSE BILLS 


549 


LC3738 DRAFTER: ALLEN 


REVISING LAWS RELATING TO INMATES APPROACHING PAROLE ELIGIBILITY OR 


DISCHARGE 


2/06 
2/08 
2/09 
2/16 
2/17 
2/20 
2/20 
2/21 
2/21 
2/24 
2/24 
2/27 
2/27 
2/27 
2/28 


3/10 
3/18 
3/14 
3/14 
3/14 
3/16 
3/17 
3/17 
3/22 
3/22 
3/28 
3/28 
3/29 
3/30 


3/31 
4/06 
4/07 
4/12 
4/13 
4/20 
4/20 


HB 427 INTRODUCED BY KERNS 


INTRODUCED 

REFERRED TO JUDICIARY 
FISCAL NOTE REQUESTED 
HEARING 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED __ 19 
COMMITTEE REPORT — BILL PASSED AS AMENDED 


2ND READING PASSED 100 
REREFERRED TO APPROPRIATIONS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 18 
COMMITTEE REPORT — BILL PASSED 

3RD READING PASSED 99 


TRANSMITTED TO SENATE 
REVISED FISCAL NOTE REQUESTED 
REFERRED TO JUDICIARY 

REVISED FISCAL NOTE RECEIVED 
REVISED FISCAL NOTE SIGNED 
REVISED FISCAL NOTE PRINTED 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 11 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 50 
REREFERRED TO FINANCE AND CLAIMS 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 19 
COMMITTEE REPORT — BILL CONCURRED 

38RD READING CONCURRED 48 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 200 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


REVISE MILITARY AFFAIRS LAWS REGARDING WORKER’S COMPENSATION 


2/06 
2/06 
2/07 
2/08 
2/14 
2/14 
2/14 
2/21 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO STATE ADMINISTRATION 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 18 


LC1684 DRAFTER: CARROLL 


550 


2/22 
2/27 
2/28 


3/18 
3/24 
3/30 
3/31 
4/04 
4/05 


4/06 
4/14 
4/19 
4/20 
4/21 
4/25 
4/26 


MONTANA HISTORY AND FINAL STATUS 2023 


COMMITTEE REPORT — BILL PASSED AS AMENDED 
2ND READING PASSED 97 0 
38RD READING PASSED 96 2 


TRANSMITTED TO SENATE 
REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 10 O 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 45 5 
3RD READING CONCURRED 42 8 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 264 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HB 428 INTRODUCED BY YAKAWICH LC1371 DRAFTER: HENNEMAN 


GENERALLY REVISE MOBILE HOME PARK LAWS 


2/06 
2/08 
2/18 
2/15 
3/11 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

TABLED IN COMMITTEE 19 O 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 429 INTRODUCED BY NIKOLAKAKOS LC2313 DRAFTER: HENNEMAN 


REQUIRE NOTIFICATION OF MOBILE HOME PARK SALE WITH A RIGHT TO 


PURCHASE 


2/06 
2/06 
2/07 
2/08 
2/18 
2/14 
2/14 
2/14 
2/15 
3/11 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO JUDICIARY 
HEARING 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

TABLED IN COMMITTEE 19 0 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 430 INTRODUCED BY GILLETTE [C1341 DRAFTER: M. MOORE 


ESTABLISH A RENT LOCAL PROGRAM FUNDED WITH TAX ON SHORT-TERM 


RENTALS 


2/06 
2/06 
2/07 
2/08 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO TAXATION 


2/15 
2/16 
2/17 
3/28 
3/29 
3/29 
3/29 
3/30 
3/31 
4/06 


HOUSE BILLS 551 


FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 19 2 
REVISED FISCAL NOTE REQUESTED 

COMMITTEE REPORT — BILL PASSED AS AMENDED 

REREFERRED TO APPROPRIATIONS 

HEARING 

TABLED IN COMMITTEE 22 0 
MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 431 INTRODUCED BY STAFMAN LC1577 DRAFTER: GRAFF 


GENERALLY REVISE LAWS RELATED TO CARBON EMISSIONS 


2/06 
2/06 
2/08 
2/15 
2/17 
3/11 


FISCAL NOTE PROBABLE 

INTRODUCED 

REFERRED TO NATURAL RESOURCES 

HEARING 

TABLED IN COMMITTEE 15 0 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 432 INTRODUCED BY BISHOP LC0602 DRAFTER: SANDRU 


GENERALLY REVISE ABORTION LAWS 


2/06 
2/08 
2/14 
2/20 
3/11 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

TABLED IN COMMITTEE 13 6 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 433 INTRODUCED BY WELCH LC3555 DRAFTER: MOHR 


CLARIFY USE OF CERTAIN REFRIGERANTS 


2/06 
2/08 
2/14 
2/16 
2/16 
2/22 
2/23 


3/18 
3/24 
4/12 
4/13 
4/17 
4/18 


4/20 
4/23 
4/29 
5/04 


INTRODUCED 

REFERRED TO BUSINESS AND LABOR 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 19 O 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 99 1 
38RD READING PASSED 97 2 


TRANSMITTED TO SENATE 
REFERRED TO LOCAL GOVERNMENT 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 8 1 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 49 1 
3RD READING CONCURRED 49 1 


RETURNED TO HOUSE 

SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 


552 MONTANA HISTORY AND FINAL STATUS 2023 


5/08 TRANSMITTED TO GOVERNOR 
5/18 SIGNED BY GOVERNOR 
5/22 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 560 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HB 434 INTRODUCED BY BUTTREY LC4308 DRAFTER: J. WALKER 
REVISE GAMBLING LAWS RELATED TO SPORTS WAGERING 


2/06 FISCAL NOTE PROBABLE 
2/06 INTRODUCED 
2/07 FISCAL NOTE REQUESTED 
2/08 REFERRED TO BUSINESS AND LABOR 
2/16 HEARING 
2/21 FISCAL NOTE RECEIVED 
2/22 FISCAL NOTE PRINTED 
2/24 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 16-8 
2/24 COMMITTEE REPORT — BILL PASSED AS AMENDED 
2/28 2ND READING NOT PASSED 48 52 
3/11 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN PROCESS 


HB 435 INTRODUCED BY J. FITZPATRICK LC1236 DRAFTER: MOHR 
REVISE WATER RIGHT LAWS RELATED TO EXEMPT WELLS 


2/07 INTRODUCED 

2/08 REFERRED TO NATURAL RESOURCES 

2/138 HEARING 

2/17 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 12 3 
2/21 COMMITTEE REPORT — BILL PASSED AS AMENDED 

2/24 2ND READING PASSED 100 O 
2/27 38RD READING PASSED 98 1 


TRANSMITTED TO SENATE 
3/15 REFERRED TO LOCAL GOVERNMENT 
3/29 HEARING 
4/05 HEARING 


4/12 COMMITTEE EXEC ACTION — BILL CONCURRED 9 O 
4/13 COMMITTEE REPORT — BILL CONCURRED 

4/17 2ND READING CONCURRED 50 =O 
4/18 38RD READING CONCURRED 50 «(OO 


RETURNED TO HOUSE 

4/20 SENT TO ENROLLING 
4/23 RETURNED FROM ENROLLING 
4/29 SIGNED BY SPEAKER 
5/04 SIGNED BY PRESIDENT 
5/08 TRANSMITTED TO GOVERNOR 
5/18 SIGNED BY GOVERNOR 
5/19 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 561 

EFFECTIVE DATE: 5/18/2023 - ALL SECTIONS 


HB 436 INTRODUCED BY SHELDON-GALLOWAY LC0882 DRAFTER: BURKHARDT 
REVISE LAWS REGARDING THE SUBSTITUTION OF JUDGES 


2/07 INTRODUCED 


HB 437 INTRODUCED BY K. ZOLNIKOV 


HOUSE BILLS 


REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED _ 12 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 66 
3RD READING PASSED 65 


TRANSMITTED TO SENATE 
REFERRED TO JUDICIARY 


HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD it 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCUR MOTION FAILED 15 
2ND READING INDEFINITELY POSTPONED 41 


DIED IN PROCESS 


REVISE DRUG LAWS 


2/07 
2/09 
2/15 
2/16 
2/16 
2/22 
2/23 


4/14 
AI17 
4/17 
A/I17 
4/17 
4/18 


4/24 
4/24 
4/25 
4/28 
4/28 
4/28 
5/01 


5/01 


5/02 


5/02 


5/03 
5/11 
5/11 
5/11 
5/12 
5/22 
5/22 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 19 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 100 
38RD READING PASSED 98 


TRANSMITTED TO SENATE 
REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 


HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 10 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 40 
38RD READING CONCURRED 44 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS NOT CONCURRED 100 
CONFERENCE COMMITTEE APPOINTED 
CONFERENCE COMMITTEE APPOINTED 
HEARING 
CONFERENCE COMMITTEE REPORT RECEIVED 
CONFERENCE COMMITTEE REPORT RECEIVED 
2ND READING CONFERENCE COMMITTEE REPORT 
ADOPTED 39 
3RD READING CONFERENCE COMMITTEE REPORT 
ADOPTED 46 
2ND READING CONFERENCE COMMITTEE REPORT 
ADOPTED 99 
38RD READING CONFERENCE COMMITTEE REPORT 
ADOPTED 96 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 723 

EFFECTIVE DATE: 5/22/2023 - ALL SECTIONS 


aa 
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34 
33 


LC1826 DRAFTER: O°?CONNELL 
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HB 438 INTRODUCED BY LOGE LC1061 DRAFTER: HENNEMAN 
REVISE PUBLIC ACCESS AGREEMENT LAWS 


2/07 INTRODUCED 

2/07 FISCAL NOTE REQUESTED 

2/09 REFERRED TO NATURAL RESOURCES 
2/15 FISCAL NOTE RECEIVED 

2/15 FISCAL NOTE SIGNED 

2/15 FISCAL NOTE PRINTED 

2/17 HEARING 


2/17 COMMITTEE EXEC ACTION — BILL PASSED 15 0 
2/21 COMMITTEE REPORT — BILL PASSED 

2/23 2ND READING PASSED 100 0 
2/24 38RD READING PASSED 97 0 


TRANSMITTED TO SENATE 
3/18 REFERRED TO FISH AND GAME 
3/23 HEARING 


4/04 COMMITTEE EXEC ACTION — BILL CONCURRED 12 0 
4/05 COMMITTEE REPORT — BILL CONCURRED 

4/11 2ND READING CONCURRED 50 0 
4/12 3RD READING CONCURRED 48 0 


RETURNED TO HOUSE 

4/13 SENT TO ENROLLING 
4/17 RETURNED FROM ENROLLING 
4/20 SIGNED BY SPEAKER 
4/20 SIGNED BY PRESIDENT 
4/21 TRANSMITTED TO GOVERNOR 
4/25 SIGNED BY GOVERNOR 
4/26 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 265 

EFFECTIVE DATE: 4/25/2023 - ALL SECTIONS 


HB 439 INTRODUCED BY LOGE LC0992 DRAFTER: CARROLL 


CREATE A GVW FEE FOR ELECTRIC VEHICLES AND HYBRIDS BEING 
PERMANENTLY REGISTERED 


2/07 INTRODUCED 

2/07 FISCAL NOTE REQUESTED 

2/09 REFERRED TO TRANSPORTATION 
2/15 FISCAL NOTE RECEIVED 

2/15 FISCAL NOTE SIGNED 

2/15 FISCAL NOTE PRINTED 

2/15 HEARING 
2/17 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 15 0 
2/21 REVISED FISCAL NOTE REQUESTED 

2/21 COMMITTEE REPORT — BILL PASSED AS AMENDED 

2/23 REVISED FISCAL NOTE RECEIVED 

2/23 REVISED FISCAL NOTE SIGNED 

2/23 REVISED FISCAL NOTE PRINTED 

2/24 2ND READING PASSED 97 2 
2/27 3RD READING PASSED 96 3 


TRANSMITTED TO SENATE 
3/15 REFERRED TO HIGHWAYS AND TRANSPORTATION 
3/28 HEARING 


4/04 
4/05 
4/06 
4/11 
4/12 
4/12 
4/12 
4/13 


4/19 
4/20 
4/20 
4/26 
4/29 
5/04 
5/08 
5/18 
5/19 


HB 440 INTRODUCED BY GUNDERSON 


HOUSE BILLS 


COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 
REVISED FISCAL NOTE REQUESTED 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE SIGNED 

REVISED FISCAL NOTE PRINTED 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS CONCURRED 
38RD READING PASSED AS AMENDED BY SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 562 
EFFECTIVE DATE: 1/01/2024 - ALL SECTIONS 


REVISE CAMPSITE RESERVATION SYSTEM LAWS 


2/07 
2/07 
2/07 
2/09 
2/14 
2/14 
2/14 
2/16 
2/17 
2/23 
2/27 


3/14 
4/04 
4/04 
4/05 
4/11 
4/12 


4/19 
4/20 
4/20 
4/24 
4/26 
4/27 
4/27 
5/03 
5/04 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO FISH, WILDLIFE AND PARKS 

FISCAL NOTE RECEIVED 

HEARING 

FISCAL NOTE PRINTED 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 
2ND READING PASSED AS AMENDED 

38RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO FISH AND GAME 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS CONCURRED 
38RD READING PASSED AS AMENDED BY SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 380 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


33 
28 


95 
91 


19 


100 
99 


12 
50 
48 


99 
96 
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16 
22 


LC3240 DRAFTER: HENNEMAN 


596 
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HB 441 INTRODUCED BY STAFMAN LC1570 DRAFTER: MCCRACKEN 
IMPLEMENT REPORT CARDS FOR NONPUBLIC SCHOOLS RECEIVING TAX CREDIT 
SCHOLARSHIPS 

2/07 INTRODUCED 


2/07 
2/09 
2/15 
2/16 
2/16 
2/21 
3/11 


FISCAL NOTE REQUESTED 

REFERRED TO TAXATION 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

HEARING 

TABLED IN COMMITTEE 21 0 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 442 INTRODUCED BY STAFMAN LC1572 DRAFTER: MCCRACKEN 


REQUIRE TESTING FOR NONPUBLIC SCHOOLS RECEIVING TAX CREDIT 
SCHOLARSHIPS 


2/07 
2/09 
2/16 
2/21 
3/11 


INTRODUCED 

REFERRED TO TAXATION 

HEARING 

TABLED IN COMMITTEE 21 0 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 443 INTRODUCED BY SEEKINS-CROWE LC2544 DRAFTER: CARROLL 


REVISE DISCRIMINATION LAW REGARDING REALTORS AND OTHER 
PROFESSIONALS 


2/07 
2/09 
2/16 
2/17 
2/17 
2/23 
2/24 


3/13 
3/21 
4/06 
4/07 
4/11 
4/12 


4/18 
4/19 
4/20 
4/24 
4/26 
4/27 
4/27 
5/03 
5/04 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 13 6 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 67 32 
3RD READING PASSED 68 29 


TRANSMITTED TO SENATE 
REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 


HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 7 38 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 34 16 
38RD READING CONCURRED 32 16 
RETURNED TO HOUSE WITH AMENDMENTS 

2ND READING SENATE AMDS CONCURRED 71 29 
3RD READING PASSED AS AMENDED BY SENATE 69 29 


SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 381 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HOUSE BILLS 557 


HB 444 INTRODUCED BY SEEKINS-CROWE [C1955 DRAFTER: WEISS 
REVISING LAWS RELATED TO THE PRETRIAL PROGRAM 


2/01 FISCAL NOTE PROBABLE 

2/07 INTRODUCED 

2/07 FISCAL NOTE REQUESTED 

2/09 REFERRED TO JUDICIARY 

2/15 FISCAL NOTE RECEIVED 

2/16 FISCAL NOTE PRINTED 

2/16 BILL WITHDRAWN PER HOUSE RULE H30-50(8)(B) 

3/11 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 445 INTRODUCED BY ROMANO LC3487 DRAFTER: MCCRACKEN 
ESTABLISH MENTORING PROGRAM FOR NEW TEACHERS 


2/08 INTRODUCED 

2/08 FISCAL NOTE REQUESTED 
2/09 REFERRED TO EDUCATION 
2/18 HEARING 

2/15 FISCAL NOTE RECEIVED 
2/15 FISCAL NOTE SIGNED 

2/15 FISCAL NOTE PRINTED 


3/18 COMMITTEE EXEC ACTION — BILL PASSED 13 0 
3/14 COMMITTEE REPORT — BILL PASSED 
3/16 2ND READING PASSED 53 47 


3/16 REREFERRED TO APPROPRIATIONS 

3/21 HEARING 

3/28 TABLED IN COMMITTEE 16 «7 

4/06 MISSED DEADLINE FOR APPROPRIATION BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 446 INTRODUCED BY K. SULLIVAN LC3205 DRAFTER: E. SULLIVAN 


REVISE LAWS RELATED TO PRIVACY IN HEALTH DIGITAL SERVICES AND 
APPLICATIONS 


2/08 INTRODUCED 
2/09 REFERRED TO HUMAN SERVICES 
2/15 HEARING 


2/21 COMMITTEE EXEC ACTION — BILL PASSED 21 0 
2/22 COMMITTEE REPORT — BILL PASSED 

2/24 2ND READING PASSED 99 0 
2/27 3RD READING PASSED 99 0 


TRANSMITTED TO SENATE 
3/02 REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
3/15 HEARING 
3/29 COMMITTEE EXEC ACTION — CONCURRED AS AMD 9 O 
3/30 COMMITTEE REPORT — CONCURRED AS AMD 
3/30 FISCAL NOTE REQUESTED 
4/06 FISCAL NOTE RECEIVED 
4/06 FISCAL NOTE SIGNED 
4/07 FISCAL NOTE PRINTED 
4/11 2ND READING CONCURRED 47 3 
4/12 38RD READING CONCURRED 47 1 


558 


4/24 
4/24 
4/25 
4/28 
5/01 
5/02 


5/02 


HB 447 INTRODUCED BY THANE 


MONTANA HISTORY AND FINAL STATUS 2023 


RETURNED TO HOUSE WITH AMENDMENTS 

2ND READING SENATE AMDS NOT CONCURRED 92 
CONFERENCE COMMITTEE APPOINTED 

CONFERENCE COMMITTEE APPOINTED 

HEARING 

CONFERENCE COMMITTEE REPORT RECEIVED 

2ND READING CONFERENCE COMMITTEE REPORT 


ADOPTED 99 
38RD READING CONFERENCE COMMITTEE REPORT 
ADOPTED 96 


DIED IN PROCESS 


PROVIDE FOR EXCEPTIONS TO IMPOSITION OF INCOME TAX ON CERTAIN 
NONRESIDENTS 


2/08 
2/08 
2/08 
2/09 
2/15 
2/16 
2/16 
2/16 
2/23 
2/24 
3/11 
3/13 


3/13 
3/17 
3/27 
3/28 
3/31 
4/04 
4/04 
4/05 
4/11 
4/12 


4/21 
4/24 
4/25 
4/28 
5/04 
5/04 
5/08 
5/18 
5/19 


HB 448 INTRODUCED BY BERGSTROM 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO TAXATION 
FISCAL NOTE RECEIVED 
FISCAL NOTE SIGNED 


HEARING 

FISCAL NOTE PRINTED 

COMMITTEE EXEC ACTION — BILL PASSED 21 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 99 
3RD READING PASSED 91 


TRANSMITTED TO SENATE 

REFERRED TO TAXATION 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 11 
COMMITTEE REPORT — CONCURRED AS AMD 

REVISED FISCAL NOTE REQUESTED 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE SIGNED 

REVISED FISCAL NOTE PRINTED 


2ND READING CONCURRED 44 
38RD READING CONCURRED 43 
RETURNED TO HOUSE WITH AMENDMENTS 

2ND READING SENATE AMDS CONCURRED 100 
3RD READING PASSED AS AMENDED BY SENATE 97 


SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 563 
EFFECTIVE DATE: 1/01/2024 - ALL SECTIONS 


REVISE LAWS RELATED TO RIGHT TO WORK 


2/08 


INTRODUCED 


[C1932 DRAFTER: COLES 


LC3268 DRAFTER: J. WALKER 


2/08 
2/09 
2/15 
2/15 
2/15 
2/17 
2/22 
3/11 


HB 449 INTRODUCED BY BUCKLEY 


HOUSE BILLS 


FISCAL NOTE REQUESTED 

REFERRED TO BUSINESS AND LABOR 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

TABLED IN COMMITTEE 

MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


12 


PROVIDE FOR CERTIFIED PEDIATRIC COMPLEX CARE ASSISTANT SERVICES 


2/08 
2/08 
2/09 
2/16 
2/16 
2/17 
2/17 
2/21 
2/22 
3/11 
3/11 
3/20 
3/21 
3/22 
3/22 
3/28 
3/28 
3/29 
3/29 
3/29 


3/30 
3/30 
4/07 
4/13 
4/13 
4/18 
4/18 
4/18 
4/19 
4/19 
4/19 


4/28 
5/01 
5/01 
5/03 
5/11 
5/11 
5/11 
5/19 
5/22 


INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO HUMAN SERVICES 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

REREFERRED TO APPROPRIATIONS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 
REVISED FISCAL NOTE REQUESTED 

2ND READING PASSED 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE SIGNED 

REVISED FISCAL NOTE PRINTED 

38RD READING PASSED 


TRANSMITTED TO SENATE 
REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 


21 


99 


15 


77 


74 


REREFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED AS AMD 
REREFERRED TO FINANCE AND CLAIMS 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

3RD READING CONCURRED 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS CONCURRED 
38RD READING PASSED AS AMENDED BY SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 628 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


10 


36 


18 


40 


87 
81 
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LC2455 DRAFTER: O°?CONNELL 


23 


20 


14 


13 
14 
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HB 450 INTRODUCED BY J. HINKLE LC1886 DRAFTER: SANKEY KEIP 
PROTECT PHYSICAL SELF-DEFENSE IN K-12 SCHOOLS 


2/08 INTRODUCED 

2/09 REFERRED TO EDUCATION 

2/15 HEARING 

2/22 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 7 #6 
2/23 COMMITTEE REPORT — BILL PASSED AS AMENDED 

2/28 2ND READING PASSED 70 30 
3/01 38RD READING PASSED 69 27 


TRANSMITTED TO SENATE 
3/02 REFERRED TO EDUCATION AND CULTURAL RESOURCES 
3/10 REREFERRED TO JUDICIARY 
3/15 HEARING 


3/16 COMMITTEE EXEC ACTION — BILL CONCURRED 7 ~=4 

3/17 COMMITTEE REPORT — BILL CONCURRED 

3/28 2ND READING CONCURRED AS AMD 31 19 

3/30 38RD READING CONCURRED 29 19 
RETURNED TO HOUSE WITH AMENDMENTS 

4/13 2ND READING SENATE AMDS CONCURRED 68 32 

4/14 3RD READING PASSED AS AMENDED BY SENATE 67 31 


4/17 SENT TO ENROLLING 
4/18 RETURNED FROM ENROLLING 
4/20 SIGNED BY SPEAKER 
4/20 SIGNED BY PRESIDENT 
4/21 TRANSMITTED TO GOVERNOR 
4/25 SIGNED BY GOVERNOR 
4/26 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 266 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


HB 451 INTRODUCED BY GIST LC3151 DRAFTER: KREZOWSKI 
PROVIDE CAUSE OF ACTION FOR VACCINE-RELATED INJURIES 
2/08 INTRODUCED 
2/09 REFERRED TO JUDICIARY 
2/20 BILL WITHDRAWN PER HOUSE RULE H30-50(8)(B) 
3/11 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 
HB 452 INTRODUCED BY MERCER LC2183 DRAFTER: EVERTS 
GENERALLY REVISE UNIFORM TRUST AND PROBATE CODES 
2/08 INTRODUCED 


2/10 REFERRED TO JUDICIARY 
2/20 HEARING 


2/21 COMMITTEE EXEC ACTION — BILL PASSED 19 0 
2/21 COMMITTEE REPORT — BILL PASSED 

2/23 2ND READING PASSED 99 0 
2/24 3RD READING PASSED 98 0 


TRANSMITTED TO SENATE 
3/13 REFERRED TO JUDICIARY 
3/17 HEARING 


4/11 
4/12 
4/14 
4/14 


4/24 
4/26 
4/26 
5/01 
5/04 
5/04 
5/08 
5/18 
5/19 


HOUSE BILLS 561 


COMMITTEE EXEC ACTION — CONCURRED AS AMD 10 1 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 50 «(OO 
3RD READING CONCURRED 45 0 
RETURNED TO HOUSE WITH AMENDMENTS 

2ND READING SENATE AMDS CONCURRED 99 0 
38RD READING PASSED AS AMENDED BY SENATE 99 0 


SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 564 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HB 453 INTRODUCED BY MERCER LC4025 DRAFTER: HARDIN 


CLARIFYING THE AUTHORITY OF THE HUMAN RIGHTS BUREAU AND APPEALS 


PROCESS 


2/08 
2/10 
2/20 
2/22 
3/11 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

TABLED IN COMMITTEE 11 8 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 454 INTRODUCED BY PARRY LC1694 DRAFTER: M. MOORE 


PROVIDE FOR A RENEWABLE RESOURCE ELECTRICAL PRODUCTION TAX 


2/08 
2/08 
2/10 
2/15 
2/16 
2/16 
2/17 
2/20 
2/23 
2/24 
2/24 
2/27 
4/06 


INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO TAXATION 
FISCAL NOTE RECEIVED 
FISCAL NOTE SIGNED 
FISCAL NOTE PRINTED 
HEARING 
REVISED FISCAL NOTE REQUESTED 

TABLED IN COMMITTEE 20 1 
REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE SIGNED 

REVISED FISCAL NOTE PRINTED 

MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 455 INTRODUCED BY MITCHELL LC2006 DRAFTER: J. WALKER 


REVISE ALCOHOL LAWS RELATING TO CERTAIN PRODUCTS 


2/08 
2/10 
2/17 
2/21 
2/22 
2/27 
2/28 


INTRODUCED 

REFERRED TO BUSINESS AND LABOR 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 19 0 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 75 23 
3RD READING PASSED 74 25 


562 


3/13 
3/14 
4/05 
4/12 
4/13 
4/17 
4/18 


4/24 
4/26 
4/26 
5/01 
5/04 
5/04 
5/08 
5/18 
5/19 


HB 456 INTRODUCED BY LER 


MONTANA HISTORY AND FINAL STATUS 2023 


TRANSMITTED TO SENATE 


REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 


REREFERRED TO LOCAL GOVERNMENT 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS CONCURRED 
38RD READING PASSED AS AMENDED BY SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 565 
EFFECTIVE DATE: 5/18/2023 - ALL SECTIONS 


REVISE FWP SUPER TAG PROGRAM LAWS 


2/08 
2/08 
2/10 
2/15 
2/15 
2/15 
2/16 
2/21 
2/22 
2/27 
2/28 


3/13 
4/04 
4/06 
4/07 
4/12 
4/13 


4/17 
4/18 
4/20 
4/20 
4/21 
4/25 
4/26 


INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO FISH, WILDLIFE AND PARKS 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 
2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO FISH AND GAME 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 267 
EFFECTIVE DATE: 3/01/2024 - ALL SECTIONS 


82 
81 


16 


85 


17 
18 


LC3241 DRAFTER: KOLMAN 


15 
17 


Ol 


HB 457 INTRODUCED BY BUCKLEY 


HOUSE BILLS 


CRIMINALIZE USE OF DATE RAPE DRUGS 


2/08 
2/08 
2/10 
2/14 
2/14 
2/14 
2/16 
2/16 
2/17 
2/17 
2/20 
2/21 
2/27 
2/27 
2/28 
2/28 
2/28 
3/02 
3/03 


3/18 
3/17 
3/21 
3/21 
3/27 
3/27 
3/29 
3/29 
3/30 
3/31 


4/13 
4/14 
4/17 
4/18 
4/20 
4/20 
4/21 
4/25 
4/26 


HB 458 INTRODUCED BY ANDERSON 


INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO JUDICIARY 

FISCAL NOTE RECEIVED 

SPONSOR REBUTTAL TO FISCAL NOTE REQUESTED 
FISCAL NOTE PRINTED 

SPONSOR REBUTTAL TO FISCAL NOTE RECEIVED 
SPONSOR REBUTTAL TO FISCAL NOTE SIGNED 

SPONSOR REBUTTAL TO FISCAL NOTE PRINTED 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 

REREFERRED TO APPROPRIATIONS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED AS AMD 
REREFERRED TO FINANCE AND CLAIMS 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

3RD READING CONCURRED 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS CONCURRED 
38RD READING PASSED AS AMENDED BY SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 268 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


18 


96 


22 


100 
98 


11 


50 


19 


49 


96 
97 


563 


LC2457 DRAFTER: BURKHARDT 


LC2487 DRAFTER: E. SULLIVAN 


GENERALLY REVISE REGULATIONS GOVERNING THE ELIGIBILITY OF CAREER 


COACHES 


2/08 
2/10 
2/15 
2/17 
2/21 
2/23 


INTRODUCED 

REFERRED TO EDUCATION 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 


13 


98 


564 


2/24 


3/18 
3/20 
3/27 
3/28 
3/30 
3/31 


4/03 
4/06 
4/07 
4/12 
4/13 
4/21 
4/27 


4/28 


4/28 


5/01 


5/01 


5/03 
5/09 
5/11 
5/11 
5/12 
5/22 
5/22 


MONTANA HISTORY AND FINAL STATUS 2023 


38RD READING PASSED 97 1 


TRANSMITTED TO SENATE 
REFERRED TO EDUCATION AND CULTURAL RESOURCES 
HEARING 


COMMITTEE EXEC ACTION — BILL CONCURRED 11 0 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 50 «(OO 
3RD READING CONCURRED 48 1 


RETURNED TO HOUSE 

SENT TO ENROLLING 

RETURNED FROM ENROLLING 

SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 

TRANSMITTED TO GOVERNOR 

RETURNED WITH GOVERNOR’S PROPOSED AMENDMENTS 
2ND READING GOVERNOR’S PROPOSED AMENDMENTS 


ADOPTED 97 «3 
3RD READING GOVERNOR’S PROPOSED AMENDMENTS 
ADOPTED 95 3 


TRANSMITTED TO SENATE FOR CONSIDERATION OF GOVERNOR’S 
PROPOSED AMENDMENTS 
2ND READING GOVERNOR’S PROPOSED AMENDMENTS 


ADOPTED 48 2 
3RD READING GOVERNOR’S PROPOSED AMENDMENTS 
ADOPTED 46 3 


SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 724 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HB 459 INTRODUCED BY PARRY LC3300 DRAFTER: COLES 


REVISE FILING DEADLINE FOR INTANGIBLE LAND VALUE PROPERTY TAX 


EXEMPTION 


2/08 
2/10 
2/15 
2/23 
2/24 
2/28 
3/01 


3/15 
3/22 
3/28 
3/28 
3/30 
3/31 


4/03 


INTRODUCED 

REFERRED TO TAXATION 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 21 0 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 100 0 
3RD READING PASSED 96 1 


TRANSMITTED TO SENATE 
REFERRED TO TAXATION 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 12 0 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 50 0 
38RD READING CONCURRED 49 0 


RETURNED TO HOUSE 
SENT TO ENROLLING 


4/06 
4/07 
4/12 
4/13 
4/18 
4/19 


HB 460 INTRODUCED BY GUNDERSON 


HOUSE BILLS 


RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 111 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


REVISE TRANSFER OF HARD ROCK MINING PERMITS 


2/08 
2/10 
2/15 
2/17 
2/21 
2/23 
2/24 


3/18 
3/24 
4/12 
4/14 
4/17 
4/18 


4/20 
4/23 
4/29 
5/04 
5/08 
5/18 
5/19 


HB 461 INTRODUCED BY SHELDON-GALLOWAY 


REVISE LAWS RELATED TO REPORTING OF CHILD ABUSE AND NEGLECT 


2/08 
2/10 
2/15 
2/15 
2/21 
2/22 
2/23 
2/23 
2/23 
2/28 
3/01 


3/15 
4/03 
4/05 


INTRODUCED 

REFERRED TO NATURAL RESOURCES 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO NATURAL RESOURCES 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 566 
EFFECTIVE DATE: 5/18/2023 - ALL SECTIONS 


INTRODUCED 

REFERRED TO HUMAN SERVICES 
FISCAL NOTE REQUESTED 
HEARING 


COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 


FISCAL NOTE RECEIVED 
FISCAL NOTE SIGNED 


COMMITTEE REPORT — BILL PASSED AS AMENDED 


FISCAL NOTE PRINTED 
2ND READING PASSED 
38RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 


15 


100 
97 


11 


48 
46 


20 


85 
80 


11 


565 


[C2418 DRAFTER: KOLMAN 


LC0885 DRAFTER: O’°CONNELL 


14 


566 


4/06 
4/12 
4/13 


A/I17 
4/18 
4/21 
4/26 
4/27 
5/03 
5/05 


HB 462 INTRODUCED BY BERTOGLIO 


MONTANA HISTORY AND FINAL STATUS 2023 


COMMITTEE REPORT — BILL CONCURRED 
2ND READING CONCURRED 
38RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 382 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


REVISE DISTRIBUTION OF MARIJUANA REVENUES 


2/08 
2/09 
2/10 
2/16 
2/16 
2/16 
2/16 
3/28 
4/06 


HB 463 INTRODUCED BY K. SULLIVAN 


ESTABLISH REPORTING REQUIREMENT FOR FOOD PROCUREMENT 


2/08 
2/08 
2/09 
2/10 
2/17 
2/17 
2/17 
2/20 
2/21 
2/22 
2/27 
2/27 
2/28 
2/28 
3/11 


HB 464 INTRODUCED BY FIELDER 


INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO APPROPRIATIONS 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

HEARING 

FISCAL NOTE PRINTED 

TABLED IN COMMITTEE 


32 17 
35 15 


20 


MISSED DEADLINE FOR APPROPRIATION BILL TRANSMITTAL 


DIED IN STANDING COMMITTEE 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO STATE ADMINISTRATION 
HEARING 
FISCAL NOTE RECEIVED 
FISCAL NOTE SIGNED 
FISCAL NOTE PRINTED 


COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 


2ND READING PASSED 
REREFERRED TO APPROPRIATIONS 
HEARING 

TABLED IN COMMITTEE 


MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 


DIED IN STANDING COMMITTEE 


ESTABLISH JUDICIAL TRANSPARENCY ACT 


2/08 
2/10 
2/17 
2/20 
2/21 


INTRODUCED 
REFERRED TO JUDICIARY 
HEARING 


COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 


LC2448 DRAFTER: E. SULLIVAN 


3 


LC3204 DRAFTER: HARDIN 


13 10 


12 


LC3406 DRAFTER: WEISS 


7 


2/24 
3/11 


HOUSE BILLS 567 


2ND READING NOT PASSED 49 51 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN PROCESS 


HB 465 INTRODUCED BY KARLEN LC4261 DRAFTER: SANKEY KEIP 


REVISE LOCAL GOVERNMENT ACCEPTABLE USES OF BUILDING PERMIT FEES 


2/08 
2/10 
2/21 
2/23 
2/24 
2/28 
3/01 


38/15 
3/24 
4/05 
4/06 
4/12 
4/13 


4/17 
4/18 
4/20 
4/20 
4/21 
4/25 
4/26 


INTRODUCED 

REFERRED TO LOCAL GOVERNMENT 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 10 6 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 72 28 
3RD READING PASSED 68 31 


TRANSMITTED TO SENATE 
REFERRED TO LOCAL GOVERNMENT 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 9 O 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 49 0 
38RD READING CONCURRED 50 (0 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 269 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HB 466 INTRODUCED BY GILLETTE LC1688 DRAFTER: ALLEN 


ESTABLISHING THE MONTANA FATHER INCLUSION AND ENGAGEMENT 
ADVISORY COUNCIL 


2/08 
2/08 
2/09 
2/10 
2/16 
2/17 
2/17 
2/20 
2/21 
3/11 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO HUMAN SERVICES 
HEARING 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

TABLED IN COMMITTEE 19 2 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 467 INTRODUCED BY GILLETTE LC1408 DRAFTER: ALLEN 


PROVIDE FOR CHILD CARE ASSISTANCE 


2/08 
2/08 
2/09 
2/10 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO HUMAN SERVICES 


568 


2/17 
2/20 
3/02 
3/11 


MONTANA HISTORY AND FINAL STATUS 2023 


FISCAL NOTE RECEIVED 
FISCAL NOTE PRINTED 

BILL WITHDRAWN PER HOUSE RULE H30-50(3)(B) 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 468 INTRODUCED BY GILLETTE LC4342 DRAFTER: J. WALKER 


REVISE UNEMPLOYMENT INSURANCE LAWS RELATING TO JOB-ATTACHED 


EMPLOYEES 


2/08 
2/08 
2/09 
2/10 
2/20 
2/20 
2/21 
2/23 
2/24 
2/24 
2/27 
2/28 
3/01 
3/01 


38/15 
3/24 
4/06 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO BUSINESS AND LABOR 
FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

HEARING 
COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 10 9 
REVISED FISCAL NOTE REQUESTED 

COMMITTEE REPORT — BILL PASSED AS AMENDED 

REVISED FISCAL NOTE RECEIVED 

2ND READING PASSED 55 45 
REVISED FISCAL NOTE PRINTED 

3RD READING PASSED 51 48 


TRANSMITTED TO SENATE 

REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
HEARING 

TABLED IN COMMITTEE 10 0 
DIED IN STANDING COMMITTEE 


HB 469 INTRODUCED BY BREWSTER LC1384 DRAFTER: M. MOORE 


REVISE TAXATION OF HORIZONTALLY RECOMPLETED WELLS 


2/08 
2/09 
2/10 
2/15 
2/17 
2/17 
2/21 
2/23 
2/24 
3/18 
3/13 
3/20 
3/20 
3/20 
3/22 


3/24 
4/05 
4/19 
4/20 
4/20 
4/21 
4/21 


INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO TAXATION 
HEARING 

FISCAL NOTE RECEIVED 
FISCAL NOTE SIGNED 
FISCAL NOTE PRINTED 


COMMITTEE EXEC ACTION — BILL PASSED 20 1 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 92 6 
REREFERRED TO APPROPRIATIONS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 17 6 
COMMITTEE REPORT — BILL PASSED 

3RD READING PASSED 81 9 


TRANSMITTED TO SENATE 

REFERRED TO LOCAL GOVERNMENT 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 6 38 
COMMITTEE REPORT — CONCURRED AS AMD 

REREFERRED TO FINANCE AND CLAIMS 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 13 6 


HOUSE BILLS 569 


4/24 REVISED FISCAL NOTE REQUESTED 

4/24 COMMITTEE REPORT — BILL CONCURRED 

4/25 REVISED FISCAL NOTE RECEIVED 

4/25 2ND READING CONCURRED 34 16 
4/26 REVISED FISCAL NOTE SIGNED 

4/26 REVISED FISCAL NOTE PRINTED 


4/26 38RD READING CONCURRED 34 16 
RETURNED TO HOUSE WITH AMENDMENTS 

5/01 2ND READING SENATE AMDS CONCURRED 89 11 

5/02 3RD READING PASSED AS AMENDED BY SENATE 84 12 


5/05 SENT TO ENROLLING 

5/09 RETURNED FROM ENROLLING 

5/11 SIGNED BY SPEAKER 

5/11 SIGNED BY PRESIDENT 

5/12 TRANSMITTED TO GOVERNOR 

5/22 SIGNED BY GOVERNOR 

5/22 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 725 
EFFECTIVE DATE: 5/22/2023 - SECTIONS 3-6 
EFFECTIVE DATE: 1/01/2024 - SECTIONS 1 AND 2 


HB 470 INTRODUCED BY FITZGERALD LC2007 DRAFTER: CARROLL 
REVISE YIELD — SLOW DOWN — MOVE OVER LAWS 


2/08 FISCAL NOTE PROBABLE 

2/08 INTRODUCED 

2/09 FISCAL NOTE REQUESTED 

2/10 REFERRED TO TRANSPORTATION 

2/15 FISCAL NOTE RECEIVED 

2/15 FISCAL NOTE SIGNED 

2/15 FISCAL NOTE PRINTED 

2/20 HEARING 

2/22 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 15 0 
2/23 COMMITTEE REPORT — BILL PASSED AS AMENDED 

2/28 REVISED FISCAL NOTE REQUESTED 

3/01 2ND READING PASSED 100 0 
3/02 38RD READING PASSED 93 4 


TRANSMITTED TO SENATE 
3/10 REVISED FISCAL NOTE RECEIVED 
3/10 REVISED FISCAL NOTE SIGNED 
3/18 REVISED FISCAL NOTE PRINTED 
3/14 REFERRED TO HIGHWAYS AND TRANSPORTATION 
3/30 HEARING 


4/04 COMMITTEE EXEC ACTION — CONCURRED AS AMD 8 4 

4/05 COMMITTEE REPORT — CONCURRED AS AMD 

4/11 2ND READING CONCURRED 39 11 

4/12 38RD READING CONCURRED 38 10 
RETURNED TO HOUSE WITH AMENDMENTS 

4/24 2ND READING SENATE AMDS CONCURRED 100 O 

4/26 3RD READING PASSED AS AMENDED BY SENATE 99 0 


4/26 SENT TO ENROLLING 

5/01 RETURNED FROM ENROLLING 
5/04 SIGNED BY SPEAKER 

5/04 SIGNED BY PRESIDENT 

5/08 TRANSMITTED TO GOVERNOR 


570 


5/18 
5/19 


HB 471 INTRODUCED BY STAFMAN 


MONTANA HISTORY AND FINAL STATUS 2023 


SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 567 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


ESTABLISH RELIGIOUS EXEMPTION TO PROHIBITIONS ON ABORTION 


2/09 
2/10 
2/17 
2/20 
3/11 


HB 472 INTRODUCED BY BROCKMAN 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

TABLED IN COMMITTEE 

MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


APPROPRIATION FOR SAFE SIDEWALKS 


2/09 
2/09 
2/09 
2/10 
2/14 
2/14 
2/14 
2/15 
2/27 
3/11 


HB 473 INTRODUCED BY GUNDERSON 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO TRANSPORTATION 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

TABLED IN COMMITTEE 

MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


PROVIDE SELENIUM STANDARD FOR LAKE KOOCANUSA 


2/09 
2/10 
2/15 
2/20 
2/21 
2/24 
2/27 


3/14 
4/05 
4/19 


HB 474 INTRODUCED BY FERN 


REVISE BACKGROUND CHECKS FOR EMPLOYEES WITH FEDERAL TAX 


INFORMATION 


2/09 
2/09 
2/10 
2/15 
2/15 


INTRODUCED 
REFERRED TO NATURAL RESOURCES 
HEARING 


COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 


COMMITTEE REPORT — BILL PASSED AS AMENDED 
2ND READING PASSED 
38RD READING PASSED 


TRANSMITTED TO SENATE 
REFERRED TO NATURAL RESOURCES 
HEARING 

TABLED IN COMMITTEE 

DIED IN STANDING COMMITTEE 


INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO JUDICIARY 
FISCAL NOTE RECEIVED 
FISCAL NOTE SIGNED 


LC3283 DRAFTER: 


LC1496 DRAFTER: SANDRU 


13 6 


LC3447 DRAFTER: HESS 


LC2401 DRAFTER: MOHR 


COLES 


2/15 
2/17 
2/20 
2/21 
2/23 
2/24 


3/13 
4/05 
4/06 


HOUSE BILLS 571 


FISCAL NOTE PRINTED 


HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 11 8 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 88 11 
3RD READING PASSED 84 138 


TRANSMITTED TO SENATE 

REFERRED TO JUDICIARY 

HEARING 

TABLED IN COMMITTEE 11 0 
DIED IN STANDING COMMITTEE 


HB 475 INTRODUCED BY FRANCE LC4273 DRAFTER: HESS 


GENERALLY REVISE LAWS RELATED TO AGRICULTURAL EQUIPMENT REPAIR 


2/09 
2/18 
2/21 
2/28 
3/11 


INTRODUCED 

REFERRED TO AGRICULTURE 

HEARING 

TABLED IN COMMITTEE 19 O 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 476 INTRODUCED BY GALLOWAY LC2844 DRAFTER: M. MOORE 


PROVIDE FOR PROPERTY TAX EXEMPTION FOR CERTAIN RESIDENTIAL 


PROPERTY 


2/09 
2/09 
2/10 
2/18 
2/17 
2/17 
2/20 
2/21 
2/23 
4/06 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO TAXATION 

FISCAL NOTE RECEIVED 

SPONSOR REBUTTAL TO FISCAL NOTE REQUESTED 
FISCAL NOTE PRINTED 

HEARING 

TABLED IN COMMITTEE 21 O 
MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 477 INTRODUCED BY STEWART PEREGOY LC4470 DRAFTER: SANKEY KEIP 


GENERALLY REVISE CORPORATION LAWS REGARDING TRIBAL ENTITIES 


2/09 
2/13 
2/22 
2/24 
2/27 
3/01 
3/02 


3/14 
3/31 
4/06 
4/07 
4/13 
4/14 


INTRODUCED 

REFERRED TO ENERGY, TECHNOLOGY AND FEDERAL RELATIONS 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 12 #1 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 80 20 
38RD READING PASSED 79 20 


TRANSMITTED TO SENATE 
REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 


HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 10 0 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 40 10 


3RD READING CONCURRED 387 13 


572 


4/24 
4/26 
4/26 
5/01 
5/04 
5/04 
5/08 
5/18 
5/19 


HB 478 INTRODUCED BY READ 


MONTANA HISTORY AND FINAL STATUS 2023 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS CONCURRED 
38RD READING PASSED AS AMENDED BY SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 568 
EFFECTIVE DATE: 5/18/2023 - ALL SECTIONS 


PROVIDE AN APPROPRIATION FOR PL 280 REIMBURSEMENT 


2/09 
2/18 
3/24 
3/29 
4/06 


HB 479 INTRODUCED BY READ 


INTRODUCED 

REFERRED TO APPROPRIATIONS 
HEARING 

TABLED IN COMMITTEE 


99 
80 


20 


MISSED DEADLINE FOR APPROPRIATION BILL TRANSMITTAL 


DIED IN STANDING COMMITTEE 


PROVIDE APPROPRIATION FOR DOJ TO ASSUME LAW ENFORCEMENT PL-280 


2/09 
2/09 
2/10 
2/18 
2/21 
2/21 
2/21 
3/23 
3/24 
3/27 
3/27 
3/28 
3/29 
3/29 
3/29 
3/30 
3/31 
4/03 
4/03 


4/04 
4/05 
4/06 
4/07 
4/12 
4/13 
4/14 
4/18 
4/18 
4/18 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO JUDICIARY 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 
REVISED FISCAL NOTE REQUESTED 

REREFERRED TO APPROPRIATIONS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 

REVISED FISCAL NOTE REQUESTED 

38RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO JUDICIARY 

REVISED FISCAL NOTE RECEIVED 
REVISED FISCAL NOTE SIGNED 

REVISED FISCAL NOTE PRINTED 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 
2ND READING CONCURRED 

REREFERRED TO FINANCE AND CLAIMS 
HEARING 


37 


0 
19 


LC4396 DRAFTER: JOHNSON 


3 


LC4400 DRAFTER: JOHNSON 


13 


4/21 
4/25 
4/26 
4/27 
4/27 
4/27 
4/28 


5/01 
5/02 
5/02 
5/04 
5/11 
5/11 
5/12 
5/17 
6/05 
6/16 


HB 480 INTRODUCED BY DURAM 


HOUSE BILLS 


COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 
REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE SIGNED 

2ND READING CONCURRED AS AMD 

REVISED FISCAL NOTE PRINTED 

38RD READING CONCURRED 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS CONCURRED 

3RD READING PASSED AS AMENDED BY SENATE 
SENT TO ENROLLING 

RETURNED FROM ENROLLING 

SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 

TRANSMITTED TO GOVERNOR 

VETOED BY GOVERNOR 

VETO OVERRIDE VOTE MAIL POLL IN PROGRESS 
VETO OVERRIDE FAILED IN LEGISLATURE 


REVISE LAWS RELATING TO STATE LOTTERY INVESTIGATIONS AND 
ENFORCEMENT 


2/09 
2/18 
2/20 
2/21 
2/21 
2/24 
2/27 


3/02 
3/15 
3/16 
3/17 
3/21 
3/21 
3/22 


3/22 
4/03 
4/04 


HB 481 INTRODUCED BY FITZGERALD 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCUR MOTION FAILED 

2ND READING INDEFINITELY POSTPONED 
RECONSIDERED PREVIOUS ACTION; REMAINS IN 2ND 
READING PROCESS 

REREFERRED TO JUDICIARY 

HEARING 

TABLED IN COMMITTEE 

DIED IN STANDING COMMITTEE 


68 
64 


19 


99 


573 


32 
28 


LC4206 DRAFTER: J. WALKER 


LC1380 DRAFTER: M. MOORE 


INCREASE RATE OF INFLATION LIMIT FOR CALCULATING PROPERTY TAX LEVIES 


2/09 
2/10 
2/138 
2/17 
2/17 
2/17 
2/21 
2/24 
2/24 


INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO TAXATION 
FISCAL NOTE RECEIVED 
FISCAL NOTE SIGNED 
FISCAL NOTE PRINTED 
HEARING 


COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 


COMMITTEE REPORT — BILL PASSED AS AMENDED 


13 


8 


574 


2/27 
3/01 
3/02 
3/14 
3/17 


3/18 
4/07 
4/17 


HB 482 INTRODUCED BY GILLETTE 


MONTANA HISTORY AND FINAL STATUS 2023 


REVISED FISCAL NOTE REQUESTED 
REVISED FISCAL NOTE RECEIVED 
REVISED FISCAL NOTE PRINTED 
2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO SENATE 
REFERRED TO TAXATION 
HEARING 

TABLED IN COMMITTEE 

DIED IN STANDING COMMITTEE 


LC1687 DRAFTER: ALLEN 


PROVIDE ACCESS TO EDUCATION AND SUPPORTS FOR CHILDREN AGING OUT OF 


FOSTER CARE 


2/09 
2/09 
2/10 
2/18 
2/17 
2/17 
2/20 
2/24 
2/24 
2/27 
3/01 
3/01 
38/15 
3/15 
3/16 
3/17 


3/18 
4/05 
4/12 
4/13 
4/18 
4/18 
4/18 
4/20 
4/21 
4/24 


4/28 
5/01 
5/01 
5/03 
5/11 
5/11 
5/11 
5/19 
5/22 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO EDUCATION 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

REREFERRED TO APPROPRIATIONS 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

38RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO EDUCATION AND CULTURAL RESOURCES 
HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 

REREFERRED TO FINANCE AND CLAIMS 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

3RD READING CONCURRED 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS CONCURRED 
38RD READING PASSED AS AMENDED BY SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 629 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


13 


96 


18 


95 


11 


39 


17 


46 


96 
94 


11 


HOUSE BILLS 575 


HB 483 INTRODUCED BY FITZGERALD LC4434 DRAFTER: PALLISTER 


GENERALLY REVISE LAND SURVEY LAWS 


2/09 
2/18 
2/21 
2/23 
3/11 


INTRODUCED 

REFERRED TO LOCAL GOVERNMENT 

HEARING 

TABLED IN COMMITTEE 16 0 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 484 INTRODUCED BY K. SULLIVAN LC0841 DRAFTER: GRAFF 


ESTABLISH BROADBAND ADVISORY COMMISSION 


2/09 
2/18 
2/22 
2/24 
2/27 
3/01 
3/02 


3/14 
3/31 
4/13 


INTRODUCED 

REFERRED TO ENERGY, TECHNOLOGY AND FEDERAL RELATIONS 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 7 #6 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 74 26 
3RD READING PASSED 71 28 


TRANSMITTED TO SENATE 

REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
HEARING 

TABLED IN COMMITTEE 10 0 
DIED IN STANDING COMMITTEE 


HB 485 INTRODUCED BY KASSMIER [C0715 DRAFTER: M. MOORE 


REVISE TAX RATES FOR STRIPPER OIL PRODUCTION 


2/09 
2/09 
2/10 
2/18 
2/17 
2/20 
2/20 
3/21 
3/21 
3/23 
3/24 
3/24 
3/28 
3/29 
3/30 
3/30 
3/30 
3/31 
4/03 
4/04 


4/05 
4/12 
4/17 
AI17 
4/19 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO TAXATION 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

REVISED FISCAL NOTE REQUESTED 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE SIGNED 

REVISED FISCAL NOTE PRINTED 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 13) SO#88 
COMMITTEE REPORT — BILL PASSED AS AMENDED 
REREFERRED TO APPROPRIATIONS 


HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 16 67 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 70 29 
38RD READING PASSED 69 29 


TRANSMITTED TO SENATE 

REFERRED TO TAXATION 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 8 4 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 34 16 


576 


4/20 


4/21 
4/28 
5/04 
5/04 
5/08 
5/18 
5/19 


HB 486 INTRODUCED BY GREEN 


MONTANA HISTORY AND FINAL STATUS 2023 


38RD READING CONCURRED 


RETURNED TO HOUSE 

SENT TO ENROLLING 

RETURNED FROM ENROLLING 

SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 

TRANSMITTED TO GOVERNOR 

SIGNED BY GOVERNOR 

CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 569 
EFFECTIVE DATE: 5/18/2023 - SECTIONS 3-6 
EFFECTIVE DATE: 1/01/2024 - SECTIONS 1 AND 2 


GENERALLY REVISE COUNTY ROAD ACCESS LAWS 


2/09 
2/18 
2/17 
2/27 
2/28 
2/28 
3/02 
3/03 


3/10 
3/10 
3/13 
3/18 
3/28 
4/06 
4/14 
A/I17 
4/18 


4/24 
4/26 
4/26 
5/01 
5/04 
5/04 
5/08 
5/18 
5/19 


HB 487 INTRODUCED BY KASSMIER 


INTRODUCED 
REFERRED TO TRANSPORTATION 
HEARING 


COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 


FISCAL NOTE REQUESTED 

COMMITTEE REPORT — BILL PASSED AS AMENDED 
2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO SENATE 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

REFERRED TO HIGHWAYS AND TRANSPORTATION 
HEARING 

TABLED IN COMMITTEE 

TAKEN FROM COMMITTEE; PLACED ON 2ND READING 
2ND READING CONCURRED AS AMD 

3RD READING CONCURRED 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS CONCURRED 
38RD READING PASSED AS AMENDED BY SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 570 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


PROHIBIT SEED CLEANING/CONDITIONING WITHOUT DECLARATION 


2/09 
2/18 
2/16 
2/21 
3/11 


INTRODUCED 

REFERRED TO AGRICULTURE 

HEARING 

TABLED IN COMMITTEE 

MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 


31 


11 


93 


12 


16 


LC1956 DRAFTER: SANKEY KEIP 


[C0181 DRAFTER: MOHR 


3/23 
3/23 
3/24 
3/28 
3/29 


3/30 
4/06 
4/13 
4/14 
4/19 
4/20 


4/28 
5/01 
5/01 
5/03 
5/11 
5/11 
5/11 
5/19 
5/22 


HB 488 INTRODUCED BY GALLOWAY 


HOUSE BILLS 


TAKEN FROM TABLE IN COMMITTEE 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED © 18 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 88 
38RD READING PASSED 90 


TRANSMITTED TO SENATE 
REFERRED TO AGRICULTURE, LIVESTOCK AND IRRIGATION 


HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 11 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 44 
3RD READING CONCURRED 41 
RETURNED TO HOUSE WITH AMENDMENTS 

2ND READING SENATE AMDS CONCURRED 97 
38RD READING PASSED AS AMENDED BY SENATE 94 


SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 630 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


REVISE SECURITY DEPOSIT LAW 


2/10 
2/138 
2/20 
2/21 
2/21 
2/27 
2/28 


3/18 
3/22 
4/05 
4/06 
4/14 
4/14 


AI17 
4/19 
4/21 
4/26 
4/27 
5/03 
5/04 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 14 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 71 
38RD READING PASSED 71 


TRANSMITTED TO SENATE 
REFERRED TO LOCAL GOVERNMENT 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 6 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 33 
3RD READING CONCURRED 29 
RETURNED TO HOUSE 


SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 383 
EFFECTIVE DATE: 5/03/2023 - ALL SECTIONS 


LC2811 DRAFTER: CARROLL 


29 
28 


17 
16 


578 


MONTANA HISTORY AND FINAL STATUS 2023 


HB 489 INTRODUCED BY BROCKMAN LC3460 DRAFTER: CARROLL 


UPDATE NAME OF ROCKY MOUNTAIN TRIBAL LEADERS COUNCIL IN 
TRANSPORTATION LAW 


2/10 
2/18 
2/15 
2/17 
2/21 
2/27 
2/28 


3/13 
3/23 
4/06 
4/07 
4/12 
4/13 


4/17 
4/18 
4/20 
4/20 
4/21 
4/25 
4/26 


HB 490 INTRODUCED BY GIST 


INTRODUCED 

REFERRED TO TRANSPORTATION 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 15 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 100 
3RD READING PASSED 99 


TRANSMITTED TO SENATE 
REFERRED TO HIGHWAYS AND TRANSPORTATION 
HEARING 


COMMITTEE EXEC ACTION — BILL CONCURRED 12 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 48 
38RD READING CONCURRED 49 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 270 
EFFECTIVE DATE: 4/25/2023 - ALL SECTIONS 


GENERALLY REVISE LAWS RELATING TO INDEPENDENT CONTRACTOR TAX 
EVASION AND FRAUD 


2/10 
2/10 
2/18 
2/21 
2/21 
2/22 
2/22 
2/22 
2/23 
2/28 
3/01 


3/15 
3/24 
4/06 
4/07 
4/13 
4/14 


4/27 
4/28 


INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO BUSINESS AND LABOR 

HEARING 

FISCAL NOTE RECEIVED 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED __ 19 
SPONSOR REBUTTAL TO FISCAL NOTE REQUESTED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

FISCAL NOTE PRINTED 

2ND READING PASSED 95 
38RD READING PASSED 93 


TRANSMITTED TO SENATE 
REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
HEARING 


COMMITTEE EXEC ACTION — CONCURRED AS AMD 10 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 34 
3RD READING CONCURRED 33 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS CONCURRED 100 
38RD READING PASSED AS AMENDED BY SENATE 96 


LC3153 DRAFTER: E. SULLIVAN 


Ol 


16 
17 


4/28 
5/02 
5/04 
5/04 
5/08 
5/18 
5/19 


HOUSE BILLS 579 


SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 505 
EFFECTIVE DATE: 5/18/2023 - ALL SECTIONS 


HB 491 INTRODUCED BY GUNDERSON LC2393 DRAFTER: POWER 


PROVIDE FOR HIGHWAY PATROL MERITORIOUS SERVICE RECOGNITION 


2/10 
2/18 
2/16 
2/17 
2/17 
2/22 
2/24 


3/13 
3/30 
4/04 
4/05 
4/11 
4/12 


4/27 
4/28 
4/28 
5/02 
5/04 
5/04 
5/08 
5/18 
5/19 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 19 0 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED AS AMENDED 100 0 
3RD READING PASSED 98 0 


TRANSMITTED TO SENATE 
REFERRED TO HIGHWAYS AND TRANSPORTATION 
HEARING 


COMMITTEE EXEC ACTION — CONCURRED AS AMD 9 8 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 48 2 
38RD READING CONCURRED 47 1 
RETURNED TO HOUSE WITH AMENDMENTS 

2ND READING SENATE AMDS CONCURRED 100 O 
3RD READING PASSED AS AMENDED BY SENATE 99 0 


SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 504 
EFFECTIVE DATE: 5/18/2023 - ALL SECTIONS 


HB 492 INTRODUCED BY K. ZOLNIKOV LC1081 DRAFTER: GRAFF 


REVISING TELECOMMUNICATIONS REGULATION 


2/10 
2/10 
2/10 
2/14 
2/17 
2/20 
2/20 
2/22 
2/24 
2/27 
3/01 
3/02 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO ENERGY, TECHNOLOGY AND FEDERAL RELATIONS 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 9 2 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 85 15 
38RD READING PASSED 93 5 


580 


3/14 
3/31 
4/06 


HB 493 INTRODUCED BY DOOLING 


MONTANA HISTORY AND FINAL STATUS 2023 


TRANSMITTED TO SENATE 


REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 


HEARING 
TABLED IN COMMITTEE 
DIED IN STANDING COMMITTEE 


GENERALLY REVISE CONSTITUENT SERVICES ACCOUNT LAWS 


2/10 
2/14 
2/17 
2/21 
2/22 
2/27 
2/28 


3/13 
3/21 
4/05 
4/05 
4/07 
4/11 


4/12 
AI17 
4/20 
4/20 
4/21 
4/25 
4/26 


HB 494 INTRODUCED BY JI. HAMILTON 


REVISE PROPERTY TAX ASSISTANCE PROGRAM AND DISABLED VETERAN 


PROGRAM 


2/10 
2/10 
2/10 
2/14 
2/17 
2/21 
2/28 
3/20 
4/06 


HB 495 INTRODUCED BY SHELDON-GALLOWAY 


GENERALLY REVISE LAWS RELATED TO PRECINCTS AND PRECINCT 


COMMITTEES 


1/31 
2/10 


INTRODUCED 

REFERRED TO STATE ADMINISTRATION 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO LEGISLATIVE ADMINISTRATION 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 271 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO TAXATION 
FISCAL NOTE RECEIVED 
FISCAL NOTE PRINTED 
HEARING 

TABLED IN COMMITTEE 


MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 


DIED IN STANDING COMMITTEE 


FISCAL NOTE PROBABLE 
INTRODUCED 


10 O 


LC3401 DRAFTER: POWER 


18 0 
100 0O 
99 0 
6 0 
46 4 
46 4 


[C1280 DRAFTER: M. MOORE 


14. #7 


LC3743 DRAFTER: WEISS 


2/14 
2/17 
2/21 
3/11 


HB 496 INTRODUCED BY WALSH 


HOUSE BILLS 


REFERRED TO STATE ADMINISTRATION 
HEARING 
TABLED IN COMMITTEE 


MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 


DIED IN STANDING COMMITTEE 


PROVIDE FOR HEALTH CARE PRECEPTOR INDIVIDUAL INCOME TAX CREDIT 


2/10 
2/10 
2/10 
2/14 
2/20 
2/20 
2/20 
2/28 
3/20 
3/20 
3/28 
3/29 


3/30 
4/04 
4/07 
4/11 
4/18 
4/18 
4/18 
4/19 


HB 497 INTRODUCED BY ANDERSON 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO TAXATION 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 
2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO TAXATION 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

REREFERRED TO FINANCE AND CLAIMS 
HEARING 

TABLED IN COMMITTEE 

DIED IN STANDING COMMITTEE 


13 


60 


27 


REQUIRE PROPERTY TAX BILL TO INCLUDE COMPARISON WITH PRIOR YEAR 


2/12 
2/14 
2/22 
2/24 
2/24 
2/28 
3/01 


3/15 
3/22 
3/27 
3/28 
3/30 
3/31 


4/03 
4/06 
4/07 
4/12 
4/13 


INTRODUCED 

REFERRED TO TAXATION 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO TAXATION 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO HOUSE 

SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 


20 


100 
97 


12 


50 
49 


581 


LC0954 DRAFTER: COLES 


LC2486 DRAFTER: M. MOORE 


582 


4/20 
4/20 


MONTANA HISTORY AND FINAL STATUS 2023 


SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 201 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HB 498 INTRODUCED BY KERR-CARPENTER LC0607 DRAFTER: O’>CONNELL 


ESTABLISH A MENSTRUAL EQUITY ACT 


2/12 
2/14 
2/15 
2/17 
2/21 
2/22 
2/22 
3/11 


INTRODUCED 

REFERRED TO HUMAN SERVICES 

FISCAL NOTE REQUESTED 

HEARING 

TABLED IN COMMITTEE 21 0 
FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 499 INTRODUCED BY KERR-CARPENTER [C1311 DRAFTER: J. WALKER 


REVISE LAWS RELATING TO SOCIAL WORKER PERTAINING TO WORK 


EXPERIENCE 


2/12 
2/14 
2/21 
2/22 
2/22 
2/27 
2/28 


3/18 
3/22 
4/06 
4/07 
4/13 
4/14 


4/28 
5/01 
5/01 
5/11 
5/11 
5/11 
5/12 
5/22 
5/22 


INTRODUCED 

REFERRED TO BUSINESS AND LABOR 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 19 0 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 100 O 
38RD READING PASSED 99 0 


TRANSMITTED TO SENATE 
REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
HEARING 


COMMITTEE EXEC ACTION — CONCURRED AS AMD 10 0 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 46 4 
3RD READING CONCURRED 388 12 
RETURNED TO HOUSE WITH AMENDMENTS 

2ND READING SENATE AMDS CONCURRED 95 5 
38RD READING PASSED AS AMENDED BY SENATE 74 21 


SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 726 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HB 500 INTRODUCED BY SEEKINS-CROWE LC0069 DRAFTER: WEISS 
ELIMINATING YOUTH COURT FEES, COSTS, AND CERTAIN FINES AND FINANCIAL 
OBLIGATIONS 

1/31 FISCAL NOTE PROBABLE 


2/12 


INTRODUCED 


2/18 
2/14 
2/20 
2/20 
2/21 
2/21 
2/21 
2/28 
2/28 
2/28 
3/02 
3/02 
3/10 
3/10 
3/18 
3/17 
3/17 
3/17 
3/20 


3/21 
3/30 
4/05 
4/06 
4/12 
4/13 
4/13 


4/17 
4/17 
4/18 
4/29 
5/04 
5/08 
5/18 
5/19 


HB 501 INTRODUCED BY SEEKINS-CROWE 


HOUSE BILLS 


FISCAL NOTE REQUESTED 

REFERRED TO JUDICIARY 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

HEARING 

FISCAL NOTE PRINTED 

TABLED IN COMMITTEE 

TAKEN FROM TABLE IN COMMITTEE 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 
2ND READING PASSED 

REREFERRED TO APPROPRIATIONS 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE SIGNED 

REVISED FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

3RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

REVISED FISCAL NOTE RECEIVED 

38RD READING CONCURRED 


RETURNED TO HOUSE 

SENT TO ENROLLING 

REVISED FISCAL NOTE PRINTED 

RETURNED FROM ENROLLING 

SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 

TRANSMITTED TO GOVERNOR 

SIGNED BY GOVERNOR 

CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 506 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


REVISE SCHOOL TEXTBOOK LAWS 


2/12 
2/14 
2/17 
2/24 
2/27 
3/01 
3/02 


3/14 
3/22 
3/29 


INTRODUCED 

REFERRED TO EDUCATION 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO EDUCATION AND CULTURAL RESOURCES 
HEARING 

TABLED IN COMMITTEE 

DIED IN STANDING COMMITTEE 


583 


12. 7 
14. 5 
94 5 
19 4 
85 13 

6 5 
48 1 
50 =«—O 


LC4136 DRAFTER: MCCRACKEN 


584 


MONTANA HISTORY AND FINAL STATUS 2023 


HB 502 INTRODUCED BY SEEKINS-CROWE LC41389 DRAFTER: MCCRACKEN 


REVISE EDUCATION LAWS RELATED TO HUMAN SEXUALITY INSTRUCTION 


2/12 
2/14 
2/24 
2/27 
2/28 
3/02 
3/03 


3/18 
3/22 
4/05 


INTRODUCED 

REFERRED TO EDUCATION 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 8 5 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 68 32 
38RD READING PASSED 68 29 


TRANSMITTED TO SENATE 

REFERRED TO EDUCATION AND CULTURAL RESOURCES 
HEARING 

TABLED IN COMMITTEE 11 0 
DIED IN STANDING COMMITTEE 


HB 503 INTRODUCED BY HASTINGS LC4138 DRAFTER: MCCRACKEN 


GENERALLY REVISE EDUCATION LAWS RELATED TO TEACHER CERTIFICATION 


2/12 
2/14 
2/17 
2/22 
3/11 


INTRODUCED 

REFERRED TO EDUCATION 

HEARING 

TABLED IN COMMITTEE 13 0 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 504 INTRODUCED BY HASTINGS LC4137 DRAFTER: MCCRACKEN 


REVISE SCHOOL LAWS TO REQUIRE TRUSTEES TO ADOPT A GRIEVANCE POLICY 


2/12 
2/14 
2/17 
2/24 
2/27 
3/01 
3/02 


3/14 
4/05 
4/05 
4/06 
4/12 
4/13 


AI17 
4/18 
4/20 
4/20 
4/21 
4/26 
4/27 


INTRODUCED 

REFERRED TO EDUCATION 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 13 «sO 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 95 5 
38RD READING PASSED 93 6 


TRANSMITTED TO SENATE 
REFERRED TO EDUCATION AND CULTURAL RESOURCES 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED i 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 49 0 
3RD READING CONCURRED 50 =O 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 305 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


HOUSE BILLS 585 


HB 505 INTRODUCED BY NICOL LC4589 DRAFTER: J. WALKER 


REVISE FUNERAL INSURANCE LAWS TO INCREASE MAXIMUM INITIAL POLICY 


LIMIT 


2/12 
2/14 
2/23 
2/23 
2/24 
2/28 
3/01 


3/15 
3/23 
3/24 
3/24 
3/29 
3/30 


3/31 
4/06 
4/07 
4/12 
4/13 
4/20 
4/20 


INTRODUCED 

REFERRED TO BUSINESS AND LABOR 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 19 O 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 97 0 
3RD READING PASSED 99 0 


TRANSMITTED TO SENATE 

REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 10 O 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 49 1 
38RD READING CONCURRED 48 0 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 202 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HB 506 INTRODUCED BY NICOL LC0677 DRAFTER: J. WALKER 


REVISE WORKERS’ COMPENATION LAWS THROUGH FREEDOM OF COMPETITION 


2/12 
2/18 
2/14 
2/23 
2/27 
2/27 
2/28 
3/01 
3/11 


INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO BUSINESS AND LABOR 

HEARING 

TABLED IN COMMITTEE 18 0 
FISCAL NOTE RECEIVED 

SPONSOR REBUTTAL TO FISCAL NOTE REQUESTED 

FISCAL NOTE PRINTED 

MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 507 INTRODUCED BY STAFMAN LC1486 DRAFTER: O’°CONNELL 


ESTABLISH MEDICAID MEDICAL RESPITE CARE PROGRAM FOR HOMELESS 


INDIVIDUALS 


2/12 
2/12 
2/18 
2/14 
2/17 
2/20 
2/21 
2/24 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO HUMAN SERVICES 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 


586 MONTANA HISTORY AND FINAL STATUS 2023 


2/27 TABLED IN COMMITTEE 20 O 
3/11 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 508 INTRODUCED BY J. HINKLE LC1881 DRAFTER: MCCRACKEN 
ALLOW OPTION TO VOTE IN SCHOOL DISTRICT ELECTIONS 


2/12 INTRODUCED 
2/14 REFERRED TO TAXATION 
2/22 HEARING 
2/24 TABLED IN COMMITTEE 12 9 
3/11 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 509 INTRODUCED BY KERNS LC1670 DRAFTER: O°CONNELL 
REVISE COMMUNITY BENEFIT LAWS FOR NONPROFIT HOSPITALS 


2/12 FISCAL NOTE PROBABLE 
2/12 INTRODUCED 
2/138 FISCAL NOTE REQUESTED 
2/14 REFERRED TO HUMAN SERVICES 
2/20 FISCAL NOTE RECEIVED 
2/20 HEARING 
2/21 FISCAL NOTE PRINTED 
2/23 TABLED IN COMMITTEE 21 0 
3/11 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 510 INTRODUCED BY KORTUM LC3520 DRAFTER: HARDIN 
REVISE CERTIFICATION TIMELINE LAWS FOR CITY CANDIDATES 


2/12 INTRODUCED 

2/14 REFERRED TO STATE ADMINISTRATION 

2/23 COMMITTEE EXEC ACTION — BILL PASSED 18 0 
2/23 HEARING 

2/24 COMMITTEE REPORT — BILL PASSED 

2/28 2ND READING PASSED 90 10 
3/01 3RD READING PASSED 85 14 


TRANSMITTED TO SENATE 
3/15 REFERRED TO STATE ADMINISTRATION 
3/24 HEARING 


3/24 COMMITTEE EXEC ACTION — BILL CONCURRED 10 O 
3/27 COMMITTEE REPORT — BILL CONCURRED 

3/29 2ND READING CONCURRED 47 3 
3/30 38RD READING CONCURRED 42 6 


RETURNED TO HOUSE 

3/31 SENT TO ENROLLING 
4/06 RETURNED FROM ENROLLING 
4/07 SIGNED BY SPEAKER 
4/12 SIGNED BY PRESIDENT 
4/13 TRANSMITTED TO GOVERNOR 
4/20 SIGNED BY GOVERNOR 
4/20 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 203 

EFFECTIVE DATE: 4/20/2023 - ALL SECTIONS 


HOUSE BILLS 587 


HB 511 INTRODUCED BY HARVEY LC3160 DRAFTER: WEISS 
REVISING CANDIDATE SELF- FINANCE LAWS 


2/12 INTRODUCED 
2/14 REFERRED TO STATE ADMINISTRATION 
2/17 HEARING 
2/20 FISCAL NOTE REQUESTED 
2/23 TABLED IN COMMITTEE 18 0 
2/27 FISCAL NOTE RECEIVED 
2/28 FISCAL NOTE SIGNED 
3/01 FISCAL NOTE PRINTED 
3/11 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 512 INTRODUCED BY MERCER LC4026 DRAFTER: COLES 
AUTHORIZE LEGISLATOR INTERVENTION IN LAWSUITS 
2/12 INTRODUCED 


2/14 REFERRED TO JUDICIARY 
2/21 HEARING 


2/22 COMMITTEE EXEC ACTION — BILL PASSED 13 6 
2/22 COMMITTEE REPORT — BILL PASSED 

2/27 2ND READING PASSED 69 31 
2/28 38RD READING PASSED 68 31 


TRANSMITTED TO SENATE 

3/18 REFERRED TO JUDICIARY 

3/21 HEARING 

4/11 TABLED IN COMMITTEE 11 0 
DIED IN STANDING COMMITTEE 


HB 513 INTRODUCED BY J. CARLSON [C1148 DRAFTER: O'CONNELL 


REQUIRE CONSIDERATION OF HARM OF REMOVAL IN CHILD ABUSE AND 
NEGLECT CASES 


2/138 INTRODUCED 

2/14 REFERRED TO HUMAN SERVICES 

2/20 HEARING 

2/23 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 18 3 
2/24 COMMITTEE REPORT — BILL PASSED AS AMENDED 

2/28 2ND READING PASSED 92 8 
3/01 3RD READING PASSED 92 6 


TRANSMITTED TO SENATE 
3/10 FISCAL NOTE REQUESTED 
3/15 REFERRED TO JUDICIARY 
38/15 FISCAL NOTE RECEIVED 
3/16 FISCAL NOTE SIGNED 
3/16 FISCAL NOTE PRINTED 
3/22 HEARING 


3/24 COMMITTEE EXEC ACTION — CONCURRED AS AMD 11 0 
3/27 COMMITTEE REPORT — CONCURRED AS AMD 
3/29 2ND READING CONCURRED 48 2 


3/30 38RD READING CONCURRED 48 0 


588 


4/18 
4/19 
4/20 
4/24 
4/26 
4/27 
4/27 
5/03 
5/04 


MONTANA HISTORY AND FINAL STATUS 2023 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS CONCURRED 96 4 
38RD READING PASSED AS AMENDED BY SENATE 94 4 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 384 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


HB 514 INTRODUCED BY ROMANO LC3489 DRAFTER: MCCRACKEN 


INCREASE THE INFLATIONARY ADJUSTMENT CAP RELATED TO SCHOOL 


FUNDING 


2/138 
2/18 
2/14 
2/15 
2/16 
2/17 
2/27 
2/27 
3/11 


INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO EDUCATION 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

TABLED IN COMMITTEE 13 0 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 515 INTRODUCED BY J. CARLSON [C1129 DRAFTER: M. MOORE 


REVISE PROPERTY TAX PAYMENT PROCEDURES 


2/18 
2/14 
2/22 
2/27 
3/01 
3/02 
3/11 


INTRODUCED 

REFERRED TO TAXATION 

HEARING 

TABLED IN COMMITTEE 12 9 
TAKEN FROM COMMITTEE; PLACED ON 2ND READING 59 40 
2ND READING NOT PASSED 43 57 


MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN PROCESS 


HB 516 INTRODUCED BY BUCKLEY LC0765 DRAFTER: BURKHARDT 


GENERALLY REVISE CRIMINAL LAWS RELATED TO HAZING 


2/18 
2/18 
2/138 
2/15 
2/20 
2/20 
2/20 
2/22 
2/23 
3/11 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO JUDICIARY 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

TABLED IN COMMITTEE 20 0 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 517 INTRODUCED BY M. HOPKINS 


CONSTITUTIONAL AMENDMENT REGARDING BOARD OF REGENTS 


2/18 
2/15 
3/18 
3/29 
3/29 
4/03 
4/04 


4/05 
4/12 
4/13 
4/14 
4/19 
4/21 
4/24 


4/24 
4/25 
4/25 
4/25 
4/26 


HB 518 INTRODUCED BY MERCER 


HOUSE BILLS 


INTRODUCED 
REFERRED TO JUDICIARY 
HEARING 


COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 


2ND READING PASSED 
38RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED AS AMD 

3RD READING FAILED 


RECONSIDERED PREVIOUS ACTION; REMAINS IN 3RD 


READING PROCESS 
REREFERRED TO JUDICIARY 


COMMITTEE EXEC ACTION — CONCURRED AS AMD 


COMMITTEE REPORT — CONCURRED AS AMD 
2ND READING CONCURRED 

38RD READING CONCURRED 

DIED IN PROCESS 


AUTHORIZE STANDING FOR LEGISLATURE TO BRING LAWSUIT 


2/138 
2/15 
2/21 
2/23 
2/24 
2/27 
2/28 


3/18 
3/21 
3/21 
3/21 
3/24 
3/28 


3/31 
4/03 
4/03 
4/06 
4/07 
4/12 
4/13 
4/20 
4/20 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED AS AMD 

3RD READING CONCURRED 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS CONCURRED 
38RD READING PASSED AS AMENDED BY SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 204 
EFFECTIVE DATE: 4/20/2023 - ALL SECTIONS 


13 


61 


29 
27 


13 


66 


94 
68 


589 


LC3110 DRAFTER: MCCRACKEN 


34 
37 


21 
23 


LC4027 DRAFTER: COLES 


32 
29 


18 
17 


590 


HB 519 INTRODUCED BY MITCHELL 


MONTANA HISTORY AND FINAL STATUS 2023 


AUTHORIZE DIGITAL DRIVERS LICENSES THROUGH A MOBILE APPLICATION 


2/18 
2/18 
2/18 
2/15 
2/21 
2/21 
2/21 
2/22 
2/22 
2/22 
2/27 
2/27 
2/28 
2/28 
2/28 
2/28 
3/01 
3/01 


3/15 
3/21 
3/27 
3/27 
3/27 
3/30 
4/04 
4/05 
4/12 
4/13 


4/17 
4/18 
4/20 
4/20 
4/21 
4/26 
4/27 


HB 520 INTRODUCED BY LOGE 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO JUDICIARY 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 
2ND READING PASSED 

REREFERRED TO APPROPRIATIONS 

HEARING 

TABLED IN COMMITTEE 

TAKEN FROM TABLE IN COMMITTEE 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

3RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO HIGHWAYS AND TRANSPORTATION 
REVISED FISCAL NOTE REQUESTED 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE SIGNED 

REVISED FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 304 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


INTERIM STUDY OF PRIVATE PONDS 


2/18 
2/18 
2/15 
2/17 
2/17 
2/20 
2/20 
2/20 
2/21 


INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO NATURAL RESOURCES 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 


15 


56 


12 


14 


72 


10 


35 
39 


15 


LC4451 DRAFTER: HESS 


26 


14 
11 


LC1062 DRAFTER: KOLMAN 


3/10 
3/10 
3/16 
3/16 
3/16 
3/20 


3/21 
3/29 
4/12 
4/14 
4/19 
4/19 
4/21 
4/25 
4/26 
4/26 
4/27 
4/27 
4/27 


5/01 
5/02 
5/05 
5/09 
5/11 
5/11 
5/12 
5/22 
5/22 


HB 521 INTRODUCED BY LOGE 


REVISING LAWS RELATED TO CONSERVATION LICENSES ON STATE LANDS 


2/18 
2/18 
2/15 
2/17 
2/20 
2/20 
2/20 
2/20 
2/21 
3/13 
3/138 
3/20 
3/20 
3/21 
3/22 


3/24 
4/06 
4/18 


HOUSE BILLS 


2ND READING PASSED 

REREFERRED TO APPROPRIATIONS 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

3RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO NATURAL RESOURCES 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 
REREFERRED TO FINANCE AND CLAIMS 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE SIGNED 

REVISED FISCAL NOTE PRINTED 

3RD READING CONCURRED 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS CONCURRED 
38RD READING PASSED AS AMENDED BY SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 727 
EFFECTIVE DATE: 5/22/2023 - ALL SECTIONS 


INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO NATURAL RESOURCES 
HEARING 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 


COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 


COMMITTEE REPORT — BILL PASSED AS AMENDED 
2ND READING PASSED 

REREFERRED TO APPROPRIATIONS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

38RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO FISH AND GAME 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 


17 


75 


11 


10 


31 


13 


81 


12 


80 


10 


19 


LC0964 DRAFTER: HENNEMAN 


11 


10 
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4/18 COMMITTEE REPORT — BILL CONCURRED 

4/19 2ND READING CONCURRED 26 24 
4/19 REREFERRED TO FINANCE AND CLAIMS 

4/21 HEARING 


4/21 COMMITTEE EXEC ACTION — BILL CONCURRED 18 1 
4/24 COMMITTEE REPORT — BILL CONCURRED 
4/25 38RD READING CONCURRED 39 10 


RETURNED TO HOUSE 

4/27 SENT TO ENROLLING 
5/01 RETURNED FROM ENROLLING 
5/04 SIGNED BY SPEAKER 
5/04 SIGNED BY PRESIDENT 
5/08 TRANSMITTED TO GOVERNOR 
5/18 SIGNED BY GOVERNOR 
5/19 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 507 

EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


HB 522 INTRODUCED BY MALONE LC2287 DRAFTER: HENNEMAN 
PROVIDE LANDOWNER PREFERENCE BISON TAGS FOR LANDOWNERS NEAR YNP 


2/138 INTRODUCED 

2/15 REFERRED TO FISH, WILDLIFE AND PARKS 

2/21 HEARING 

2/23 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 19 0 
2/24 COMMITTEE REPORT — BILL PASSED AS AMENDED 

2/28 2ND READING PASSED AS AMENDED 91 9 
3/02 3RD READING PASSED 93 6 


TRANSMITTED TO SENATE 

3/14 REFERRED TO FISH AND GAME 

3/23 HEARING 

4/06 TABLED IN COMMITTEE 11 1 
DIED IN STANDING COMMITTEE 


HB 523 INTRODUCED BY YAKAWICH LC3740 DRAFTER: JOHNSON 


REQUIRE REPORTING ON EMERGENCY RENTAL ASSISTANCE PAID TO 
BUSINESSES AND LANDLORD 


2/18 FISCAL NOTE PROBABLE 

2/138 INTRODUCED 

2/18 FISCAL NOTE REQUESTED 

2/15 REFERRED TO BUSINESS AND LABOR 

2/20 FISCAL NOTE RECEIVED 

2/20 FISCAL NOTE SIGNED 

2/20 FISCAL NOTE PRINTED 

2/23 HEARING 

2/24 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 18 0 
2/24 COMMITTEE REPORT — BILL PASSED AS AMENDED 

2/28 2ND READING PASSED 97 3 
3/01 REVISED FISCAL NOTE REQUESTED 

3/01 REVISED FISCAL NOTE RECEIVED 

3/01 REVISED FISCAL NOTE SIGNED 

3/01 38RD READING PASSED 98 1 


TRANSMITTED TO SENATE 
3/02 REVISED FISCAL NOTE PRINTED 


3/15 
3/31 
4/06 
4/07 
4/14 
4/14 


AI17 
4/19 
4/21 
4/26 
4/27 
5/03 
5/04 


HB 524 INTRODUCED BY KASSMIER 


HOUSE BILLS 
REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
HEARING 
COMMITTEE EXEC ACTION — BILL CONCURRED 10 
COMMITTEE REPORT — BILL CONCURRED 
2ND READING CONCURRED 48 
3RD READING CONCURRED 44 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 385 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


REVISE ENERGY LAWS RELATING TO SOLAR PANELS 


2/18 
2/15 
2/22 
2/24 
2/27 
3/01 
3/02 


3/14 
3/21 
3/24 
3/24 
4/13 
4/13 


HB 525 INTRODUCED BY A. REGIER 


INTRODUCED 
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LC0579 DRAFTER: J. WALKER 


REFERRED TO ENERGY, TECHNOLOGY AND FEDERAL RELATIONS 


HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 7 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 65 
38RD READING PASSED 63 


TRANSMITTED TO SENATE 
REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 6 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCUR MOTION FAILED 25 
2ND READING INDEFINITELY POSTPONED 26 


DIED IN PROCESS 


ENHANCE PENALTIES FOR CERTAIN SEXUAL CRIMES 


2/138 
2/14 
2/15 
2/21 
2/22 
2/22 
2/22 
2/22 
2/22 
2/27 
2/27 
2/28 
2/28 
2/28 
3/01 


INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 15 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

COMMITTEE REPORT — BILL PASSED 

FISCAL NOTE PRINTED 


2ND READING PASSED 88 
REREFERRED TO APPROPRIATIONS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 20 


COMMITTEE REPORT — BILL PASSED 
3RD READING PASSED 86 


6 


35 
35 


4 


25 
24 


LC0950 DRAFTER: WEISS 


12 


12 
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3/15 
3/22 
3/24 
3/24 
3/28 
3/29 


3/30 
4/05 
4/07 
4/12 
4/13 
4/20 
4/20 
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TRANSMITTED TO SENATE 
REFERRED TO JUDICIARY 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 7 ~#«4 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 50 0 
38RD READING CONCURRED 49 O 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 205 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HB 526 INTRODUCED BY FIELDER LC3380 DRAFTER: COLES 


REPEAL STATE TAX ON SOCIAL SECURITY INCOME 


2/13 
2/14 
2/15 
2/21 
2/22 
2/22 
2/27 
2/28 
2/28 
3/14 
3/14 
3/23 
3/27 
4/06 


INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO TAXATION 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 13 8 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 57 43 
REREFERRED TO APPROPRIATIONS 

HEARING 

TABLED IN COMMITTEE 17 6 
MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 527 INTRODUCED BY DEMING LC0769 DRAFTER: SANKEY KEIP 


REQUIRE OFFICIAL ACTION TO RELEASE MONTANA NATIONAL GUARD TO 
ACTIVE DUTY COMBAT 


2/14 
2/17 
2/27 
2/27 
2/28 
3/02 
3/11 


INTRODUCED 

REFERRED TO ENERGY, TECHNOLOGY AND FEDERAL RELATIONS 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 7 #6 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING NOT PASSED 40 60 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN PROCESS 


HB 528 INTRODUCED BY BISHOP LC3632 DRAFTER: POWER 


GENERALLY REVISE ELECTION LAWS 


2/14 
2/15 
2/23 


INTRODUCED 
REFERRED TO STATE ADMINISTRATION 
HEARING 


2/23 
3/11 


HOUSE BILLS 595 


TABLED IN COMMITTEE 18 0 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 529 INTRODUCED BY BROCKMAN LC3461 DRAFTER: POWER 


REVISE LAWS RELATED TO OFFICIALS COMMISSIONED BY THE GOVERNOR 


2/14 
2/15 
2/22 
2/23 
2/24 
2/28 
3/01 


3/15 
4/06 
4/06 
4/07 
4/13 
4/14 


4/17 
4/19 
4/21 
4/26 
4/27 
5/03 
5/04 


INTRODUCED 

REFERRED TO STATE ADMINISTRATION 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 18 0 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 100 O 
3RD READING PASSED 99 0 


TRANSMITTED TO SENATE 
REFERRED TO LEGISLATIVE ADMINISTRATION 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 6 0 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 41 9 
38RD READING CONCURRED 41 9 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 386 
EFFECTIVE DATE: 5/03/2023 - ALL SECTIONS 


HB 530 INTRODUCED BY BROCKMAN LC34387 DRAFTER: CARROLL 


REVISE PORT AUTHORITY MILL LEVIES 


2/14 
2/15 
2/21 
2/24 
2/24 
2/28 
3/11 


INTRODUCED 

REFERRED TO TAXATION 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 11 10 
COMMITTEE REPORT — BILL PASSED 

2ND READING NOT PASSED 48 52 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN PROCESS 


HB 531 INTRODUCED BY BROCKMAN LC3463 DRAFTER: SANKEY KEIP 


ESTABLISH ANNUAL COMBINED MEETING OF THE BOARD OF EDUCATION 


2/14 
2/15 
2/24 
2/24 
2/27 
3/01 
3/02 


INTRODUCED 

REFERRED TO EDUCATION 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 13 (0 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 99 1 
3RD READING PASSED 99 0 
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3/14 
3/20 
3/27 
3/28 
3/30 
3/31 


4/03 
4/06 
4/07 
4/12 
4/13 
4/18 
4/19 
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TRANSMITTED TO SENATE 
REFERRED TO EDUCATION AND CULTURAL RESOURCES 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 11 0 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 50 0 
38RD READING CONCURRED 49 0 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 112 
EFFECTIVE DATE: 4/18/2023 - ALL SECTIONS 


HB 532 INTRODUCED BY STAFMAN LC1582 DRAFTER: HARDIN 


PROVIDE PUBLIC PARTICIPATION AND COMMENT IN AG LITIGATION DECISIONS 


2/14 
2/15 
2/20 
2/21 
2/21 
2/27 
2/28 
3/01 
3/11 


INTRODUCED 

REFERRED TO JUDICIARY 
FISCAL NOTE REQUESTED 
HEARING 
TABLED IN COMMITTEE 13 6 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 533 INTRODUCED BY STAFMAN [C1571 DRAFTER: MCCRACKEN 
PROHIBIT DISCRIMINATION BY NONPUBLIC SCHOOL RECEIVING TAX CREDIT 
SCHOLARSHIPS 

2/14 INTRODUCED 


2/15 
2/21 
3/11 


REFERRED TO TAXATION 
BILL WITHDRAWN PER HOUSE RULE H30-50(3)(B) 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 534 INTRODUCED BY YAKAWICH LC1370 DRAFTER: HENNEMAN 


REVISE COLLECTIONS LIMIT FOR ACTIONS BROUGHT BEFORE CITY COURT 


2/14 
2/15 
2/21 
2/23 
2/28 
2/28 
3/01 
3/02 
3/03 


INTRODUCED 

REFERRED TO LOCAL GOVERNMENT 

HEARING 

TABLED IN COMMITTEE 12 4 
TAKEN FROM TABLE IN COMMITTEE 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 13° «28 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 95 
3RD READING PASSED 93 4 


OU 


3/13 
4/05 
4/12 
4/13 
AI17 
4/18 


4/20 
4/23 
4/29 
5/04 
5/08 
5/18 
5/19 


HB 535 INTRODUCED BY MITCHELL 


HOUSE BILLS 


TRANSMITTED TO SENATE 
REFERRED TO LOCAL GOVERNMENT 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 9 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 46 
38RD READING CONCURRED 48 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 508 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


REVISING EDUCATION LAWS TO PROVIDE A DEFINITION OF “FINANCIAL 


LITERACY” 


2/14 
2/16 
2/22 
2/27 
2/28 
2/28 
3/01 
3/02 
3/03 


3/18 
3/22 
4/03 
4/04 
4/07 
4/11 


4/19 
4/20 
4/20 
4/24 
4/26 
4/27 
4/27 
5/03 
5/04 


HB 536 INTRODUCED BY DOOLING 


INTRODUCED 

REFERRED TO EDUCATION 

HEARING 

TABLED IN COMMITTEE 9 
TAKEN FROM TABLE IN COMMITTEE 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 9 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 59 
38RD READING PASSED 66 


TRANSMITTED TO SENATE 
REFERRED TO EDUCATION AND CULTURAL RESOURCES 
HEARING 


COMMITTEE EXEC ACTION — CONCURRED AS AMD 11 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 50 
3RD READING CONCURRED 50 
RETURNED TO HOUSE WITH AMENDMENTS 

2ND READING SENATE AMDS CONCURRED 99 
38RD READING PASSED AS AMENDED BY SENATE 87 


SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 387 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


REVISE LAWS RELATED TO WRITE-IN CANDIDATES 


2/14 


INTRODUCED 


LC1346 DRAFTER: MCCRACKEN 


41 
32 


LC3399 DRAFTER: POWER 
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2/16 REFERRED TO STATE ADMINISTRATION 
2/22 HEARING 


2/23 COMMITTEE EXEC ACTION — BILL PASSED 18 0 
2/24 COMMITTEE REPORT — BILL PASSED 

2/28 2ND READING PASSED 98 2 
3/01 3RD READING PASSED 96 3 


TRANSMITTED TO SENATE 
3/15 REFERRED TO STATE ADMINISTRATION 
3/24 HEARING 


3/24 COMMITTEE EXEC ACTION — BILL CONCURRED 10 0 
3/27 COMMITTEE REPORT — BILL CONCURRED 

3/29 2ND READING CONCURRED 45 5 
3/30 38RD READING CONCURRED 47 1 


RETURNED TO HOUSE 

3/31 SENT TO ENROLLING 
4/06 RETURNED FROM ENROLLING 
4/07 SIGNED BY SPEAKER 
4/12 SIGNED BY PRESIDENT 
4/13 TRANSMITTED TO GOVERNOR 
4/20 SIGNED BY GOVERNOR 
4/20 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 206 

EFFECTIVE DATE: 4/20/2023 - ALL SECTIONS 


HB 537 INTRODUCED BY J. FITZPATRICK LC2199 DRAFTER: MOHR 
PROVIDE EXCEPTION FOR USE OF OIL/GAS WATER 


2/14 INTRODUCED 
2/16 REFERRED TO NATURAL RESOURCES 
2/24 HEARING 
2/24 TABLED IN COMMITTEE 15 0 
3/11 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 538 INTRODUCED BY PHALEN LC3225 DRAFTER: SANKEY KEIP 


REVISE CONSTITUTIONAL AND PLEDGE OF ALLEGIANCE STUDENT 
INSTRUCTION LAWS 


2/14 INTRODUCED 
2/16 REFERRED TO EDUCATION 
2/27 HEARING 
2/27 TABLED IN COMMITTEE 9 4 
3/11 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 539 INTRODUCED BY K. ZOLNIKOV LC0145 DRAFTER: J. WALKER 
GENERALLY REVISE ALCOHOL LAWS 


2/14 INTRODUCED 

2/16 REFERRED TO BUSINESS AND LABOR 

2/24 HEARING 

2/27 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 18 1 
2/28 COMMITTEE REPORT — BILL PASSED AS AMENDED 

3/02 2ND READING PASSED 93 7 
3/03 38RD READING PASSED 89 9 


HOUSE BILLS 599 


TRANSMITTED TO SENATE 
3/13 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
3/20 HEARING 


4/13 COMMITTEE EXEC ACTION — CONCURRED AS AMD 8 2 
4/13 COMMITTEE REPORT — CONCURRED AS AMD 

4/17 2ND READING CONCURRED 42 8 
4/18 38RD READING CONCURRED 388 12 


RETURNED TO HOUSE WITH AMENDMENTS 
4/24 2ND READING SENATE AMDS NOT CONCURRED 95 5 
4/24 FC COMMITTEE APPOINTED 
4/25 FC COMMITTEE APPOINTED 
4/26 HEARING 
4/28 FC COMMITTEE REPORT RECEIVED 


4/28 FC COMMITTEE REPORT RECEIVED 5 1 
5/01 2ND READING FC COMMITTEE REPORT ADOPTED 386 14 
5/01 3RD READING FC COMMITTEE REPORT ADOPTED 39 10 
5/02 2ND READING FC COMMITTEE REPORT REJECTED 81 18 


5/02 FC COMMITTEE APPOINTED 
5/02 RECONSIDERED PREVIOUS ACTION; REMAINS IN 2ND 


READING PROCESS 54 42 
5/02 2ND READING FC COMMITTEE REPORT ADOPTED 61 36 
5/02 3RD READING FC COMMITTEE REPORT ADOPTED 59 37 


5/03 SENT TO ENROLLING 
5/09 RETURNED FROM ENROLLING 
5/11 SIGNED BY SPEAKER 
5/11 SIGNED BY PRESIDENT 
5/12 TRANSMITTED TO GOVERNOR 
5/22 SIGNED BY GOVERNOR 
5/22 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 728 
EFFECTIVE DATE: 5/22/2023 - ALL SECTIONS 


HB 540 INTRODUCED BY M. HOPKINS LC4410 DRAFTER: WEISS 


ELIMINATE CERTAIN GENDER/SEX REQUIREMENTS FOR PARTY COMMITTEE 
REPRESENTATIVES 


2/14 INTRODUCED 
2/16 REFERRED TO STATE ADMINISTRATION 
2/22 HEARING 


2/23 COMMITTEE EXEC ACTION — BILL PASSED 18 0 
2/24 COMMITTEE REPORT — BILL PASSED 

2/27 2ND READING PASSED 94 5 
2/28 38RD READING PASSED 93 5 


TRANSMITTED TO SENATE 

3/18 REFERRED TO STATE ADMINISTRATION 

3/24 HEARING 

3/29 TABLED IN COMMITTEE 10 O 
DIED IN STANDING COMMITTEE 


HB 541 INTRODUCED BY LER LC2273 DRAFTER: WEISS 
REQUIRE INTEREST ON CRIMINAL RESTITUTION AND FINES 
2/14 INTRODUCED 


2/14 FISCAL NOTE REQUESTED 
2/16 REFERRED TO JUDICIARY 
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2/20 
2/20 
2/22 
2/24 
2/24 
2/27 
2/28 
2/28 
2/28 
2/28 
3/01 
3/01 


3/10 
3/10 
3/13 
3/15 
3/30 
4/05 
4/06 
4/17 
4/18 


4/20 
4/23 
4/29 
5/04 
5/08 
5/18 
5/19 


HB 542 INTRODUCED BY MARSHALL 
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FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED _ 13 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

REVISED FISCAL NOTE REQUESTED 


2ND READING PASSED AS AMENDED 69 
REREFERRED TO APPROPRIATIONS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 16 
COMMITTEE REPORT — BILL PASSED 

3RD READING PASSED 68 


TRANSMITTED TO SENATE 
REVISED FISCAL NOTE RECEIVED 
REVISED FISCAL NOTE SIGNED 
REVISED FISCAL NOTE PRINTED 
REFERRED TO JUDICIARY 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 6 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 31 
3RD READING CONCURRED 29 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 509 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


ESTABLISH A VOLUNTEER FIREFIGHTER AND EMT TAX CREDIT 


2/14 
2/14 
2/14 
2/16 
2/20 
2/20 
2/21 
2/24 
2/27 
2/27 
3/18 
3/13 
3/20 
3/20 
4/06 


HB 543 INTRODUCED BY J. HINKLE 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO TAXATION 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 21 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 90 
REREFERRED TO APPROPRIATIONS 

HEARING 

TABLED IN COMMITTEE 14 
MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


REVISE LAWS FOR BALLOT WORDING FOR BONDS AND LEVIES 


19 
21 


LC4034 DRAFTER: M. MOORE 


LC1890 DRAFTER: M. MOORE 


2/14 
2/16 
2/23 
2/27 
2/27 
3/01 
3/02 


3/14 
4/05 
4/07 
4/11 
4/13 
4/14 


4/17 
4/19 
4/21 
4/26 
4/27 
5/03 
5/04 


HB 544 INTRODUCED BY GILLETTE 


HOUSE BILLS 


INTRODUCED 

REFERRED TO TAXATION 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO STATE ADMINISTRATION 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 388 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


16 


78 


33 


22 


17 
17 


LC1690 DRAFTER: SANDRU 


PROVIDE REQUIREMENTS FOR COVERAGE OF ABORTION UNDER MEDICAID AND 


CHIP 


2/14 
2/16 
2/22 
2/22 
2/23 
2/27 
2/27 
2/28 
3/02 
3/02 
3/16 
3/17 
3/17 
3/20 


3/21 
3/31 
4/12 
4/13 
4/19 
4/19 
4/19 
4/19 
4/24 
4/25 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

FISCAL NOTE REQUESTED 

COMMITTEE EXEC ACTION — BILL PASSED 
FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

REREFERRED TO APPROPRIATIONS 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

38RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

REREFERRED TO FINANCE AND CLAIMS 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

3RD READING CONCURRED 


13 


13 


31 


31 


32 


18 


18 


602 


4/27 
5/01 
5/04 
5/04 
5/08 
5/15 
5/15 


HB 545 INTRODUCED BY BUTTREY 


MONTANA HISTORY AND FINAL STATUS 2023 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 488 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


REVISE STATE LAWS TO RECOGNIZE CREATION OF US SPACE FORCE 


2/14 
2/16 
2/24 
2/24 
2/24 
2/28 
3/01 


3/15 
3/29 
4/05 
4/06 
4/12 
4/13 


AI17 
4/18 
4/20 
4/20 
4/21 
4/26 
4/27 


HB 546 INTRODUCED BY FERN 


AUTHORIZE ADDITIONAL FUNDING FOR COAL TRUST LOAN PROGRAM FOR 


HOUSING 


2/14 
2/14 
2/15 
2/16 
2/22 
2/23 
2/24 
2/27 
2/27 
3/01 
3/01 
3/14 
38/15 


INTRODUCED 

REFERRED TO STATE ADMINISTRATION 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 303 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO TAXATION 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 
2ND READING PASSED 

REREFERRED TO APPROPRIATIONS 

REVISED FISCAL NOTE REQUESTED 

HEARING 


[C1305 DRAFTER: CARROLL 


17 


99 


LC3503 DRAFTER: JOHNSON 


21 


91 


3/15 
3/15 
3/16 
3/16 
3/16 
3/17 
3/20 
3/20 


3/21 
3/22 
4/04 
4/19 


HOUSE BILLS 603 


REVISED FISCAL NOTE RECEIVED 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 18 =O 
REVISED FISCAL NOTE PRINTED 

COMMITTEE REPORT — BILL PASSED AS AMENDED 

REVISED FISCAL NOTE REQUESTED 


2ND READING PASSED 75 24 
REVISED FISCAL NOTE RECEIVED 
3RD READING PASSED 65 33 


TRANSMITTED TO SENATE 

REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
REVISED FISCAL NOTE PRINTED 

HEARING 

TABLED IN COMMITTEE 10 0 
DIED IN STANDING COMMITTEE 


HB 547 INTRODUCED BY COHENOUR [C1203 DRAFTER: KOLMAN 


PROVIDE PENALTIES FOR SELLING DATA/IMAGES FROM TRAIL CAMS ON PUBLIC 


LAND 


2/14 
2/16 
2/21 
2/21 
2/22 
2/28 
3/01 


3/14 
3/23 
4/06 


INTRODUCED 

REFERRED TO FISH, WILDLIFE AND PARKS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 12. «7 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 62 37 
3RD READING PASSED 57 41 


TRANSMITTED TO SENATE 

REFERRED TO FISH AND GAME 

HEARING 

TABLED IN COMMITTEE 8 4 
DIED IN STANDING COMMITTEE 


HB 548 INTRODUCED BY COHENOUR [C1200 DRAFTER: KOLMAN 


REVISE PENALTIES FOR CRIMINAL TRESPASS WHILE COLLECTING ANTLERS/ 


SHEDS/HORNS 


2/14 
2/16 
2/21 
2/23 
2/24 
3/01 
3/02 


3/14 
3/23 
4/06 


INTRODUCED 

REFERRED TO FISH, WILDLIFE AND PARKS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 15 4 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 79 21 
38RD READING PASSED 73 26 


TRANSMITTED TO SENATE 

REFERRED TO FISH AND GAME 

HEARING 

TABLED IN COMMITTEE 8 4 
DIED IN STANDING COMMITTEE 


HB 549 INTRODUCED BY ANDERSON LC1257 DRAFTER: MCCRACKEN 


AUTHORIZING ESTABLISHMENT OF PUBLIC CHARTER SCHOOLS 


2/14 
2/14 


FISCAL NOTE PROBABLE 
INTRODUCED 


604 


2/15 
2/16 
2/20 
2/24 
2/24 
2/24 
2/24 
2/27 
2/27 
3/01 
3/01 
3/10 
3/18 
3/17 
3/29 
3/30 
3/31 


4/03 
A4I17 
4/19 
4/20 
4/20 
4/24 
4/25 
4/25 
4/26 
4/26 
4/27 


4/28 
4/28 


5/01 
5/03 
5/11 
5/11 
5/11 
5/18 
5/19 


HB 550 INTRODUCED BY C. KNUDSEN 


MONTANA HISTORY AND FINAL STATUS 2023 


FISCAL NOTE REQUESTED 

REFERRED TO EDUCATION 

HEARING 

FISCAL NOTE RECEIVED 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

REVISED FISCAL NOTE REQUESTED 

COMMITTEE REPORT — BILL PASSED AS AMENDED 
2ND READING PASSED 

REREFERRED TO APPROPRIATIONS 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

38RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO EDUCATION AND CULTURAL RESOURCES 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 
REREFERRED TO FINANCE AND CLAIMS 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCUR MOTION FAILED 

2ND READING INDEFINITELY POSTPONED 
RECONSIDERED PREVIOUS ACTION; REMAINS IN 2ND 
READING PROCESS 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 510 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


REVISE GAMBLING LAWS RELATED TO THE SALE OF VIDEO GAMBLING 


MACHINES 


2/14 
2/16 
2/22 
2/22 
2/22 
2/28 
3/01 


INTRODUCED 

REFERRED TO BUSINESS AND LABOR 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

3RD READING PASSED 


11 2 


79 21 


19 4 


58 33 


LC1662 DRAFTER: J. WALKER 


19 O 
97 3 
95 4 


3/14 
3/30 
3/30 
3/31 
4/04 
4/05 


4/06 
4/13 
4/19 
4/20 
4/21 
4/26 
4/27 


HB 551 INTRODUCED BY C. KNUDSEN 


HOUSE BILLS 


TRANSMITTED TO SENATE 
REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 10 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 44 
38RD READING CONCURRED 45 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 302 
EFFECTIVE DATE: 4/26/2023 - ALL SECTIONS 


IMPLEMENT CONSTITUTIONAL CARRY INTO THE MONTANA CONSTITUTION 


2/14 
2/16 
3/15 
3/29 
3/29 
4/03 
4/04 


4/05 
4/12 
4/13 
4/14 
4/21 
4/24 


4/24 
4/25 
4/25 
4/25 
4/26 


5/02 
5/02 


HB 552 INTRODUCED BY ZEPHYR 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 18 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 65 
38RD READING PASSED 65 


TRANSMITTED TO SENATE 
REFERRED TO JUDICIARY 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 7 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 31 
RECONSIDERED PREVIOUS ACTION; REMAINS IN 2ND 
READING PROCESS 28 
REREFERRED TO JUDICIARY 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 7 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 82 
3RD READING CONCURRED 33 
RETURNED TO HOUSE WITH AMENDMENTS 

2ND READING SENATE AMDS CONCURRED 63 
38RD READING NOT PASSED AS AMENDED BY SENATE 62 


DIED IN PROCESS 


PROHIBIT PANIC DEFENSE IN CRIMINAL PROCEEDINGS 


2/14 
2/16 
2/22 
2/23 
3/11 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

TABLED IN COMMITTEE 19 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


605 


On 


LC1976 DRAFTER: BURKHARDT 


35 
33 


18 
17 


36 
34 


LC3603 DRAFTER: KREZOWSKI 


606 


MONTANA HISTORY AND FINAL STATUS 2023 


HB 553 INTRODUCED BY BUCKLEY LC42388 DRAFTER: HENNEMAN 


HOUSING FOR MONTANA FAMILIES ACT 


2/14 
2/16 
2/23 
2/23 
3/11 


INTRODUCED 

REFERRED TO LOCAL GOVERNMENT 

HEARING 

TABLED IN COMMITTEE 9 7 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 554 INTRODUCED BY J. CARLSON LC1149 DRAFTER: O°CONNELL 


REVISE LAWS RELATING TO CONFIDENTIALITY OF CHILD ABUSE AND NEGLECT 


RECORDS 


2/15 
2/16 
2/23 
2/24 
3/11 


INTRODUCED 

REFERRED TO HUMAN SERVICES 

HEARING 

TABLED IN COMMITTEE 20 0 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 555 INTRODUCED BY J. CARLSON [C1139 DRAFTER: KREZOWSKI 


REVISE LAWS RELATED TO COUNSEL FOR CHILDREN IN ABUSE AND NEGLECT 


CASES 


2/15 
2/15 
2/15 
2/16 
2/22 
2/22 
2/23 
2/24 
2/24 
3/01 
3/02 


3/14 
3/17 
3/21 
3/21 
3/23 
3/24 


3/30 
3/31 
3/31 
4/06 
4/07 
4/12 
4/13 
4/20 
4/20 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 19 O 
FISCAL NOTE RECEIVED 

COMMITTEE REPORT — BILL PASSED 

FISCAL NOTE PRINTED 

2ND READING PASSED 100 O 
38RD READING PASSED 98 1 


TRANSMITTED TO SENATE 
REFERRED TO JUDICIARY 


HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 11 0 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 49 1 
3RD READING CONCURRED 50 0 
RETURNED TO HOUSE WITH AMENDMENTS 

2ND READING SENATE AMDS CONCURRED 99 1 
38RD READING PASSED AS AMENDED BY SENATE 98 0 


SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 


HB 556 INTRODUCED BY J. CARLSON 


HOUSE BILLS 


CHAPTER NUMBER 207 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


REVISE DEFINITIONS RELATED TO DAY-CARE FACILITIES AND FAMILY 
DAY-CARE HOMES 


2/15 
2/16 
2/22 
2/24 
2/27 
3/01 
3/02 


3/14 
3/20 
3/29 
3/30 
4/07 
4/11 


4/14 
AI17 
A/I17 
4/28 
5/04 
5/04 
5/08 
5/18 
5/19 


HB 557 INTRODUCED BY J. CARLSON 


INTRODUCED 

REFERRED TO HUMAN SERVICES 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED AS AMENDED 

3RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS CONCURRED 
3RD READING PASSED AS AMENDED BY SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 511 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


11 


69 


99 
79 


CLARIFY USE OF HEART ACCOUNT FUNDS FOR BEHAVIORAL HEALTH CRISIS 


SERVICES 


2/15 
2/16 
2/22 
2/23 
2/24 
3/01 
3/02 


3/14 
3/24 
3/29 
3/30 
4/04 
4/05 


4/06 


INTRODUCED 

REFERRED TO HUMAN SERVICES 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 


20 


97 


50 
50 


[C1116 DRAFTER: SANKEY KEIP 


10 


31 


15 
15 


LC1467 DRAFTER: O°?CONNELL 


ww 


608 MONTANA HISTORY AND FINAL STATUS 2023 


4/13 RETURNED FROM ENROLLING 
4/19 SIGNED BY SPEAKER 
4/20 SIGNED BY PRESIDENT 
4/21 TRANSMITTED TO GOVERNOR 
4/26 SIGNED BY GOVERNOR 
4/27 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 301 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


HB 558 INTRODUCED BY GALLOWAY LC2835 DRAFTER: GRAFF 
REVISING PSC DEPOSITION LAWS 
2/15 INTRODUCED 


2/16 REFERRED TO ENERGY, TECHNOLOGY AND FEDERAL RELATIONS 
2/20 HEARING 


2/22 COMMITTEE EXEC ACTION — BILL PASSED 9 4 
2/23 COMMITTEE REPORT — BILL PASSED 

2/28 2ND READING PASSED 66 34 
3/01 38RD READING PASSED 67 31 


TRANSMITTED TO SENATE 

3/14 REFERRED TO ENERGY AND TELECOMMUNICATIONS 

3/16 HEARING 

3/21 TABLED IN COMMITTEE 9 3 
DIED IN STANDING COMMITTEE 


HB 559 INTRODUCED BY SHELDON-GALLOWAY LC3863 DRAFTER: HESS 
LICENSE PROSPECTIVE ADOPTIVE PARENTS AS FOSTER PARENTS 


2/15 FISCAL NOTE PROBABLE 

2/15 INTRODUCED 

2/15 FISCAL NOTE REQUESTED 

2/16 REFERRED TO HUMAN SERVICES 

2/20 FISCAL NOTE RECEIVED 

2/20 FISCAL NOTE SIGNED 

2/20 FISCAL NOTE PRINTED 

2/21 HEARING 

2/23 COMMITTEE EXEC ACTION — BILL PASSED ASAMENDED 14 7 
2/24 COMMITTEE REPORT — BILL PASSED AS AMENDED 

3/01 2ND READING PASSED 73° 27 
3/02 3RD READING PASSED 71 28 


TRANSMITTED TO SENATE 

3/14 REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 

4/05 HEARING 

4/07 TABLED IN COMMITTEE 9 O 
DIED IN STANDING COMMITTEE 


HB 560 INTRODUCED BY SHELDON-GALLOWAY LC3763 DRAFTER: HESS 
REVISE LAWS RELATED TO ADOPTION 


2/15 INTRODUCED 

2/16 REFERRED TO HUMAN SERVICES 

2/21 HEARING 

2/23 COMMITTEE EXEC ACTION — BILL PASSED ASAMENDED 14 7 
2/24 COMMITTEE REPORT — BILL PASSED AS AMENDED 

3/01 2ND READING PASSED 69 31 


3/02 


3/09 
3/10 
3/14 
3/14 
3/14 
3/15 
3/16 
3/16 
3/16 
3/22 
3/24 
3/24 
3/31 
4/03 


4/04 
4/06 
4/07 
4/12 
4/13 
4/20 
4/20 


HB 561 INTRODUCED BY MALONE 


HOUSE BILLS 


38RD READING PASSED 


TRANSMITTED TO SENATE 

FISCAL NOTE REQUESTED 

REVISED FISCAL NOTE REQUESTED 
REFERRED TO JUDICIARY 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

REVISED FISCAL NOTE RECEIVED 
REVISED FISCAL NOTE SIGNED 

REVISED FISCAL NOTE PRINTED 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 
2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 208 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


REVISE WATER DISCHARGE PERMITTING 


2/15 
2/16 
2/20 
2/22 
2/23 
3/01 
3/02 


3/14 
3/24 
4/05 
4/12 
4/12 
4/14 
4/17 
4/18 


4/27 
4/28 
4/28 
5/02 
5/04 
5/04 
5/08 
5/18 


INTRODUCED 
REFERRED TO NATURAL RESOURCES 
HEARING 


COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 


COMMITTEE REPORT — BILL PASSED AS AMENDED 
2ND READING PASSED 
38RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO NATURAL RESOURCES 

HEARING 

TABLED IN COMMITTEE 

TAKEN FROM TABLE IN COMMITTEE 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS CONCURRED 

38RD READING PASSED AS AMENDED BY SENATE 
SENT TO ENROLLING 

RETURNED FROM ENROLLING 

SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 

TRANSMITTED TO GOVERNOR 

SIGNED BY GOVERNOR 


68 


41 
45 


75 
79 


100 


609 


30 


LC2392 DRAFTER: KOLMAN 


25 


610 


5/19 


HB 562 INTRODUCED BY VINTON 


MONTANA HISTORY AND FINAL STATUS 2023 


CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 512 
EFFECTIVE DATE: 5/18/2023 - ALL SECTIONS 


AUTHORIZE ESTABLISHMENT OF COMMUNITY CHOICE SCHOOLS 


2/15 
2/15 
2/15 
2/15 
2/20 
2/24 
2/24 
2/24 
2/27 
3/01 
3/01 
3/23 
3/29 
3/30 
3/31 


4/03 
A/I17 
A/I17 
4/17 
AI17 
4/19 
4/20 
4/20 
4/24 
4/25 
4/25 
4/26 
4/26 
4/27 


4/28 
4/28 


5/01 
5/02 
5/04 
5/04 
5/08 
5/18 
5/19 


HB 563 INTRODUCED BY STAFMAN 


PROHIBIT UNAUTHORIZED EXERCISE OF LAW ENFORCEMENT AUTHORITY 


2/15 
2/16 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO EDUCATION 
HEARING 
FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

REREFERRED TO APPROPRIATIONS 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

3RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO EDUCATION AND CULTURAL RESOURCES 
REVISED FISCAL NOTE REQUESTED 

HEARING 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE PRINTED 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 
REREFERRED TO FINANCE AND CLAIMS 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCUR MOTION FAILED 

2ND READING INDEFINITELY POSTPONED 
RECONSIDERED PREVIOUS ACTION; REMAINS IN 2ND 
READING PROCESS 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 513 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


INTRODUCED 
REFERRED TO JUDICIARY 


15 


59 


LC0518 DRAFTER: MCCRACKEN 


37 


33 


[C1579 DRAFTER: WEISS 


2/23 
2/24 
3/11 


HOUSE BILLS 611 


HEARING 

TABLED IN COMMITTEE 

MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 564 INTRODUCED BY STAFMAN LC4543 DRAFTER: WEISS 


CREATE OFFENSE OF INTERFERENCE WITH GOVERNMENT FUNCTIONS 


2/15 
2/16 
2/23 
2/24 
3/11 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

TABLED IN COMMITTEE 19 O 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 565 INTRODUCED BY STAFMAN LC3548 DRAFTER: BURKHARDT 


CREATING THE OFFENSE OF DISSEMINATION OF FALSE ELECTION 


INFORMATION 


2/15 
2/16 
2/22 
2/23 
3/11 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

TABLED IN COMMITTEE 19 O 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 566 INTRODUCED BY ANDERSON LC4548 DRAFTER: SANKEY KEIP 


REVISE NOTICE REQUIREMENTS FOR HUMAN SEXUALITY INSTRUCTION 


2/15 
2/16 
2/22 
2/27 
2/28 
3/02 
3/03 


3/13 
3/24 
3/31 
4/05 
4/06 
4/11 
4/12 


4/19 
4/20 
4/21 
4/26 
4/26 
4/26 


INTRODUCED 

REFERRED TO EDUCATION 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 13 sO 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 66 33 
3RD READING PASSED 69 28 


TRANSMITTED TO SENATE 

REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
REREFERRED TO EDUCATION AND CULTURAL RESOURCES 
HEARING 


COMMITTEE EXEC ACTION — CONCURRED AS AMD 9 2 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 388 12 
3RD READING CONCURRED 33 15 


RETURNED TO HOUSE WITH AMENDMENTS 

2ND READING SENATE AMDS NOT CONCURRED 100 O 
FC COMMITTEE APPOINTED 

FC COMMITTEE APPOINTED 

HEARING 

FC COMMITTEE REPORT RECEIVED 

FC COMMITTEE REPORT RECEIVED 

DIED IN PROCESS 


612 


HB 567 INTRODUCED BY CAFERRO 


MONTANA HISTORY AND FINAL STATUS 2023 


REVISE HEALTH INSURANCE NAVIGATOR TRAINING REQUIREMENTS 


2/15 
2/16 
2/22 
2/23 
2/24 
3/01 
3/02 


3/14 
3/27 
3/29 
3/30 
4/03 
4/04 


4/19 
4/20 
4/20 
4/24 
4/29 
5/04 
5/08 
5/09 
5/12 


HB 568 INTRODUCED BY CAFERRO 


INTRODUCED 

REFERRED TO HUMAN SERVICES 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS CONCURRED 
38RD READING PASSED AS AMENDED BY SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 486 
EFFECTIVE DATE: 5/09/2023 - ALL SECTIONS 


ESTABLISH SAFE NURSING STANDARDS FOR HOSPITALS 


2/15 
2/16 
2/27 
2/27 
3/11 


HB 569 INTRODUCED BY T. MOORE 


INTRODUCED 
REFERRED TO BUSINESS AND LABOR 
HEARING 
TABLED IN COMMITTEE 

MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


GENERALLY REVISE PENSION LAWS 


2/15 
2/15 
2/15 
2/16 
2/21 
2/22 
2/22 
2/24 
2/24 
2/27 
3/01 
3/02 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO APPROPRIATIONS 
FISCAL NOTE RECEIVED 
HEARING 

FISCAL NOTE PRINTED 


COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 


COMMITTEE REPORT — BILL PASSED AS AMENDED 
REVISED FISCAL NOTE REQUESTED 

2ND READING PASSED 

3RD READING PASSED 


21 


86 


98 
89 


13 


16 


LC4291 DRAFTER: O;PCONNELL 


13 
22 


LC2435 DRAFTER: O°CONNELL 


[C1189 DRAFTER: POWER 


65 35 


62 


37 


3/10 
3/18 
3/13 
3/22 
3/27 
4/26 
4/27 
4/28 
4/28 


5/02 
5/02 
5/03 
5/03 
5/03 
5/04 
5/11 
5/11 
5/12 
5/22 
5/22 


HOUSE BILLS 613 


TRANSMITTED TO SENATE 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE SIGNED 

REVISED FISCAL NOTE PRINTED 

REFERRED TO FINANCE AND CLAIMS 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 12. =7 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 26 24 
3RD READING CONCURRED 25 238 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS CONCURRED 68 31 
38RD READING PASSED AS AMENDED BY SENATE 69 27 
SENT TO ENROLLING 
REVISED FISCAL NOTE RECEIVED 
REVISED FISCAL NOTE PRINTED 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 729 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


HB 570 INTRODUCED BY MARLER LC0604 DRAFTER: BURKHARDT 


PROVIDE CIVIL PENALTY FOR INTERFERING WITH ABORTION ACCESS 


2/15 
2/16 
2/22 
2/23 
3/11 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

TABLED IN COMMITTEE 19 O 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 571 INTRODUCED BY SEEKINS-CROWE LC4513 DRAFTER: J. WALKER 


REVISE STATUTE OF LIMITATIONS LAWS RELATING TO REAL PROPERTY 


2/15 
2/16 
2/21 
2/22 
2/22 
3/01 
3/02 


3/14 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 10 9 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 68 32 
38RD READING PASSED 69 30 


TRANSMITTED TO SENATE 
REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 


3/31 HEARING 
4/06 TABLED IN COMMITTEE 10 0 
DIED IN STANDING COMMITTEE 
HB 572 INTRODUCED BY K. ZOLNIKOV [C1107 DRAFTER: J. WALKER 


REVISE VIDEO GAMBLING MACHINE LAWS 


614 


2/15 
2/16 
2/21 
2/23 
2/24 
3/01 
3/11 


HB 573 INTRODUCED BY KASSMIER 


MONTANA HISTORY AND FINAL STATUS 2023 


INTRODUCED 

REFERRED TO BUSINESS AND LABOR 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 11 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING NOT PASSED 47 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN PROCESS 


REMOVE CONTRACTS UNDER MT COMMUNITY SERVICE ACT FROM THE MT 
PROCUREMENT ACT 


2/15 
2/16 
2/24 
2/24 
2/24 
3/01 
3/02 


3/14 
3/16 
3/28 
4/04 
4/05 
4/07 
4/11 


4/12 
AI17 
4/20 
4/20 
4/21 
4/26 
4/27 


HB 574 INTRODUCED BY ABBOTT 


INTRODUCED 

REFERRED TO STATE ADMINISTRATION 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 16 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 64 
3RD READING PASSED 66 


TRANSMITTED TO SENATE 

REFERRED TO JUDICIARY 

REREFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
HEARING 


COMMITTEE EXEC ACTION — BILL CONCURRED 10 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 32 
38RD READING CONCURRED 35 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 300 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


ESTABLISH WORKFORCE HOUSING TRUST FUND 


2/15 
2/15 
2/16 
2/16 
2/24 
2/24 
2/27 
3/18 
3/30 
4/06 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO BUSINESS AND LABOR 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

TABLED IN COMMITTEE 18 
MISSED DEADLINE FOR APPROPRIATION BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


53 


LC4552 DRAFTER: HARDIN 


36 


18 
15 


[C1933 DRAFTER: HENNEMAN 


HB 575 INTRODUCED BY SHELDON-GALLOWAY 


HOUSE BILLS 


PROHIBIT ABORTION OF UNBORN VIABLE CHILDREN 


2/15 
2/16 
2/23 
2/24 
2/24 
3/01 
3/02 


3/14 
3/28 
4/04 
4/05 
4/11 
4/12 


4/19 
4/20 
4/20 
4/24 
4/25 
4/25 
4/26 
5/03 
5/04 


HB 576 INTRODUCED BY R. KNUDSEN 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS CONCURRED 
38RD READING PASSED AS AMENDED BY SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 389 
EFFECTIVE DATE: 5/03/2023 - ALL SECTIONS 


REVISE LAWS RELATED TO WATER AND COAL MINING 


2/15 
2/16 
2/22 
2/22 
2/23 
3/01 
3/02 


3/14 
3/29 
4/12 
4/14 
4/14 
4/14 
4/17 
4/18 


4/21 
4/21 
4/24 
4/25 


INTRODUCED 

REFERRED TO NATURAL RESOURCES 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO NATURAL RESOURCES 

HEARING 

TABLED IN COMMITTEE 

TAKEN FROM TABLE IN COMMITTEE 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS NOT CONCURRED 
FC COMMITTEE APPOINTED 

FC COMMITTEE APPOINTED 

HEARING 


13 


67 


64 
66 


10 


69 


615 


LC3744 DRAFTER: SANDRU 


31 
31 


36 
32 


LC1611 DRAFTER: MOHR 


31 
30 


616 


4/25 
4/25 
4/28 
4/29 
5/01 
5/01 
5/02 
5/03 
5/11 
5/11 
5/11 
5/19 
5/22 


MONTANA HISTORY AND FINAL STATUS 2023 


FC COMMITTEE REPORT RECEIVED 4 2 
FC COMMITTEE REPORT RECEIVED 4 2 
2ND READING FC COMMITTEE REPORT ADOPTED 75 25 
2ND READING FC COMMITTEE REPORT ADOPTED 33 17 
38RD READING FC COMMITTEE REPORT ADOPTED 71 23 
3RD READING FC COMMITTEE REPORT ADOPTED 33 16 


SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 631 
EFFECTIVE DATE: 5/19/2023 - ALL SECTIONS 


HB 577 INTRODUCED BY JI. HAMILTON LC2898 DRAFTER: WEISS 


REVISE LAWS RELATED TO FILING OF CERTAIN CAMPAIGN FINANCE REPORTS 


2/15 
2/16 
2/22 
2/23 
2/24 
3/01 
3/11 


INTRODUCED 

REFERRED TO STATE ADMINISTRATION 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 16 2 
COMMITTEE REPORT — BILL PASSED 

2ND READING NOT PASSED 45 54 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN PROCESS 


HB 578 INTRODUCED BY BROCKMAN LC3210 DRAFTER: J. WALKER 


GENERALLY REVISE LAWS ALCOHOL LAWS RELATED TO SPECIAL PERMITS 


2/15 
2/16 
2/24 
2/24 
2/24 
3/01 
3/02 


3/14 
3/20 
3/30 
3/31 
4/05 
4/06 


4/11 
4/14 
4/19 
4/20 
4/21 
4/26 
4/27 


INTRODUCED 

REFERRED TO BUSINESS AND LABOR 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 18 0O 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 93 7 
3RD READING PASSED 93 6 


TRANSMITTED TO SENATE 
REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED (or) 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 44 6 
38RD READING CONCURRED 39 10 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 299 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HOUSE BILLS 617 


HB 579 INTRODUCED BY K. SULLIVAN LC3208 DRAFTER: J. WALKER 


REVISE DISTILLERY LAWS RELATING TO MANUFACTURING PREMISES AND 
BUILDINGS 


2/15 INTRODUCED 
2/16 REFERRED TO BUSINESS AND LABOR 
2/24 HEARING 


2/24 COMMITTEE EXEC ACTION — BILL PASSED 18 0 
2/24 COMMITTEE REPORT — BILL PASSED 

3/01 2ND READING PASSED 97 3 
3/02 38RD READING PASSED 95 3 


TRANSMITTED TO SENATE 
3/14 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
3/20 HEARING 


3/21 COMMITTEE EXEC ACTION — BILL CONCURRED 10 O 
3/22 COMMITTEE REPORT — BILL CONCURRED 

3/24 2ND READING CONCURRED 44 6 
3/27 3RD READING CONCURRED 45 5 


RETURNED TO HOUSE 

3/28 SENT TO ENROLLING 
4/05 RETURNED FROM ENROLLING 
4/07 SIGNED BY SPEAKER 
4/12 SIGNED BY PRESIDENT 
4/13 TRANSMITTED TO GOVERNOR 
4/20 SIGNED BY GOVERNOR 
4/20 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 209 

EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HB 580 INTRODUCED BY MERCER LC4016 DRAFTER: JOHNSON 
IMPOSE REPORTING REQUIREMENTS FOR STATE AGENCIES AND DEPARTMENTS 


2/15 INTRODUCED 

2/16 FISCAL NOTE REQUESTED 

2/16 REFERRED TO LEGISLATIVE ADMINISTRATION 

2/22 HEARING 

2/23 COMMITTEE EXEC ACTION — BILL PASSED 12 2 
2/24 FISCAL NOTE RECEIVED 

2/27 FISCAL NOTE SIGNED 

2/27 FISCAL NOTE PRINTED 

2/27 COMMITTEE REPORT — BILL PASSED 

3/01 2ND READING PASSED AS AMENDED 92 8 
3/02 38RD READING PASSED 89 10 


TRANSMITTED TO SENATE 
3/14 REFERRED TO STATE ADMINISTRATION 
4/05 HEARING 


4/14 COMMITTEE EXEC ACTION — CONCURRED AS AMD 9 1 
4/14 COMMITTEE REPORT — CONCURRED AS AMD 

4/17 2ND READING CONCURRED 48 2 
4/18 REVISED FISCAL NOTE REQUESTED 

4/18 38RD READING CONCURRED 46 4 


RETURNED TO HOUSE WITH AMENDMENTS 
4/20 REVISED FISCAL NOTE RECEIVED 
4/20 REVISED FISCAL NOTE SIGNED 


618 MONTANA HISTORY AND FINAL STATUS 2023 


4/21 REVISED FISCAL NOTE PRINTED 
4/24 2ND READING SENATE AMDS CONCURRED 100 0O 
4/26 38RD READING PASSED AS AMENDED BY SENATE 91 8 
4/26 SENT TO ENROLLING 
5/01 RETURNED FROM ENROLLING 
5/04 SIGNED BY SPEAKER 
5/04 SIGNED BY PRESIDENT 
5/08 TRANSMITTED TO GOVERNOR 
5/18 SIGNED BY GOVERNOR 
5/19 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 514 
EFFECTIVE DATE: 7/01/2024 - ALL SECTIONS 


HB 581 INTRODUCED BY BISHOP LC1326 DRAFTER: KOLMAN 
GENERALLY REVISE OPEN CUT LAWS 


2/15 FISCAL NOTE PROBABLE 
2/15 INTRODUCED 
2/16 FISCAL NOTE REQUESTED 
2/16 REFERRED TO NATURAL RESOURCES 
2/20 HEARING 
2/20 TABLED IN COMMITTEE 10 5 
2/22 FISCAL NOTE RECEIVED 
2/23 FISCAL NOTE PRINTED 
3/11 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 582 INTRODUCED BY WINDY BOY LC4010 DRAFTER: O°?CONNELL 
EXTEND SUNSET DATE FOR COMMUNITY HEALTH AIDE PROGRAM 


2/15 FISCAL NOTE PROBABLE 

2/15 INTRODUCED 

2/16 REFERRED TO HUMAN SERVICES 
2/16 FISCAL NOTE REQUESTED 

2/20 HEARING 
2/21 COMMITTEE EXEC ACTION — BILL PASSED 21 0 
2/24 FISCAL NOTE RECEIVED 

2/24 FISCAL NOTE SIGNED 

2/24 COMMITTEE REPORT — BILL PASSED 

2/24 FISCAL NOTE PRINTED 

3/01 2ND READING PASSED 100 O 
3/02 3RD READING PASSED 99 0 


TRANSMITTED TO SENATE 
3/14 REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
3/27 HEARING 


3/31 COMMITTEE EXEC ACTION — BILL CONCURRED 8 1 
4/03 COMMITTEE REPORT — BILL CONCURRED 

4/05 2ND READING CONCURRED 50 0 
4/06 38RD READING CONCURRED 49 0 


RETURNED TO HOUSE 
4/11 SENT TO ENROLLING 
4/14 RETURNED FROM ENROLLING 
4/19 SIGNED BY SPEAKER 
4/20 SIGNED BY PRESIDENT 
4/21 TRANSMITTED TO GOVERNOR 
4/26 SIGNED BY GOVERNOR 


4/27 


HB 583 INTRODUCED BY BARKER 


REVISE OCCUPATIONS AND EDUCATION LAWS FOR MILITARY LICENSE 
RECIPROCITY 


2/15 
2/16 
2/24 
2/27 
2/27 
3/01 
3/02 


3/14 
3/20 
4/03 
4/04 
4/11 
4/13 


4/19 
4/20 
4/20 
4/24 
4/26 
4/27 
4/27 
5/03 
5/04 


HB 584 INTRODUCED BY NIKOLAKAKOS 


REVISE GOVERNMENT LAWSUIT LAWS RELATING TO FIREARMS AND 
AMMUNITION 


2/15 
2/16 
2/23 
2/24 
2/24 
3/01 
3/02 


3/14 
3/22 
3/28 
3/29 
3/31 
4/03 


HOUSE BILLS 


CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 298 
EFFECTIVE DATE: 4/26/2023 - ALL SECTIONS 


INTRODUCED 
REFERRED TO STATE ADMINISTRATION 
HEARING 


COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 


2ND READING PASSED 
38RD READING PASSED 


TRANSMITTED TO SENATE 


REFERRED TO EDUCATION AND CULTURAL RESOURCES 


HEARING 


COMMITTEE EXEC ACTION — CONCURRED AS AMD 


COMMITTEE REPORT — CONCURRED AS AMD 
2ND READING CONCURRED AS AMD 
3RD READING CONCURRED 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS CONCURRED 
38RD READING PASSED AS AMENDED BY SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 390 
EFFECTIVE DATE: 7/01/2024 - ALL SECTIONS 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED AS AMENDED 

3RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

38RD READING CONCURRED 


18 


100 
99 


11 


49 
50 


98 
97 


12 


76 


35 
35 


619 


LC2766 DRAFTER: E. SULLIVAN 


LC2702 DRAFTER: J. WALKER 


24 
21 


15 
14 


620 


4/04 
4/06 
4/07 
4/12 
4/13 
4/20 
4/20 


MONTANA HISTORY AND FINAL STATUS 2023 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 210 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HB 585 INTRODUCED BY WEATHERWAX [C4512 DRAFTER: HESS 


CREATING A MEMORIAL HONORING ORGAN DONORS ON THE CAPITOL COMPLEX 


2/15 
2/16 
2/23 
2/23 
2/24 
3/01 
3/02 


3/14 
3/27 
3/27 
3/28 
3/31 
4/03 


4/04 
4/06 
4/07 
4/12 
4/13 
4/20 
4/20 


INTRODUCED 

REFERRED TO LEGISLATIVE ADMINISTRATION 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 16 0 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 83 17 
38RD READING PASSED 68 31 


TRANSMITTED TO SENATE 
REFERRED TO STATE ADMINISTRATION 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 8 2 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 26 24 
3RD READING CONCURRED 25 24 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 211 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HB 586 INTRODUCED BY OBLANDER LC1108 DRAFTER: MOHR 


ALLOW FOSSILS FOUND ON STATE LANDS TO BE HOUSED IN LOCAL MUSEUMS 


2/15 
2/16 
2/21 
2/22 
2/24 
2/28 
2/28 
2/28 
2/28 
3/02 
3/02 
3/03 


INTRODUCED 

REFERRED TO NATURAL RESOURCES 
FISCAL NOTE REQUESTED 

HEARING 
COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 15 0 
FISCAL NOTE RECEIVED 

COMMITTEE REPORT — BILL PASSED AS AMENDED 

FISCAL NOTE SIGNED 

SPONSOR REBUTTAL TO FISCAL NOTE REQUESTED 

FISCAL NOTE PRINTED 

2ND READING PASSED 99 0 
38RD READING PASSED 98 0 


HOUSE BILLS 621 


TRANSMITTED TO SENATE 
3/13 REFERRED TO NATURAL RESOURCES 
3/22 HEARING 


3/27 COMMITTEE EXEC ACTION — BILL CONCURRED 11 0 
3/28 COMMITTEE REPORT — BILL CONCURRED 

3/30 2ND READING CONCURRED 50 «(OO 
3/31 38RD READING CONCURRED 49 0 


RETURNED TO HOUSE 

4/03 SENT TO ENROLLING 
4/13 RETURNED FROM ENROLLING 
4/19 SIGNED BY SPEAKER 
4/20 SIGNED BY PRESIDENT 
4/21 TRANSMITTED TO GOVERNOR 
4/26 SIGNED BY GOVERNOR 
4/27 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 297 

EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HB 587 INTRODUCED BY JONES LC0102 DRAFTER: MCCRACKEN 
GENERALLY REVISE SCHOOL FINANCE LAWS RELATED TO PROPERTY TAXES 


2/15 FISCAL NOTE PROBABLE 
2/15 INTRODUCED 

2/16 FISCAL NOTE REQUESTED 
2/16 REFERRED TO EDUCATION 
2/22 FISCAL NOTE RECEIVED 
2/22 FISCAL NOTE SIGNED 

2/22 FISCAL NOTE PRINTED 
2/22 HEARING 


2/24 COMMITTEE EXEC ACTION — BILL PASSED 13 (0 
2/27 COMMITTEE REPORT — BILL PASSED 
3/01 2ND READING PASSED 100 O 


3/01 REREFERRED TO APPROPRIATIONS 
3/14 HEARING 
3/20 HEARING 


3/20 COMMITTEE EXEC ACTION — BILL PASSED 18 0 
3/20 COMMITTEE REPORT — BILL PASSED 
3/22 3RD READING PASSED 89 0 


TRANSMITTED TO SENATE 
3/24 REFERRED TO EDUCATION AND CULTURAL RESOURCES 
4/12 HEARING 
4/14 COMMITTEE EXEC ACTION — BILL CONCURRED 11 0 
4/14 COMMITTEE REPORT — BILL CONCURRED 
4/18 REVISED FISCAL NOTE REQUESTED 
4/18 2ND READING CONCURRED 42 8 
4/18 REREFERRED TO FINANCE AND CLAIMS 
4/20 HEARING 
4/21 REVISED FISCAL NOTE RECEIVED 
4/23 REVISED FISCAL NOTE PRINTED 


4/27 COMMITTEE EXEC ACTION — CONCURRED AS AMD 19 O 
4/27 COMMITTEE REPORT — CONCURRED AS AMD 

4/28 2ND READING CONCURRED 50 0 
4/28 38RD READING CONCURRED 49 0 


RETURNED TO HOUSE WITH AMENDMENTS 
5/01 2ND READING SENATE AMDS CONCURRED 100 O 


622 


5/01 
5/02 
5/02 
5/04 
5/11 
6/12 
6/13 
6/13 
6/14 


HB 588 INTRODUCED BY JONES 


MONTANA HISTORY AND FINAL STATUS 2023 


REVISED FISCAL NOTE RECEIVED 
3RD READING PASSED AS AMENDED BY SENATE 96 
REVISED FISCAL NOTE PRINTED 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 772 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


REVISE TEACH ACT INCENTIVES TO INCREASE STARTING TEACHER SALARY 


2/15 
2/15 
2/16 
2/16 
2/20 
2/20 
2/20 
2/22 
2/24 
2/27 
3/01 
3/01 
3/14 
3/20 
3/20 
3/20 
3/22 


3/24 
4/14 
4/14 
4/14 
4/18 
4/18 
4/19 
4/25 
4/25 
4/26 


4/28 
5/02 
5/04 
5/04 
5/08 
5/18 
5/19 


HB 589 INTRODUCED BY SHELDON-GALLOWAY 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO EDUCATION 
FISCAL NOTE RECEIVED 
FISCAL NOTE SIGNED 
FISCAL NOTE PRINTED 


HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 18 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 100 
REREFERRED TO APPROPRIATIONS 

HEARING 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 17 
COMMITTEE REPORT — BILL PASSED 

3RD READING PASSED 89 


TRANSMITTED TO SENATE 
REFERRED TO EDUCATION AND CULTURAL RESOURCES 
HEARING 


COMMITTEE EXEC ACTION — BILL CONCURRED 11 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 44 
REREFERRED TO FINANCE AND CLAIMS 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 19 
COMMITTEE REPORT — BILL CONCURRED 

38RD READING CONCURRED 46 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 515 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


PROVIDE FOR ELECTORS OF A COUNTY TO PETITION FOR A GRAND JURY 


[C0113 DRAFTER: MCCRACKEN 


LC2105 DRAFTER: BURKHARDT 


HOUSE BILLS 623 


2/15 FISCAL NOTE PROBABLE 

2/15 INTRODUCED 

2/16 FISCAL NOTE REQUESTED 

2/16 REFERRED TO JUDICIARY 

2/21 FISCAL NOTE RECEIVED 

2/22 FISCAL NOTE SIGNED 

2/22 FISCAL NOTE PRINTED 

2/23 HEARING 

2/24 TABLED IN COMMITTEE 19 O 

3/11 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 590 INTRODUCED BY BUTTREY [C1312 DRAFTER: J. WALKER 
REVISE LABOR LAWS RELATING TO VIOLENCE AGAINST HEALTHCARE WORKERS 


2/15 INTRODUCED 

2/16 REFERRED TO BUSINESS AND LABOR 

2/27 HEARING 

2/27 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 19 0 
2/28 COMMITTEE REPORT — BILL PASSED AS AMENDED 

3/02 2ND READING PASSED 91 8 
3/03 3RD READING PASSED 92 6 


TRANSMITTED TO SENATE 
3/20 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
4/04 HEARING 


4/06 COMMITTEE EXEC ACTION — CONCURRED AS AMD 10 O 

4/07 COMMITTEE REPORT — CONCURRED AS AMD 

4/14 2ND READING CONCURRED 35 15 

4/14 38RD READING CONCURRED 26 19 
RETURNED TO HOUSE WITH AMENDMENTS 

4/27 2ND READING SENATE AMDS CONCURRED 90 10 

4/28 3RD READING PASSED AS AMENDED BY SENATE 76 23 


4/28 SENT TO ENROLLING 
5/02 RETURNED FROM ENROLLING 
5/04 SIGNED BY SPEAKER 
5/04 SIGNED BY PRESIDENT 
5/08 TRANSMITTED TO GOVERNOR 
5/18 SIGNED BY GOVERNOR 
5/19 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 516 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HB 591 INTRODUCED BY BUTTREY [C1292 DRAFTER: J. WALKER 
IMPLEMENTING TRAVEL INSURANCE MODEL ACT 


2/15 INTRODUCED 

2/16 REFERRED TO BUSINESS AND LABOR 

2/23 HEARING 

2/23 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 19 0 
2/24 COMMITTEE REPORT — BILL PASSED AS AMENDED 

3/01 2ND READING PASSED 99 1 
3/02 3RD READING PASSED 99 0 


TRANSMITTED TO SENATE 
3/14 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 


624 


3/23 
4/06 
4/07 
4/14 
4/14 


4/24 
4/26 
4/26 
5/01 
5/04 
5/04 
5/08 
5/18 
5/19 


HB 592 INTRODUCED BY J. HINKLE 


DIRECT DEQ TO ALLOW THE INSTALLATION OF CERTAIN NEW SEPTIC SYSTEMS 


2/15 
2/16 
2/24 
2/24 
2/27 
3/01 
3/02 


3/14 
4/05 
4/12 
4/13 
4/17 
4/18 


4/20 
4/23 
4/29 
5/04 
5/08 
5/18 
5/19 


HB 593 INTRODUCED BY MARLER 


MONTANA HISTORY AND FINAL STATUS 2023 


HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 10 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 49 
38RD READING CONCURRED 44 
RETURNED TO HOUSE WITH AMENDMENTS 

2ND READING SENATE AMDS CONCURRED 99 
3RD READING PASSED AS AMENDED BY SENATE 99 


SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 517 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


INTRODUCED 

REFERRED TO NATURAL RESOURCES 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 14 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 100 
3RD READING PASSED 98 


TRANSMITTED TO SENATE 
REFERRED TO LOCAL GOVERNMENT 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 9 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 50 
38RD READING CONCURRED 50 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 518 
EFFECTIVE DATE: 5/18/2023 - ALL SECTIONS 


REVISE FWP LAWS RELATED TO PUBLISHING THE NUMBER OF NONRESIDENT 


LICENSES 


2/15 
2/16 
2/21 
2/21 
2/22 


INTRODUCED 

REFERRED TO FISH, WILDLIFE AND PARKS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 19 


COMMITTEE REPORT — BILL PASSED 


LC1892 DRAFTER: HENNEMAN 


LC4443 DRAFTER: PALLISTER 


2/28 
3/01 


3/14 
3/21 
3/23 
3/24 
3/30 
3/31 


4/03 
4/06 
4/07 
4/12 
4/13 
4/20 
4/20 


HOUSE BILLS 625 
2ND READING PASSED 95 5 
3RD READING PASSED 92 6 


TRANSMITTED TO SENATE 
REFERRED TO FISH AND GAME 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 12 0 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 48 2 
38RD READING CONCURRED 46 3 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 212 
EFFECTIVE DATE: 3/01/2024 - ALL SECTIONS 


HB 594 INTRODUCED BY KORTUM LC3522 DRAFTER: PALLISTER 


PROHIBIT SALES AND USE OF CERTAIN AUTONOMOUS ROBOTS 


2/15 
2/16 
2/24 
2/27 
3/11 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

TABLED IN COMMITTEE 19 O 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 595 INTRODUCED BY KERNS LC1681 DRAFTER: WEISS 


GENERALLY REVISE JUDICIAL ELECTION LAWS 


2/16 
2/16 
2/21 
2/22 
2/28 
2/28 
2/28 
3/02 
3/11 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

TABLED IN COMMITTEE 19 O 
TAKEN FROM TABLE IN COMMITTEE 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 12 7 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING NOT PASSED 46 54 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN PROCESS 


HB 596 INTRODUCED BY LOGE LC1060 DRAFTER: KOLMAN 


REVISE ELK HUNTING ACCESS AGREEMENT LICENSES 


2/16 
2/16 
2/21 
2/23 
2/24 
3/01 
3/02 


INTRODUCED 

REFERRED TO FISH, WILDLIFE AND PARKS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 13 sSO6 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 75 25 
3RD READING PASSED 77° 22 


626 


3/10 
3/16 
3/23 
3/24 
3/28 
3/29 


3/30 
4/05 
4/06 
4/12 
4/13 
4/21 
4/27 


4/28 


4/28 


5/01 


5/01 


5/04 
5/09 
5/11 
5/11 
5/12 
5/22 
5/22 


HB 597 INTRODUCED BY DURAM 


MONTANA HISTORY AND FINAL STATUS 2023 


TRANSMITTED TO SENATE 
REFERRED TO FISH AND GAME 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 12 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 46 
38RD READING CONCURRED 49 


RETURNED TO HOUSE 

SENT TO ENROLLING 

RETURNED FROM ENROLLING 

SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 

TRANSMITTED TO GOVERNOR 

RETURNED WITH GOVERNOR’S PROPOSED AMENDMENTS 
2ND READING GOVERNOR’S PROPOSED AMENDMENTS 


ADOPTED 97 
38RD READING GOVERNOR’S PROPOSED AMENDMENTS 
ADOPTED 99 


TRANSMITTED TO SENATE FOR CONSIDERATION OF 
GOVERNOR’S PROPOSED AMENDMENTS 
2ND READING GOVERNOR’S PROPOSED AMENDMENTS 


ADOPTED 50 
38RD READING GOVERNOR’S PROPOSED AMENDMENTS 
ADOPTED 47 


SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 730 
EFFECTIVE DATE: 3/01/2024 - ALL SECTIONS 


GENERALLY REVISING LAWS RELATED TO REALLOCATION OF 911 FEES 


2/16 
2/16 
2/16 
2/20 
2/21 
2/24 
2/24 
2/27 
2/27 
2/27 
2/28 
3/01 
3/01 
3/15 
3/17 
3/20 
3/24 
3/25 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO JUDICIARY 


LC4224 DRAFTER: JOHNSON 


REFERRED TO ENERGY, TECHNOLOGY AND FEDERAL RELATIONS 


HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 9 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 86 
REREFERRED TO APPROPRIATIONS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED __ 19 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 100 
38RD READING PASSED 91 


14 


HOUSE BILLS 627 


TRANSMITTED TO SENATE 
3/27 REFERRED TO FINANCE AND CLAIMS 
4/13 HEARING 


4/13 COMMITTEE EXEC ACTION — CONCURRED AS AMD 19 O 

4/14 COMMITTEE REPORT — CONCURRED AS AMD 

4/18 2ND READING CONCURRED AS AMD 50 0 

4/20 38RD READING CONCURRED 47 0 
RETURNED TO HOUSE WITH AMENDMENTS 

4/27 2ND READING SENATE AMDS CONCURRED 100 O 

4/28 3RD READING PASSED AS AMENDED BY SENATE 99 0 


4/28 SENT TO ENROLLING 
5/02 RETURNED FROM ENROLLING 
5/04 SIGNED BY SPEAKER 
5/04 SIGNED BY PRESIDENT 
5/08 TRANSMITTED TO GOVERNOR 
5/18 SIGNED BY GOVERNOR 
5/19 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 519 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


HB 598 INTRODUCED BY HELLEGAARD LC4320 DRAFTER: WEISS 
PROHIBIT USE OF RANKED-CHOICE VOTING METHODS 


2/16 INTRODUCED 

2/20 REFERRED TO STATE ADMINISTRATION 

2/27 HEARING 

2/27 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 10° 8 
2/27 COMMITTEE REPORT — BILL PASSED AS AMENDED 

3/01 2ND READING PASSED 54 46 
3/02 3RD READING PASSED 56 43 


TRANSMITTED TO SENATE 
3/14 REFERRED TO JUDICIARY 
3/23 HEARING 


3/28 COMMITTEE EXEC ACTION — BILL CONCURRED 6 5 
3/29 COMMITTEE REPORT — BILL CONCURRED 

4/04 2ND READING CONCURRED 29 21 
4/05 38RD READING CONCURRED 27 238 


RETURNED TO HOUSE 

4/06 SENT TO ENROLLING 
4/13 RETURNED FROM ENROLLING 
4/19 SIGNED BY SPEAKER 
4/20 SIGNED BY PRESIDENT 
4/21 TRANSMITTED TO GOVERNOR 
4/26 SIGNED BY GOVERNOR 
4/27 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 296 

EFFECTIVE DATE: 4/26/2023 - ALL SECTIONS 


HB 599 INTRODUCED BY HELLEGAARD LC2454 DRAFTER: POWER 
REVISE ELECTION LAWS RELATED TO ACTIVE AND INACTIVE VOTER LISTS 
2/16 INTRODUCED 
2/20 REFERRED TO STATE ADMINISTRATION 


2/27 HEARING 
2/27 TABLED IN COMMITTEE 16 2 


628 


3/11 


HB 600 INTRODUCED BY MALONE 


REVISE ACREAGE FOR LANDOWNER PREFERENCE HUNTING LICENSES 


2/16 
2/16 
2/16 
2/20 
2/20 
2/21 
2/21 
2/23 
2/28 
3/01 
3/02 
3/03 


3/13 
4/04 
4/06 


HB 601 INTRODUCED BY FERN 


MONTANA HISTORY AND FINAL STATUS 2023 


MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 


DIED IN STANDING COMMITTEE 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO FISH, WILDLIFE AND PARKS 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO SENATE 
REFERRED TO FISH AND GAME 
HEARING 

TABLED IN COMMITTEE 

DIED IN STANDING COMMITTEE 


REVISE ANNUAL JOB GROWTH INCENTIVE TAX CREDIT 


2/16 
2/20 
2/27 
2/28 
2/28 
3/01 
3/02 


3/14 
4/04 
4/05 
4/05 
4/18 
4/19 


4/20 
4/24 
4/26 
4/27 
4/27 
5/03 
5/04 


INTRODUCED 

REFERRED TO TAXATION 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO TAXATION 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 391 
EFFECTIVE DATE: 5/03/2023 - ALL SECTIONS 


13 


65 
62 


12 


21 


94 


LC2072 DRAFTER: KOLMAN 


35 
36 


LC3290 DRAFTER: COLES 


HOUSE BILLS 629 


HB 602 INTRODUCED BY GALLOWAY LC4568 DRAFTER: E. SULLIVAN 


REVISE LAWS RELATING TO STATE CONTRACTS WITH CHINESE 
MANUFACTURERS 


2/16 
2/20 
2/23 
2/23 
3/11 


INTRODUCED 

REFERRED TO STATE ADMINISTRATION 

HEARING 

TABLED IN COMMITTEE 15 38 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 603 INTRODUCED BY GALLOWAY LC2851 DRAFTER: SANDRU 


PROVIDE FOR REINSTATEMENT OF PARENTAL RIGHTS 


2/16 
2/16 
2/16 
2/20 
2/23 
2/23 
2/24 
2/24 
2/24 
2/24 
2/24 
2/24 
2/27 
3/01 
3/02 


3/14 
4/04 
4/05 
4/06 
4/12 
4/13 


4/17 
4/18 
4/20 
4/20 
4/21 
4/26 
4/27 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO HUMAN SERVICES 

HEARING 

FISCAL NOTE RECEIVED 

SPONSOR REBUTTAL TO FISCAL NOTE REQUESTED 
SPONSOR REBUTTAL TO FISCAL NOTE RECEIVED 
SPONSOR REBUTTAL TO FISCAL NOTE SIGNED 
FISCAL NOTE PRINTED 

SPONSOR REBUTTAL TO FISCAL NOTE PRINTED 


COMMITTEE EXEC ACTION — BILL PASSED 18 38 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 83 17 
3RD READING PASSED 79 19 


TRANSMITTED TO SENATE 
REFERRED TO JUDICIARY 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 11 0 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 49 0 
38RD READING CONCURRED 50 0 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 295 
EFFECTIVE DATE: 4/26/2023 - ALL SECTIONS 


HB 604 INTRODUCED BY J. CARLSON LC1048 DRAFTER: BURKHARDT 


SHERIFFS FIRST BILL 


2/16 
2/16 
2/20 
2/24 
2/27 


INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 12 7 


630 


2/28 
3/02 
3/11 


MONTANA HISTORY AND FINAL STATUS 2023 


COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING NOT PASSED 32 68 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN PROCESS 


HB 605 INTRODUCED BY J. CARLSON LC2260 DRAFTER: COLES 


REVISE STATUTORY CONSTRUCTION FOR AGENCY DECISIONS 


2/16 
2/20 
2/23 
2/24 
3/11 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

TABLED IN COMMITTEE 19 O 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 606 INTRODUCED BY J. CARLSON [C1151 DRAFTER: E. SULLIVAN 


REVISE LAWS RELATED TO HOME-BASED BUSINESSES 


2/16 
2/20 
2/23 
2/23 
3/11 


INTRODUCED 

REFERRED TO LOCAL GOVERNMENT 

HEARING 

TABLED IN COMMITTEE 16 0 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 607 INTRODUCED BY J. CARLSON LC2263 DRAFTER: COLES 


REVISE LEGISLATIVE OVERSIGHT OF ADMINISTRATIVE RULES 


2/16 
2/20 
2/24 
2/27 
3/11 


INTRODUCED 

REFERRED TO LEGISLATIVE ADMINISTRATION 

HEARING 

TABLED IN COMMITTEE 11 0 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 608 INTRODUCED BY ANDERSON LC4244 DRAFTER: J. WALKER 


REVISE LAWS RELATED TO BOYCOTTS OF ISRAEL AND STATE INVESTMENTS 


2/16 
2/16 
2/16 
2/20 
2/23 
2/23 
2/23 
2/23 
2/23 
3/11 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO STATE ADMINISTRATION 
HEARING 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

TABLED IN COMMITTEE 14 4 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 609 INTRODUCED BY HOWELL LC2991 DRAFTER: O°?CONNELL 


REVISING LAWS RELATED TO CONTINUOUS ELIGIBILITY FOR MEDICAID 


2/16 
2/16 


INTRODUCED 
FISCAL NOTE REQUESTED 


2/20 
2/23 
2/27 
2/27 
2/28 
3/01 
3/02 
3/11 


HOUSE BILLS 631 


REFERRED TO HUMAN SERVICES 
FISCAL NOTE RECEIVED 
FISCAL NOTE PRINTED 


HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 15 6 
COMMITTEE REPORT — BILL PASSED 

2ND READING NOT PASSED 37 63 


MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN PROCESS 


HB 610 INTRODUCED BY GIST LC3197 DRAFTER: O'CONNELL 


ALLOWING ECPS TO PROVIDE PATIENT CARE IN A HEALTH CARE FACILITY 


2/17 
2/20 
2/27 
2/27 
2/28 
3/01 
3/02 


3/14 
3/27 
3/31 
4/03 
4/05 
4/06 


4/11 
4/14 
4/19 
4/20 
4/21 
4/26 
4/27 


INTRODUCED 

REFERRED TO BUSINESS AND LABOR 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 19 O 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 100 O 
38RD READING PASSED 98 0 


TRANSMITTED TO SENATE 
REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
HEARING 


COMMITTEE EXEC ACTION — BILL CONCURRED 9 O 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 49 1 
3RD READING CONCURRED 49 0 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 294 
EFFECTIVE DATE: 4/26/2023 - ALL SECTIONS 


HB 611 INTRODUCED BY GILLETTE LC4341 DRAFTER: O°CONNELL 


REVISE MARIJUANA LABELING REQUIREMENTS 


2/17 
2/20 
2/27 
2/27 
2/28 
3/02 
3/03 


3/18 
3/20 
3/21 


INTRODUCED 

REFERRED TO BUSINESS AND LABOR 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 12 7 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 74 26 
38RD READING PASSED 73° 25 


TRANSMITTED TO SENATE 

REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
HEARING 

TABLED IN COMMITTEE 10 0 
DIED IN STANDING COMMITTEE 


632 


HB 612 INTRODUCED BY BERTOGLIO 


MONTANA HISTORY AND FINAL STATUS 2023 


REVISE INSURANCE REQUIREMENTS FOR DIABETES SELF-MANAGEMENT 


2/17 
2/17 


HB 613 INTRODUCED BY THANE 


INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO BUSINESS AND LABOR 

HEARING 

FISCAL NOTE RECEIVED 

SPONSOR REBUTTAL TO FISCAL NOTE REQUESTED 
SPONSOR REBUTTAL TO FISCAL NOTE SIGNED 
SPONSOR REBUTTAL TO FISCAL NOTE RECEIVED 
COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED __ 19 
SPONSOR REBUTTAL TO FISCAL NOTE PRINTED 
FISCAL NOTE PRINTED 

COMMITTEE REPORT — BILL PASSED AS AMENDED 


2ND READING PASSED 100 
REREFERRED TO APPROPRIATIONS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 19 
COMMITTEE REPORT — BILL PASSED 

3RD READING PASSED 95 


TRANSMITTED TO SENATE 
REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
HEARING 


COMMITTEE EXEC ACTION — BILL CONCURRED 10 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 35 
REREFERRED TO FINANCE AND CLAIMS 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 11 
COMMITTEE REPORT — BILL CONCURRED 

38RD READING CONCURRED 37 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 520 
EFFECTIVE DATE: 1/01/2024 - ALL SECTIONS 


USING EXCESS REVENUE TO FUND LOCAL PROPERTY TAX RELIEF 


2/17 
2/17 
2/17 
2/20 
2/24 
2/24 
2/24 
2/27 
2/28 
4/06 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO TAXATION 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

TABLED IN COMMITTEE 21 
MISSED DEADLINE FOR APPROPRIATION BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


LC0075 DRAFTER: ALLEN 


15 


13 


LC3929 DRAFTER: M. MOORE 


HB 614 INTRODUCED BY MERCER 


HOUSE BILLS 


GENERALLY REVISE YOUTH COURT LAWS 


2/17 
2/20 
2/23 
2/24 
2/24 
3/01 
3/02 


3/14 
3/24 
3/28 
3/29 
4/04 
4/11 
4/11 
4/12 
4/14 
4/18 
4/18 


4/19 


HB 615 INTRODUCED BY FITZGERALD 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED _ 13 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 69 
38RD READING PASSED 67 


TRANSMITTED TO SENATE 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 6 
COMMITTEE REPORT — CONCURRED AS AMD 

FISCAL NOTE REQUESTED 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 


2ND READING CONCURRED AS AMD 28 
3RD READING CONCURRED 26 
RECONSIDERED PREVIOUS ACTION; REMAINS IN 3RD 

READING PROCESS 26 
38RD READING FAILED 22 


DIED IN PROCESS 


633 


LC4377 DRAFTER: ALLEN 


31 
32 


22 
24 


22 
27 


LC2483 DRAFTER: J. WALKER 


GENERALLY REVISE LIABILITY INSURANCE LAWS RELATING TO REAL ESTATE 
PROFESSIONALS 


2/17 
2/20 
2/22 
2/23 
2/24 
3/01 
3/02 


3/14 
3/23 
3/30 
3/31 
4/05 
4/06 


4/11 
4/13 
4/17 
4/18 
4/18 
4/24 
4/24 


INTRODUCED 

REFERRED TO BUSINESS AND LABOR 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 19 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 100 
3RD READING PASSED 99 


TRANSMITTED TO SENATE 
REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 10 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 50 
38RD READING CONCURRED 49 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 220 
EFFECTIVE DATE: 4/24/2023 - ALL SECTIONS 
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HB 616 INTRODUCED BY CAFERRO LC2436 DRAFTER: JOHNSON 
GENERALLY REVISE PUBLIC-PRIVATE CONTRACTING OF SERVICES 


2/17 FISCAL NOTE PROBABLE 

2/17 INTRODUCED 

2/17 FISCAL NOTE REQUESTED 

2/20 REFERRED TO HUMAN SERVICES 

2/22 HEARING 

2/23 COMMITTEE EXEC ACTION — BILL PASSED 18 38 
2/24 FISCAL NOTE RECEIVED 

2/27 FISCAL NOTE PRINTED 

2/27 COMMITTEE REPORT — BILL PASSED 

3/01 2ND READING PASSED 70 30 
3/02 38RD READING PASSED 66 32 


TRANSMITTED TO SENATE 

3/14 REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 

3/27 HEARING 

3/29 TABLED IN COMMITTEE 6 3 
DIED IN STANDING COMMITTEE 


HB 617 INTRODUCED BY TUSS LC4284 DRAFTER: MOHR 
CREATE MONTANA STANDARD TIME 


2/17 INTRODUCED 
2/20 REFERRED TO BUSINESS AND LABOR 
2/24 HEARING 
2/24 TABLED IN COMMITTEE 19 O 
3/11 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 618 INTRODUCED BY HELLEGAARD LC2453 DRAFTER: HENNEMAN 
REVISE LAWS RELATED TO SPECIAL DISTRICTS 


2/17 INTRODUCED 
2/20 REFERRED TO LOCAL GOVERNMENT 
2/23 HEARING 
2/28 TABLED IN COMMITTEE 13 33 
3/11 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 619 INTRODUCED BY KEOGH LC4272 DRAFTER: O;?CONNELL 


GENERALLY LANGUAGE ASSESSMENT LAWS FOR DEAF AND HARD OF HEARING 
CHILDREN 


2/17 INTRODUCED 

2/17 FISCAL NOTE REQUESTED 

2/20 REFERRED TO HUMAN SERVICES 

2/27 HEARING 

2/28 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 20s 1 
2/28 FISCAL NOTE RECEIVED 

3/01 FISCAL NOTE SIGNED 

3/01 COMMITTEE REPORT — BILL PASSED AS AMENDED 

3/02 FISCAL NOTE PRINTED 

3/02 2ND READING PASSED 73° 27 


3/03 


3/18 
3/27 
3/29 
3/30 
4/03 
4/04 


4/13 
4/14 
4/17 
4/28 
5/04 
5/04 
5/08 
5/18 
5/19 


HOUSE BILLS 635 


38RD READING PASSED 79 19 


TRANSMITTED TO SENATE 
REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
HEARING 


COMMITTEE EXEC ACTION — CONCURRED AS AMD 9 O 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 50 «(OO 
3RD READING CONCURRED 50 =O 
RETURNED TO HOUSE WITH AMENDMENTS 

2ND READING SENATE AMDS CONCURRED 94 5 
38RD READING PASSED AS AMENDED BY SENATE 92 6 


SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 521 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


HB 620 INTRODUCED BY READ LC3983 DRAFTER: J. WALKER 


ESTABLISH THE LEGAL TENDER ACT 


2/17 
2/20 
2/24 
2/24 
3/11 


INTRODUCED 

REFERRED TO STATE ADMINISTRATION 

HEARING 

TABLED IN COMMITTEE 18 0 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 621 INTRODUCED BY COHENOUR LC1221 DRAFTER: HENNEMAN 


REVISE LAND ACCESS LAWS FOR HUNTING AND FISHING 


2/17 
2/20 
2/23 
2/28 
3/11 


INTRODUCED 

REFERRED TO FISH, WILDLIFE AND PARKS 

HEARING 

TABLED IN COMMITTEE 13 6 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 622 INTRODUCED BY LOGE LC3966 DRAFTER: CARROLL 


PROVIDE FOR NON-RESIDENT TITLING 


2/17 
2/20 
2/22 
2/24 
2/27 
3/01 
3/02 


3/14 
3/21 


INTRODUCED 

REFERRED TO TRANSPORTATION 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 15 0 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 98 2 
38RD READING PASSED 97 2 


TRANSMITTED TO SENATE 
REFERRED TO HIGHWAYS AND TRANSPORTATION 
HEARING 


636 MONTANA HISTORY AND FINAL STATUS 2023 


3/30 COMMITTEE EXEC ACTION — CONCURRED AS AMD 12 0 

3/31 COMMITTEE REPORT — CONCURRED AS AMD 

4/04 2ND READING CONCURRED 49 1 

4/05 3RD READING CONCURRED 48 2 
RETURNED TO HOUSE WITH AMENDMENTS 

4/13 2ND READING SENATE AMDS CONCURRED 100 O 

4/14 38RD READING PASSED AS AMENDED BY SENATE 98 0 


4/17 SENT TO ENROLLING 
4/28 RETURNED FROM ENROLLING 
5/04 SIGNED BY SPEAKER 
5/04 SIGNED BY PRESIDENT 
5/08 TRANSMITTED TO GOVERNOR 
5/18 SIGNED BY GOVERNOR 
5/19 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 522 
EFFECTIVE DATE: 5/18/2023 - ALL SECTIONS 


HB 623 INTRODUCED BY ROMANO LC2998 DRAFTER: HENNEMAN 


ESTABLISH PENALTIES FOR NEGLIGENT INJURY OR DEATH OF SERVICE 
ANIMALS 


2/17 INTRODUCED 
2/20 REFERRED TO HUMAN SERVICES 
2/24 HEARING 
2/27 TABLED IN COMMITTEE 20 O 
3/11 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 624 INTRODUCED BY M. HOPKINS LC3133 DRAFTER: HENNEMAN 
REVISE LAWS RELATED TO OFFICERS OF COURT 
2/17 INTRODUCED 


2/20 REFERRED TO JUDICIARY 
2/22 HEARING 


2/22 COMMITTEE EXEC ACTION — BILL PASSED 19 O 
2/22 COMMITTEE REPORT — BILL PASSED 

2/28 2ND READING PASSED 100 O 
3/01 38RD READING PASSED 96 1 


TRANSMITTED TO SENATE 

3/14 REFERRED TO JUDICIARY 

3/24 HEARING 

3/29 TABLED IN COMMITTEE 7 ~#«4 
DIED IN STANDING COMMITTEE 


HB 625 INTRODUCED BY SEEKINS-CROWE LC4602 DRAFTER: SANDRU 
INFANT SAFETY AND CARE ACT 
2/17 INTRODUCED 


2/20 REFERRED TO JUDICIARY 
2/27 HEARING 


2/28 COMMITTEE EXEC ACTION — BILL PASSED 13 6 
2/28 COMMITTEE REPORT — BILL PASSED 
3/02 2ND READING PASSED 68 32 


3/03 38RD READING PASSED 66 32 


HOUSE BILLS 637 


TRANSMITTED TO SENATE 
3/13 REFERRED TO JUDICIARY 
3/27 HEARING 


4/04 COMMITTEE EXEC ACTION — CONCURRED AS AMD 7 ~#«4 

4/05 COMMITTEE REPORT — CONCURRED AS AMD 

4/11 2ND READING CONCURRED 31 19 

4/12 38RD READING CONCURRED 30 18 
RETURNED TO HOUSE WITH AMENDMENTS 

4/18 2ND READING SENATE AMDS CONCURRED 68 32 

4/19 3RD READING PASSED AS AMENDED BY SENATE 67 30 


4/20 SENT TO ENROLLING 
4/24 RETURNED FROM ENROLLING 
4/25 SIGNED BY SPEAKER 
4/25 SIGNED BY PRESIDENT 
4/26 TRANSMITTED TO GOVERNOR 
5/03 SIGNED BY GOVERNOR 
5/04 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 392 
EFFECTIVE DATE: 5/03/2023 - ALL SECTIONS 


HB 626 INTRODUCED BY FIELDER LC3430 DRAFTER: POWER 


REVISE ELECTION LAWS RELATED TO APPOINTMENT PROCESS FOR 
LEGISLATIVE VACANCY 


2/17 INTRODUCED 
2/20 REFERRED TO LEGISLATIVE ADMINISTRATION 
2/24 HEARING 
2/27 TABLED IN COMMITTEE 11 0 
3/11 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 627 INTRODUCED BY FIELDER LC3410 DRAFTER: PALLISTER 
REVISE WOLF TRAPPING LAWS 
2/17 INTRODUCED 


2/20 REFERRED TO FISH, WILDLIFE AND PARKS 
2/23 HEARING 


2/28 COMMITTEE EXEC ACTION — BILL PASSED 10 9 
3/01 COMMITTEE REPORT — BILL PASSED 
3/02 2ND READING NOT PASSED 47 538 


3/11 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN PROCESS 


HB 628 INTRODUCED BY FIELDER LC3411 DRAFTER: PALLISTER 
REVISE WOLF TRAPPING LAWS 
2/17 INTRODUCED 


2/20 REFERRED TO FISH, WILDLIFE AND PARKS 
2/23 HEARING 


2/28 COMMITTEE EXEC ACTION — BILL PASSED 10 9 
3/01 COMMITTEE REPORT — BILL PASSED 
3/02 2ND READING NOT PASSED 49 51 


3/11 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN PROCESS 
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HB 629 INTRODUCED BY LER LC1046 DRAFTER: BURKHARDT 


PROVIDE FOR ATTORNEY FEES AND COSTS IN CERTAIN JUSTIFIABLE USE OF 


FORCE CASES 


2/17 
2/20 
2/23 
2/27 
2/27 
2/27 
3/01 
3/01 
3/10 
3/10 
3/13 
3/15 
3/17 
4/06 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 13) CO“6 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

FISCAL NOTE REQUESTED 

2ND READING PASSED 65 35 
REREFERRED TO APPROPRIATIONS 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

TABLED IN COMMITTEE 17 (OO 
MISSED DEADLINE FOR APPROPRIATION BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 630 INTRODUCED BY FIELDER LC3412 DRAFTER: PALLISTER 


REVISE BLACK BEAR HUNTING LAWS 


2/17 
2/20 
2/23 
2/28 
3/01 
3/02 
3/11 


INTRODUCED 

REFERRED TO FISH, WILDLIFE AND PARKS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 11 8 
COMMITTEE REPORT — BILL PASSED 

2ND READING NOT PASSED 47 538 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN PROCESS 


HB 631 INTRODUCED BY J. HINKLE LC1047 DRAFTER: BURKHARDT 


BILL FOR GUN OWNERS ACCESS TO JUSTICE ACT 


2/17 
2/20 
2/23 
2/27 
2/27 
3/01 
3/02 


3/14 
4/04 
4/06 
4/07 
4/14 
4/14 


4/17 
4/28 
5/04 
5/04 
5/08 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 13 SO=6 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 60 40 
38RD READING PASSED 67 32 


TRANSMITTED TO SENATE 
REFERRED TO JUDICIARY 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 7 ~#«4 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 386 14 
3RD READING CONCURRED 33 12 


RETURNED TO HOUSE 

SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 


5/18 
5/19 


HOUSE BILLS 639 


SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 523 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HB 632 INTRODUCED BY T. SMITH LC4469 DRAFTER: KREZOWSKI 


GENERALLY REVISE LAWS RELATED TO CPS INVESTIGATIONS 


2/17 
2/20 
2/24 
2/27 
3/11 


INTRODUCED 

REFERRED TO HUMAN SERVICES 

HEARING 

TABLED IN COMMITTEE 20 0 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 633 INTRODUCED BY MATTHEWS LC3869 DRAFTER: MCCRACKEN 


PROVIDE MEANS TO RAISE TEACHER PAY IN SCHOOL DISTRICTS WITH HIGH 
COST OF LIVING 


2/17 
2/17 
2/17 
2/20 
2/24 
2/24 
2/27 
2/27 
2/28 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO EDUCATION 
FISCAL NOTE RECEIVED 
FISCAL NOTE SIGNED 
HEARING 
COMMITTEE EXEC ACTION — BILL PASSED 8 5 
FISCAL NOTE PRINTED 


2/28 COMMITTEE REPORT — BILL PASSED 
3/01 2ND READING NOT PASSED 35 65 
3/11 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN PROCESS 
HB 634 INTRODUCED BY KASSMIER LC2582 DRAFTER: KOLMAN 


GENERALLY REVISE OIL AND GAS LAWS 


2/17 
2/17 
2/20 
2/22 
2/27 
2/27 
2/28 
3/21 
3/21 
3/23 
3/24 
3/24 
3/29 
4/06 


INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO NATURAL RESOURCES 

REREFERRED TO TAXATION 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

REVISED FISCAL NOTE REQUESTED 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE SIGNED 

REVISED FISCAL NOTE PRINTED 

TABLED IN COMMITTEE 21 0 
MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 635 INTRODUCED BY KASSMIER LC8708 DRAFTER: PALLISTER 


REVISE LAWS RELATED TO NONRESIDENT HUNTING AND FISHING 


2/17 


INTRODUCED 


640 


2/20 
2/23 
2/28 
3/01 
3/02 
3/03 


3/10 
3/16 
3/21 
3/22 
3/27 
3/28 


3/29 
4/05 
4/07 
4/12 
4/13 
4/21 
4/27 


4/28 
5/02 
5/04 


5/09 
5/12 


MONTANA HISTORY AND FINAL STATUS 2023 


REFERRED TO FISH, WILDLIFE AND PARKS 


HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 12. «7 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 54 45 
3RD READING PASSED 56 42 


TRANSMITTED TO SENATE 
REFERRED TO FISH AND GAME 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 10 2 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 27 238 
38RD READING CONCURRED 29 21 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
RETURNED WITH GOVERNOR’S PROPOSED AMENDMENTS 
2ND READING GOVERNOR’S PROPOSED AMENDMENTS 
NOT ADOPTED 35 65 
TRANSMITTED TO SENATE FOR CONSIDERATION OF 
GOVERNOR’S PROPOSED AMENDMENTS 
2ND READING GOVERNOR’S PROPOSED AMENDMENTS 
NOT ADOPTED 46 4 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 487 
EFFECTIVE DATE: 3/01/2024 - ALL SECTIONS 


HB 636 INTRODUCED BY KASSMIER LC0714 DRAFTER: J. WALKER 


REVISE WORKERS’ COMPENSATION LAWS RELATING TO EXEMPTIONS FROM THE 


ACT 


2/17 
2/20 
2/28 
2/28 
2/28 
3/01 
3/02 


3/14 
4/04 
4/04 
4/05 
4/07 
4/11 


4/12 
4/17 
4/20 
4/20 


INTRODUCED 

REFERRED TO BUSINESS AND LABOR 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 19 O 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 98 2 
38RD READING PASSED 96 3 


TRANSMITTED TO SENATE 
REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
HEARING 


COMMITTEE EXEC ACTION — BILL CONCURRED 10 0 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 41 9 
3RD READING CONCURRED 46 4 


RETURNED TO HOUSE 

SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 


4/21 
4/26 
4/27 


HOUSE BILLS 641 


TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 293 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HB 637 INTRODUCED BY SEEKINS-CROWE [C1949 DRAFTER: J. WALKER 


REVISE ALCOHOL LAWS RELATED TO RESORT AREAS 


2/17 
2/20 
2/24 
2/27 
2/28 
3/02 
3/03 
3/11 


INTRODUCED 

REFERRED TO BUSINESS AND LABOR 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 13 6 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 55 45 
3RD READING FAILED 35 61 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN PROCESS 


HB 638 INTRODUCED BY MARLER LC3495 DRAFTER: HESS 


PHASE OUT USE OF STYROFOAM IN FOOD-RELATED BUSINESSES 


2/20 
2/20 
2/23 
2/24 
2/28 
2/28 
2/28 
3/01 
3/11 


INTRODUCED 

REFERRED TO NATURAL RESOURCES 

REREFERRED TO BUSINESS AND LABOR 

FISCAL NOTE REQUESTED 

HEARING 

FISCAL NOTE RECEIVED 

TABLED IN COMMITTEE 13 6 
FISCAL NOTE PRINTED 

MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 639 INTRODUCED BY MERCER LC4468 DRAFTER: O;?CONNELL 


ESTABLISH REDUCTION OF RECIDIVISM AS PURPOSE OF DEPARTMENT OF 


CORRECTIONS 


2/17 
2/20 
2/22 
2/23 
2/24 
3/01 
3/02 


3/14 
3/24 
3/24 
3/24 
3/31 
4/03 


4/04 
4/06 
4/07 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 19 O 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 100 O 
3RD READING PASSED 96 3 


TRANSMITTED TO SENATE 
REFERRED TO JUDICIARY 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 11 0 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 50 0 
38RD READING CONCURRED 49 0 


RETURNED TO HOUSE 

SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 


642 


4/12 
4/13 
4/20 
4/20 


HB 640 INTRODUCED BY HASTINGS 


MONTANA HISTORY AND FINAL STATUS 2023 


SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 213 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


LC1446 DRAFTER: ALLEN 


GENERALLY REVISE LAWS RELATED TO SEXUAL ASSAULT EVIDENCE KITS 


2/17 
2/20 
2/22 
2/22 
2/22 
2/28 
3/01 


3/14 
4/04 
4/05 
4/06 
4/12 
4/13 


AI17 
4/18 
4/20 
4/20 
4/21 
4/26 
4/27 


HB 641 INTRODUCED BY K. ZOLNIKOV 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 292 
EFFECTIVE DATE: 4/26/2023 - ALL SECTION 


100 


LC3043 DRAFTER: KOLMAN 


ALLOW ENVIRONMENTAL IMPACT REVIEWS BEYOND MONTANA’S BORDERS 


2/17 
2/17 
2/17 
2/17 
2/20 
2/20 
2/27 
2/27 
2/28 
2/28 
3/02 
3/03 


3/13 
3/22 
3/27 
3/28 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO NATURAL RESOURCES 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

COMMITTEE REPORT — BILL PASSED 
2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO NATURAL RESOURCES 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 


15 


100 
97 


11 


3/30 
3/30 
3/30 


3/31 
4/03 


4/04 
4/06 
5/04 
5/10 
5/10 
5/19 
5/22 


HOUSE BILLS 643 


2ND READING CONCUR MOTION FAILED 21 29 
2ND READING INDEFINITELY POSTPONED 30 20 
RECONSIDERED PREVIOUS ACTION; REMAINS IN 2ND 

READING PROCESS 33 15 
2ND READING CONCURRED 45 5 
3RD READING CONCURRED 45 4 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 632 
EFFECTIVE DATE: 5/19/2023 - ALL SECTIONS 


HB 642 INTRODUCED BY C. KNUDSEN LC1040 DRAFTER: MOHR 


REVISE EXEMPT WELLS LAWS 


2/17 
2/17 
2/22 
3/14 
3/21 
3/22 
3/22 
3/29 
4/06 


INTRODUCED 

REFERRED TO NATURAL RESOURCES 

HEARING 

FISCAL NOTE REQUESTED 

FISCAL NOTE RECEIVED 

SPONSOR REBUTTAL TO FISCAL NOTE REQUESTED 

FISCAL NOTE PRINTED 

TABLED IN COMMITTEE 15 0 
MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 643 INTRODUCED BY KASSMIER LC0183 DRAFTER: GRAFF 


REVISING NET METERING LAWS 


2/17 
2/20 
2/27 
2/27 
3/11 


INTRODUCED 

REFERRED TO ENERGY, TECHNOLOGY AND FEDERAL RELATIONS 
HEARING 

TABLED IN COMMITTEE 13 0 


MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 644 INTRODUCED BY STAFMAN LC1590 DRAFTER: KREZOWSKI 


PROVIDE FOR DISMISSAL OF CERTAIN CRIMINAL CHARGES AGAINST HEALTH 
CARE PROVIDER 


2/17 
2/20 
2/23 
2/24 
3/11 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

TABLED IN COMMITTEE 19 O 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 645 INTRODUCED BY KMETZ [C2236 DRAFTER: SANDRU 


PROHIBIT DONATIONS OF CERTAIN BLOOD AND BLOOD PRODUCTS 


644 MONTANA HISTORY AND FINAL STATUS 2023 


2/17 INTRODUCED 
2/20 REFERRED TO HUMAN SERVICES 
2/24 HEARING 
2/27 TABLED IN COMMITTEE 19 #1 
3/11 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 646 INTRODUCED BY STAFMAN LC1484 DRAFTER: ALLEN 
ESTABLISH A HOUSING STABILITY SERVICES PROGRAM 


2/17 FISCAL NOTE PROBABLE 
2/17 INTRODUCED 
2/17 FISCAL NOTE REQUESTED 
2/20 REFERRED TO HUMAN SERVICES 
2/24 HEARING 
2/24 FISCAL NOTE RECEIVED 
2/28 FISCAL NOTE PRINTED 
2/28 TABLED IN COMMITTEE 19 O 
3/02 REVISED FISCAL NOTE REQUESTED 
3/10 REVISED FISCAL NOTE RECEIVED 
3/11 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
3/14 REVISED FISCAL NOTE PRINTED 
DIED IN STANDING COMMITTEE 


HB 647 INTRODUCED BY STAFMAN LC1489 DRAFTER: BURKHARDT 
GENERALLY REVISING LAWS RELATED TO DRUG PARAPHERNALIA 


2/17 INTRODUCED 

2/20 REFERRED TO JUDICIARY 

2/23 BILL WITHDRAWN PER HOUSE RULE H30-50(8)(B) 

3/11 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 648 INTRODUCED BY BUCKLEY LC2332 DRAFTER: SANKEY KEIP 
PROVIDE FOR THE BEST BEGINNINGS SCHOLARSHIP PROGRAM 


2/17 INTRODUCED 

2/17 FISCAL NOTE REQUESTED 

2/20 REFERRED TO HUMAN SERVICES 
2/27 FISCAL NOTE RECEIVED 

2/27 FISCAL NOTE SIGNED 

2/28 FISCAL NOTE PRINTED 

3/14 HEARING 
3/17 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 13° sS88 
3/20 REVISED FISCAL NOTE REQUESTED 

3/20 COMMITTEE REPORT — BILL PASSED AS AMENDED 

3/22 REVISED FISCAL NOTE RECEIVED 

3/22 REVISED FISCAL NOTE SIGNED 

3/22 REVISED FISCAL NOTE PRINTED 

3/27 2ND READING PASSED 55 45 
3/27 REREFERRED TO APPROPRIATIONS 

3/28 HEARING 

3/31 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 12: 111 
3/31 COMMITTEE REPORT — BILL PASSED AS AMENDED 

4/03 2ND READING PASSED 51 49 
4/03 REVISED FISCAL NOTE REQUESTED 

4/04 REVISED FISCAL NOTE RECEIVED 


4/04 


4/05 
4/05 
4/07 
4/19 
4/19 
4/19 
4/20 
4/21 
4/24 
4/27 
4/28 


5/01 
5/02 
5/04 
6/12 
6/13 
6/13 
6/14 


HOUSE BILLS 


38RD READING PASSED 


TRANSMITTED TO SENATE 


REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 


REVISED FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 
REREFERRED TO FINANCE AND CLAIMS 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 773 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


65 


645 


34 


HB 649 INTRODUCED BY CAFERRO LC2441 DRAFTER: O'CONNELL 


IMPLEMENT RATES FROM PROVIDER RATE STUDY 


2/17 
2/17 
2/20 
2/24 
2/27 
2/28 
2/28 
3/01 
3/02 
3/02 
3/16 
3/29 
3/30 
3/31 
3/31 
4/02 
4/03 
4/03 
4/04 


4/06 
4/07 
4/07 
4/19 
4/21 
4/26 
4/27 
4/27 


INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO HUMAN SERVICES 

HEARING 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 

REREFERRED TO APPROPRIATIONS 

HEARING 

REVISED FISCAL NOTE REQUESTED 

REVISED FISCAL NOTE RECEIVED 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 
REVISED FISCAL NOTE PRINTED 

2ND READING PASSED 

REVISED FISCAL NOTE REQUESTED 

3RD READING PASSED 


TRANSMITTED TO SENATE 

REVISED FISCAL NOTE RECEIVED 
REVISED FISCAL NOTE SIGNED 
REVISED FISCAL NOTE PRINTED 
REFERRED TO FINANCE AND CLAIMS 
HEARING 

TABLED IN COMMITTEE 

TAKEN FROM TABLE IN COMMITTEE 
TABLED IN COMMITTEE 

DIED IN STANDING COMMITTEE 


17 


65 


12 
13 


646 


MONTANA HISTORY AND FINAL STATUS 2023 


HB 650 INTRODUCED BY READ LC4518 DRAFTER: JOHNSON 


REQUIRE AGENCY REPORTING ON FINANCIAL ASSISTANCE TO TRIBES 


2/17 
2/17 
2/20 
2/22 
2/22 
2/22 
2/27 
2/27 
3/11 


INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO ENERGY, TECHNOLOGY AND FEDERAL RELATIONS 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

TABLED IN COMMITTEE 10 38 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 651 INTRODUCED BY HARVEY LC1502 DRAFTER: ALLEN 


ESTABLISH THE MONTANA FAMILY AND MEDICAL LEAVE INSURANCE ACT 


2/17 
2/17 
2/20 
2/28 
2/28 
2/28 
3/02 
3/11 


INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO BUSINESS AND LABOR 
HEARING 
FISCAL NOTE RECEIVED 

TABLED IN COMMITTEE 19 O 
FISCAL NOTE PRINTED 

MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 652 INTRODUCED BY GALLOWAY LC2889 DRAFTER: J. WALKER 


REVISE UNEMPLOYMENT INSURANCE LAW RELATING TO BENEFIT DURATION 


2/17 
2/17 
2/17 
2/20 
2/27 
2/27 
2/28 
2/28 
2/28 
2/28 
3/02 
3/02 
3/16 
3/17 
3/17 
3/20 


3/21 
4/04 
4/06 
4/13 
4/13 
4/14 
AI17 
4/17 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO BUSINESS AND LABOR 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 


HEARING 

FISCAL NOTE PRINTED 

COMMITTEE EXEC ACTION — BILL PASSED 13 6 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 67 33 
REREFERRED TO APPROPRIATIONS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 16 67 
COMMITTEE REPORT — BILL PASSED 

3RD READING PASSED 66 32 


TRANSMITTED TO SENATE 
REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 


HEARING 

TABLED IN COMMITTEE 10 O 
TAKEN FROM TABLE IN COMMITTEE 5 3 
COMMITTEE EXEC ACTION — CONCURRED AS AMD 10 O 


COMMITTEE REPORT — CONCURRED AS AMD 
REVISED FISCAL NOTE REQUESTED 
REVISED FISCAL NOTE RECEIVED 


4/18 
4/18 
4/19 
4/21 
4/21 
4/24 
4/25 
4/27 


5/01 
5/02 
5/05 
5/05 
5/11 
5/11 
5/12 
5/22 
5/22 


HB 653 INTRODUCED BY GIST 


HOUSE BILLS 


REVISED FISCAL NOTE SIGNED 

REVISED FISCAL NOTE PRINTED 

REREFERRED TO FINANCE AND CLAIMS 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED AS AMD 

3RD READING CONCURRED 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS CONCURRED 
38RD READING PASSED AS AMENDED BY SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 731 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


alg 
30 
27 


68 
65 


647 


32 
31 


LC1444 DRAFTER: ALLEN 


ALLOWING REIMBURSEMENT TO COUNTY OFFICERS AND EMPLOYEES FOR OUT 
OF STATE TRAVEL 


2/17 
2/20 
2/23 
2/23 
2/24 
3/01 
3/02 


3/14 
4/05 
4/12 


HB 654 INTRODUCED BY SHELDON-GALLOWAY 


INTRODUCED 

REFERRED TO STATE ADMINISTRATION 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO SENATE 
REFERRED TO LOCAL GOVERNMENT 
HEARING 

TABLED IN COMMITTEE 

DIED IN STANDING COMMITTEE 


REVISE LAWS RELATED TO COURT RECORDINGS 


2/17 
2/20 
2/23 
2/24 
2/24 
3/01 
3/02 


3/14 
3/31 
4/06 
4/07 
4/17 
4/17 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCUR MOTION FAILED 

2ND READING INDEFINITELY POSTPONED 

DIED IN PROCESS 


18 


99 


13 


75 


19 
45 


LC3752 DRAFTER: WEISS 


25 
23 


648 


HB 655 INTRODUCED BY K. ZOLNIKOV 


MONTANA HISTORY AND FINAL STATUS 2023 


REQUIRE MEDICAID COVERAGE OF HOME BIRTHS ATTENDED BY MIDWIVES 


2/17 
2/20 
2/23 
2/24 
2/27 
2/27 
3/01 
3/02 


3/10 
3/14 
3/14 
3/29 
3/31 
4/03 
4/05 
4/06 


4/11 
4/14 
4/19 
4/20 
4/21 
4/26 
4/27 


HB 656 INTRODUCED BY PARRY 


INTRODUCED 

REFERRED TO HUMAN SERVICES 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 21 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

FISCAL NOTE REQUESTED 

2ND READING PASSED 100 
3RD READING PASSED 99 


TRANSMITTED TO SENATE 

FISCAL NOTE RECEIVED 

REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
FISCAL NOTE PRINTED 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 9 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 50 
38RD READING CONCURRED 49 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 291 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


REVISE CHANGES TO COAL MINING OPERATIONS 


2/17 
2/20 
2/22 
2/24 
2/27 
3/01 
3/02 


3/13 
3/29 
4/12 
4/14 
AI17 
4/18 


4/20 
4/23 
4/29 
5/04 


INTRODUCED 

REFERRED TO NATURAL RESOURCES 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED | 15 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 100 
3RD READING PASSED 97 


TRANSMITTED TO SENATE 
REFERRED TO NATURAL RESOURCES 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 6 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 33 
38RD READING CONCURRED 33 


RETURNED TO HOUSE 

SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 


LC4585 DRAFTER: O’>CONNELL 


LC2419 DRAFTER: KOLMAN 


5/08 
5/18 
5/19 


HOUSE BILLS 649 


TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 524 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HB 657 INTRODUCED BY PARRY LC3915 DRAFTER: HESS 


GENERALLY REVISE LAWS RELATED TO CHILD AND FAMILY OMBUDSMAN 


2/17 
2/20 
2/24 
2/27 
2/28 
3/02 
3/03 


3/10 
3/18 
3/15 
3/15 
3/16 
3/29 
3/31 


INTRODUCED 

REFERRED TO HUMAN SERVICES 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 14. «7 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 63 37 
3RD READING PASSED 65 32 


TRANSMITTED TO SENATE 

FISCAL NOTE REQUESTED 

REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

TABLED IN COMMITTEE 9 O 
DIED IN STANDING COMMITTEE 


HB 658 INTRODUCED BY MARSHALL LC3005 DRAFTER: J. WALKER 


GENERALLY REVISE CARD TRANSACTION FEES 


2/17 
2/20 
2/27 
2/28 
2/28 
3/02 
3/03 


3/13 
3/30 
4/04 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 13 6 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 67 33 
3RD READING PASSED 67 31 


TRANSMITTED TO SENATE 

REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
HEARING 

TABLED IN COMMITTEE 10 O 
DIED IN STANDING COMMITTEE 


HB 659 INTRODUCED BY GIST LC3198 DRAFTER: J. WALKER 


PROVIDE FOR GRACE PERIOD FOR LAPSED RENEWALS OF CONCEALED CARRY 


PERMITS 


2/17 
2/20 
2/23 
2/24 
2/24 
3/01 
3/02 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 18 #1 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 99 1 
38RD READING PASSED 98 1 


650 


3/13 
3/31 
4/04 
4/05 
4/11 
4/12 


4/13 
4/17 
4/20 
4/20 
4/21 
4/26 
4/27 


HB 660 INTRODUCED BY BROCKMAN 


MONTANA HISTORY AND FINAL STATUS 2023 


TRANSMITTED TO SENATE 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 290 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


LC3458 DRAFTER: E. SULLIVAN 


REVISE NOTIFICATION REQUIREMENTS REGARDING VACANCIES ON APPOINTED 


ENTITIES 


2/17 
2/20 
2/24 
2/24 
2/24 
3/01 
3/02 


3/18 
4/05 
4/05 
4/06 
4/11 
4/12 


4/13 
AI17 
4/20 
4/20 
4/21 
4/26 
4/27 


HB 661 INTRODUCED BY SEEKINS-CROWE 


ALLOWING COURT TO CONSIDER DANGEROUSNESS/LETHALITY ASSESSMENT 


2/17 
2/20 
2/24 
2/27 
2/27 


INTRODUCED 

REFERRED TO STATE ADMINISTRATION 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO STATE ADMINISTRATION 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 289 
EFFECTIVE DATE: 4/26/2023 - ALL SECTIONS 


INTRODUCED 
REFERRED TO JUDICIARY 
HEARING 


COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 


18 


97 
99 


10 


50 
48 


19 


ise) 


[C1947 DRAFTER: WEISS 


0 


3/01 
3/02 


3/13 
3/22 
3/29 
3/31 
4/04 
4/05 


4/06 
4/13 
4/19 
4/20 
4/21 
4/26 
4/27 


HOUSE BILLS 651 
2ND READING PASSED 100 O 
3RD READING PASSED 99 0 


TRANSMITTED TO SENATE 
REFERRED TO JUDICIARY 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 11 0 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 50 =O 
38RD READING CONCURRED 50 0 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 288 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HB 662 INTRODUCED BY ANDERSON LC2488 DRAFTER: KOLMAN 


PROHIBIT GRAZING ON PUBLIC LAND WITHOUT PERMISSION 


2/17 
2/20 
2/22 
2/22 
2/23 
2/28 
3/01 


3/14 
3/23 
3/28 


INTRODUCED 

REFERRED TO NATURAL RESOURCES 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 15 0 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 95 5 
3RD READING PASSED 87 11 


TRANSMITTED TO SENATE 

REFERRED TO AGRICULTURE, LIVESTOCK AND IRRIGATION 
HEARING 

TABLED IN COMMITTEE 11 0 
DIED IN STANDING COMMITTEE 


HB 663 INTRODUCED BY KERNS LC1672 DRAFTER: CARROLL 


ESTABLISH A MONTANA VETERANS HALL OF FAME 


2/17 
2/20 
2/24 
2/24 
2/24 
3/01 
3/02 


3/13 
3/27 
3/27 
3/28 
3/31 
4/03 


INTRODUCED 

REFERRED TO STATE ADMINISTRATION 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 18 0 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 89 11 
3RD READING PASSED 92 7 


TRANSMITTED TO SENATE 
REFERRED TO STATE ADMINISTRATION 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 10 O 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 49 1 


38RD READING CONCURRED 48 1 


652 


4/04 
4/06 
4/07 
4/12 
4/13 
4/20 
4/20 


MONTANA HISTORY AND FINAL STATUS 2023 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 214 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HB 664 INTRODUCED BY GUNDERSON LC2396 DRAFTER: CARROLL 


DIRECT MVD TO STUDY DRIVER'S LICENSE RENEWAL KIOSKS 


2/17 
2/20 
2/22 
2/24 
2/27 
3/01 
3/02 


3/18 
3/30 
3/30 
3/31 
4/05 
4/06 


4/11 
4/13 
AI17 
4/18 
4/18 
4/24 
4/24 


INTRODUCED 

REFERRED TO TRANSPORTATION 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 15 0 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 92 8 
38RD READING PASSED 90 8 


TRANSMITTED TO SENATE 
REFERRED TO HIGHWAYS AND TRANSPORTATION 
HEARING 


COMMITTEE EXEC ACTION — BILL CONCURRED 7 #5 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 31 19 
3RD READING CONCURRED 27 22 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 221 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HB 665 INTRODUCED BY ETCHART LC4516 DRAFTER: ALLEN 


REVISE LAWS RELATED TO INSURANCE COVERAGE OF BREAST EXAMINATIONS 


2/20 
2/21 
2/22 
2/24 
2/27 
3/01 
3/02 


3/13 
3/22 
3/24 
3/24 
3/28 


INTRODUCED 

REFERRED TO HUMAN SERVICES 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 21 0 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 99 1 
38RD READING PASSED 98 0 


TRANSMITTED TO SENATE 

REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 10 0 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 47 3 


3/29 


3/30 
4/05 
4/07 
4/12 
4/13 
4/20 
4/20 


HOUSE BILLS 653 


38RD READING CONCURRED 46 3 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 215 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HB 667 INTRODUCED BY BEDEY LC1415 DRAFTER: MCCRACKEN 


GENERALLY REVISE EDUCATION LAWS RELATED TO CHILDREN UNDER 5 YEARS 


OF AGE 


2/20 
2/20 
2/20 
2/21 
2/24 
2/24 
2/24 
2/27 
3/11 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO EDUCATION 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

BILL WITHDRAWN PER HOUSE RULE H30-50(3)(B) 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 668 INTRODUCED BY FITZGERALD LC4333 DRAFTER: J. WALKER 


REVISE SERVICE CONTRACT LAWS RELATED TO MOTOR VEHICLES AND THEFT 


INTRODUCED 

REFERRED TO BUSINESS AND LABOR 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 19 O 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 100 0 
3RD READING PASSED 96 1 


TRANSMITTED TO SENATE 
REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
HEARING 


COMMITTEE EXEC ACTION — CONCURRED AS AMD 10 0 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 32 18 
3RD READING CONCURRED 34 11 
RETURNED TO HOUSE WITH AMENDMENTS 

2ND READING SENATE AMDS CONCURRED 100 O 
38RD READING PASSED AS AMENDED BY SENATE 99 0 


SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 525 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


654 MONTANA HISTORY AND FINAL STATUS 2023 


HB 669 INTRODUCED BY MERCER [C1174 DRAFTER: JOHNSON 
REVISE LAWS RELATED TO ALLOCATION OF MARIJUANA TAX REVENUES 


2/20 INTRODUCED 

2/20 FISCAL NOTE REQUESTED 

2/21 REFERRED TO APPROPRIATIONS 

2/23 HEARING 

2/24 FISCAL NOTE RECEIVED 

2/27 FISCAL NOTE PRINTED 

3/28 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 15 8 
3/28 COMMITTEE REPORT — BILL PASSED AS AMENDED 

3/29 REVISED FISCAL NOTE REQUESTED 

3/31 REVISED FISCAL NOTE RECEIVED 

3/31 REVISED FISCAL NOTE SIGNED 

3/31 REVISED FISCAL NOTE PRINTED 

3/31 2ND READING PASSED 65 35 
4/03 3RD READING PASSED 62 37 


TRANSMITTED TO SENATE 

4/05 REFERRED TO FINANCE AND CLAIMS 

4/18 HEARING 

4/26 TABLED IN COMMITTEE 19 O 
DIED IN STANDING COMMITTEE 


HB 670 INTRODUCED BY WELCH LC1436 DRAFTER: CARROLL 
NOTARIES NOT REQUIRED FOR VEHICLE TRANSFERS 


2/20 INTRODUCED 
2/21 REFERRED TO TRANSPORTATION 
2/24 HEARING 
2/27 TABLED IN COMMITTEE 15 0 
3/11 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 671 INTRODUCED BY J. FITZPATRICK LC3086 DRAFTER: PALLISTER 
GENERALLY REVISE ENVIRONMENTAL PROTECTION LAWS 


2/20 FISCAL NOTE PROBABLE 
2/20 INTRODUCED 
2/20 FISCAL NOTE REQUESTED 
2/21 REFERRED TO NATURAL RESOURCES 
2/22 HEARING 
2/23 FISCAL NOTE RECEIVED 
2/24 TABLED IN COMMITTEE 15 0 
2/27 FISCAL NOTE PRINTED 
3/11 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 672 INTRODUCED BY J. FITZPATRICK LC3083 DRAFTER: PALLISTER 
GENERALLY REVISE ENVIRONMENTAL PROTECTION LAWS 


2/20 INTRODUCED 

2/20 FISCAL NOTE REQUESTED 

2/21 REFERRED TO NATURAL RESOURCES 
2/22 HEARING 


2/23 
2/24 
2/27 
2/27 
2/28 
3/01 
3/01 
3/15 
3/15 
3/17 
3/21 
4/06 


HB 673 INTRODUCED BY M. HOPKINS 


HOUSE BILLS 


FISCAL NOTE RECEIVED 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED © 13 
FISCAL NOTE PRINTED 

COMMITTEE REPORT — BILL PASSED AS AMENDED 

REVISED FISCAL NOTE REQUESTED 

2ND READING PASSED 83 
REREFERRED TO APPROPRIATIONS 

REVISED FISCAL NOTE RECEIVED 

HEARING 
REVISED FISCAL NOTE PRINTED 

TABLED IN COMMITTEE 21 
MISSED DEADLINE FOR APPROPRIATION BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


REVISE LAWS RELATED TO PUBLISHING OF MARIJUANA-RELATED 
MISDEMEANORS 


2/20 
2/20 
2/20 
2/21 
2/23 
2/27 
2/27 
2/27 
3/11 


HB 674 INTRODUCED BY SEEKINS-CROWE 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO JUDICIARY 

FISCAL NOTE RECEIVED 

HEARING 

FISCAL NOTE PRINTED 

TABLED IN COMMITTEE 19 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 
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17 


0 


[C1131 DRAFTER: BURKHARDT 


LC3950 DRAFTER: PALLISTER 


REVISE FIREARM LAWS TO CREATE AN ENHANCED CONCEALED CARRY PERMIT 


2/20 
2/20 
2/20 
2/21 
2/27 
2/27 
2/27 
2/27 
2/28 
2/28 
2/28 
2/28 
2/28 
3/01 
3/02 
3/02 
3/10 
3/13 
3/18 
3/13 
3/14 
3/14 
3/17 
3/17 
3/17 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO JUDICIARY 

FISCAL NOTE RECEIVED 

SPONSOR REBUTTAL TO FISCAL NOTE REQUESTED 

SPONSOR REBUTTAL TO FISCAL NOTE RECEIVED 

SPONSOR REBUTTAL TO FISCAL NOTE SIGNED 

HEARING 

SPONSOR REBUTTAL TO FISCAL NOTE PRINTED 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED — 17 
FISCAL NOTE PRINTED 

COMMITTEE REPORT — BILL PASSED AS AMENDED 

REVISED FISCAL NOTE REQUESTED 

2ND READING PASSED 95 
REREFERRED TO APPROPRIATIONS 

REVISED FISCAL NOTE RECEIVED 

SPONSOR REBUTTAL TO FISCAL NOTE REQUESTED 

SPONSOR REBUTTAL TO FISCAL NOTE RECEIVED 

SPONSOR REBUTTAL TO FISCAL NOTE SIGNED 

REVISED FISCAL NOTE PRINTED 

SPONSOR REBUTTAL TO FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 18 
COMMITTEE REPORT — BILL PASSED AS AMENDED 


656 


3/20 
3/21 
3/21 
3/22 
3/24 
3/25 


3/27 
3/31 
4/06 
4/07 
4/13 
4/14 


4/17 
4/28 
5/04 
5/04 
5/08 
5/18 
5/19 


HB 675 INTRODUCED BY BREWSTER 


MONTANA HISTORY AND FINAL STATUS 2023 


REVISED FISCAL NOTE REQUESTED 
REVISED FISCAL NOTE RECEIVED 
REVISED FISCAL NOTE SIGNED 
REVISED FISCAL NOTE PRINTED 
2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 526 
EFFECTIVE DATE: 5/18/2023 - ALL SECTIONS 


99 


44 
45 


LC4263 DRAFTER: SANKEY KEIP 


AUTHORIZE CONSOLIDATION OF COUNTY AND MUNICIPAL WATER AND/OR 
SEWER DISTRICTS 


2/20 
2/21 
2/28 
2/28 
3/01 
3/02 
3/03 


3/18 
3/22 
3/29 
3/30 
4/05 
4/06 


4/11 
4/16 
AI17 
4/18 
4/18 
4/24 
4/24 


INTRODUCED 

REFERRED TO LOCAL GOVERNMENT 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO LOCAL GOVERNMENT 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 222 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


100 


50 
49 


HOUSE BILLS 657 


HB 676 INTRODUCED BY SEEKINS-CROWE LC1880 DRAFTER: SANKEY KEIP 
REVISE LAWS TO CLARIFY FUNDAMENTAL PARENTAL RIGHTS 
2/20 INTRODUCED 


2/21 REFERRED TO JUDICIARY 
2/27 HEARING 


2/28 COMMITTEE EXEC ACTION — BILL PASSED 12. «7 
2/28 COMMITTEE REPORT — BILL PASSED 

3/02 2ND READING PASSED 67 33 
3/03 38RD READING PASSED 65 33 


TRANSMITTED TO SENATE 
3/18 REFERRED TO JUDICIARY 
3/27 HEARING 


4/04 COMMITTEE EXEC ACTION — CONCURRED AS AMD 7 ~=#«4 

4/05 COMMITTEE REPORT — CONCURRED AS AMD 

4/14 2ND READING CONCURRED AS AMD 382 18 

4/18 3RD READING CONCURRED 30 20 
RETURNED TO HOUSE WITH AMENDMENTS 

4/27 2ND READING SENATE AMDS CONCURRED 65 35 

4/28 38RD READING PASSED AS AMENDED BY SENATE 67 32 


4/28 SENT TO ENROLLING 
5/02 RETURNED FROM ENROLLING 
5/04 SIGNED BY SPEAKER 
5/04 SIGNED BY PRESIDENT 
5/08 TRANSMITTED TO GOVERNOR 
5/18 SIGNED BY GOVERNOR 
5/19 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 527 
EFFECTIVE DATE: 5/18/2023 - ALL SECTIONS 


HB 677 INTRODUCED BY FRANCE LC4427 DRAFTER: PALLISTER 


GENERALLY REVISE BIRD HUNTING SEASON LAWS RELATED BIRD DOG 
TRAINING 


2/20 INTRODUCED 
2/21 REFERRED TO FISH, WILDLIFE AND PARKS 
2/28 HEARING 
2/28 TABLED IN COMMITTEE 19 O 
3/11 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 678 INTRODUCED BY NICOL LC4577 DRAFTER: J. WALKER 
GENERALLY REVISE WORKER’S COMPENSATION LAWS 
2/20 INTRODUCED 


2/21 REFERRED TO BUSINESS AND LABOR 
2/28 HEARING 


2/28 COMMITTEE EXEC ACTION — BILL PASSED 10 9 
2/28 COMMITTEE REPORT — BILL PASSED 
3/02 2ND READING NOT PASSED 10 90 


3/11 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


658 


HB 679 INTRODUCED BY LOGE 


MONTANA HISTORY AND FINAL STATUS 2023 


REQUIRE CERTAIN VEHICLES TO CARRY TRACTION CONTROL DEVICES 


2/20 
2/20 
2/20 
2/21 
2/24 
2/24 
2/27 
2/27 
2/28 
2/28 
3/01 
3/01 
3/02 
3/02 
3/02 
3/17 
3/17 
3/17 
3/20 
3/22 
3/22 
3/22 
3/23 
3/24 


3/27 
4/04 
4/06 
4/07 
4/12 
4/12 
4/13 


4/20 
4/21 
4/21 
4/28 
5/04 
5/04 
5/08 
5/18 
5/19 


HB 680 INTRODUCED BY SEEKINS-CROWE 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO TRANSPORTATION 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
FISCAL NOTE RECEIVED 

SPONSOR REBUTTAL TO FISCAL NOTE REQUESTED 
FISCAL NOTE PRINTED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 
SPONSOR REBUTTAL TO FISCAL NOTE RECEIVED 
SPONSOR REBUTTAL TO FISCAL NOTE SIGNED 
SPONSOR REBUTTAL TO FISCAL NOTE PRINTED 
2ND READING PASSED 
REREFERRED TO APPROPRIATIONS 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 
REVISED FISCAL NOTE REQUESTED 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE SIGNED 

REVISED FISCAL NOTE PRINTED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO HIGHWAYS AND TRANSPORTATION 
HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 
REVISED FISCAL NOTE REQUESTED 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS CONCURRED 
38RD READING PASSED AS AMENDED BY SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 528 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


GENERALLY REVISE LAWS RELATED TO CRIMINAL ACTS 


2/20 
2/21 
2/24 
2/28 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 


15 


85 


18 


94 


12 


40 
34 


99 
97 


12 


LC2491 DRAFTER: CARROLL 


14 


LC1946 DRAFTER: ALLEN 


HOUSE BILLS 659 


2/28 COMMITTEE REPORT — BILL PASSED AS AMENDED 

3/01 FISCAL NOTE REQUESTED 

3/02 2ND READING PASSED 80 20 
3/03 3RD READING PASSED 70 28 


TRANSMITTED TO SENATE 
3/10 FISCAL NOTE RECEIVED 
3/18 REFERRED TO JUDICIARY 
3/14 FISCAL NOTE PRINTED 
3/31 HEARING 


4/06 COMMITTEE EXEC ACTION — CONCURRED AS AMD 6 5 
4/07 COMMITTEE REPORT — CONCURRED AS AMD 
4/14 2ND READING CONCURRED 34 16 


4/14 REREFERRED TO FINANCE AND CLAIMS 
4/14 HEARING 


4/14 TABLED IN COMMITTEE 11 8 
4/14 3RD READING CONCURRED 31 14 
4/14 RECONSIDERED PREVIOUS ACTION; REMAINS IN 

COMMITTEE 40 5 


DIED IN STANDING COMMITTEE 
HB 681 INTRODUCED BY YAKAWICH LC3739 DRAFTER: ALLEN 


REVISE LAWS RELATED TO SAMPLE COLLECTION TO TEST FOR DRIVER 
INTOXICATION 


2/20 INTRODUCED 
2/21 REFERRED TO JUDICIARY 
2/24 HEARING 


2/27 COMMITTEE EXEC ACTION — BILL PASSED 10 9 
2/27 COMMITTEE REPORT — BILL PASSED 

3/01 2ND READING PASSED 78 21 
3/02 38RD READING PASSED 81 17 


TRANSMITTED TO SENATE 

3/18 REFERRED TO JUDICIARY 

3/21 HEARING 

3/28 TABLED IN COMMITTEE 11 0 
DIED IN STANDING COMMITTEE 


HB 682 INTRODUCED BY K. ZOLNIKOV LC1451 DRAFTER: O'CONNELL 


REVISE LAWS RELATED TO COLLECTION OF GENETIC MATERIAL FOR NEWBORN 
SCREENINGS 


2/20 INTRODUCED 

2/21 REFERRED TO JUDICIARY 

2/24 HEARING 

2/27 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 18 1 
2/27 COMMITTEE REPORT — BILL PASSED AS AMENDED 

3/01 2ND READING PASSED 99 0 
3/02 3RD READING PASSED 98 1 


TRANSMITTED TO SENATE 
3/13 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
4/04 HEARING 


4/04 COMMITTEE EXEC ACTION — BILL CONCURRED 10 O 
4/05 COMMITTEE REPORT — BILL CONCURRED 
4/07 2ND READING CONCURRED 49 1 


4/11 38RD READING CONCURRED 50 =O 


660 


4/12 
4/17 
4/20 
4/20 
4/21 
4/26 
4/27 


MONTANA HISTORY AND FINAL STATUS 2023 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 287 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


HB 683 INTRODUCED BY GUNDERSON LC4268 DRAFTER: J. WALKER 


REVISE LAWS RELATING TO HOMEOWNERS’ ASSOCIATIONS 


2/20 
2/21 
2/24 
2/28 
3/11 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

TABLED IN COMMITTEE 14° «5 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 684 INTRODUCED BY C. HINKLE LC1891 DRAFTER: O'CONNELL 
PROHIBIT USE OF VACCINATION STATUS IN CERTAIN ADMINISTRATIVE/LEGAL 
PROCEEDINGS 

2/20 INTRODUCED 

2/21 REFERRED TO JUDICIARY 

2/24 HEARING 

2/27 COMMITTEE EXEC ACTION — BILL PASSED 13 6 
2/27 COMMITTEE REPORT — BILL PASSED 

3/01 2ND READING PASSED 72 28 
3/02 3RD READING PASSED 68 31 


3/13 
3/29 
3/31 
4/03 
4/05 
4/06 


4/11 
4/14 
4/19 
4/20 
4/21 
4/26 
4/27 


TRANSMITTED TO SENATE 
REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 6 38 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 34 16 
38RD READING CONCURRED 33 16 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 286 
EFFECTIVE DATE: 4/26/2023 - ALL SECTIONS 


HB 685 INTRODUCED BY BERTOGLIO LC4289 DRAFTER: M. MOORE 


REVISE METHODS FOR VALUING COMMERCIAL CONDOMINIUMS 


2/20 


FISCAL NOTE PROBABLE 


2/20 
2/21 
2/21 
2/24 
2/27 
2/27 
2/27 
2/28 
2/28 
3/02 
3/03 


3/18 
3/24 
4/12 
4/13 
4/17 
4/18 


4/20 
4/25 
4/29 
5/04 
5/08 
5/18 
5/19 


HOUSE BILLS 661 


INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO TAXATION 
FISCAL NOTE RECEIVED 
FISCAL NOTE SIGNED 


HEARING 

FISCAL NOTE PRINTED 

COMMITTEE EXEC ACTION — BILL PASSED 21 0 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 100 O 
38RD READING PASSED 97 #1 


TRANSMITTED TO SENATE 
REFERRED TO LOCAL GOVERNMENT 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 9 O 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 48 2 
3RD READING CONCURRED 50 0 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 529 
EFFECTIVE DATE: 5/18/2023 - ALL SECTIONS 


HB 686 INTRODUCED BY SHELDON-GALLOWAY LC3757 DRAFTER: POWER 


REVISE LAWS RELATED TO JOB DESCRIPTIONS FOR ELECTED OFFICIALS 


2/20 
2/21 
2/24 
2/24 
3/11 


INTRODUCED 

REFERRED TO STATE ADMINISTRATION 

HEARING 

TABLED IN COMMITTEE 18 0 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 687 INTRODUCED BY SHELDON-GALLOWAY LC3748 DRAFTER: BURKHARDT 


REVISE LAWS RELATING TO PERJURY AND FALSE SWEARING 


2/20 
2/21 
2/27 
2/28 
3/11 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

TABLED IN COMMITTEE 19 O 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 688 INTRODUCED BY SHELDON-GALLOWAY LC3823 DRAFTER: MCCRACKEN 


REVISE LAWS RELATED TO SOCIAL-EMOTIONAL LEARNING 


2/20 
2/21 
2/27 


INTRODUCED 
REFERRED TO EDUCATION 
HEARING 
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2/27 
3/11 


HB 689 INTRODUCED BY SHELDON-GALLOWAY 


MONTANA HISTORY AND FINAL STATUS 2023 


TABLED IN COMMITTEE 


MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 


DIED IN STANDING COMMITTEE 


REVISE PROBATION/PAROLE SUPERVISION LAWS 


2/20 
2/21 
2/27 
2/28 
2/28 
3/02 
3/03 


3/10 
3/18 
3/16 
3/16 
3/16 
3/22 
3/29 
3/31 
4/07 
4/11 


4/24 
4/26 
4/26 
5/01 
5/04 
5/04 
5/08 
5/18 
5/19 


HB 690 INTRODUCED BY K. SULLIVAN 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO SENATE 

FISCAL NOTE REQUESTED 

REFERRED TO JUDICIARY 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 
2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS CONCURRED 
3RD READING PASSED AS AMENDED BY SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 530 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


GENERALLY REVISE PUPIL DATA PRIVACY PROTECTIONS 


2/20 
2/21 
2/27 
2/28 
2/28 
3/02 
3/03 


3/13 
3/24 
3/31 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO SENATE 
REFERRED TO JUDICIARY 
HEARING 

TABLED IN COMMITTEE 

DIED IN STANDING COMMITTEE 


10 


51 
60 


35 


70 


100 


LC3745 DRAFTER: BURKHARDT 


48 
38 


29 
29 


LC4541 DRAFTER: SANKEY KEIP 


HOUSE BILLS 663 


HB 691 INTRODUCED BY OBLANDER LC2520 DRAFTER: J. WALKER 
GENERALLY REVISE DEPARTMENT OF LABOR LAWS 


2/20 INTRODUCED 

2/21 REFERRED TO BUSINESS AND LABOR 

2/28 HEARING 

2/28 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 19 0 
2/28 COMMITTEE REPORT — BILL PASSED AS AMENDED 

3/02 2ND READING PASSED 100 0 
3/03 38RD READING PASSED 98 0 


TRANSMITTED TO SENATE 
3/18 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
3/24 HEARING 


4/06 COMMITTEE EXEC ACTION — BILL CONCURRED 10 O 
4/07 COMMITTEE REPORT — BILL CONCURRED 

4/14 2ND READING CONCURRED 49 1 
4/14 3RD READING CONCURRED 45 0 


RETURNED TO HOUSE 

4/17 SENT TO ENROLLING 
4/19 RETURNED FROM ENROLLING 
4/21 SIGNED BY SPEAKER 
4/26 SIGNED BY PRESIDENT 
4/27 TRANSMITTED TO GOVERNOR 
5/03 SIGNED BY GOVERNOR 
5/04 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 393 

EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HB 692 INTRODUCED BY MERCER LC4467 DRAFTER: WEISS 
REVISING LAWS RELATED TO APPOINTMENT OF COUNSEL 
2/20 INTRODUCED 


2/21 REFERRED TO JUDICIARY 
2/24 HEARING 


2/27 COMMITTEE EXEC ACTION — BILL PASSED ie 
2/27 COMMITTEE REPORT — BILL PASSED 

3/01 2ND READING PASSED AS AMENDED 65 35 
3/02 38RD READING PASSED 65 34 


TRANSMITTED TO SENATE 

3/18 REFERRED TO JUDICIARY 

3/24 HEARING 

3/31 TABLED IN COMMITTEE 11 0 
DIED IN STANDING COMMITTEE 


HB 693 INTRODUCED BY MERCER [C1175 DRAFTER: SANKEY KEIP 


CLARIFY DISCLOSURE OF PUBLIC INFORMATION THAT MAY BE INVOLVED IN 
LITIGATION 


2/20 INTRODUCED 

2/21 REFERRED TO JUDICIARY 

2/24 HEARING 

2/27 COMMITTEE EXEC ACTION — BILL PASSED 18 #1 
2/27 COMMITTEE REPORT — BILL PASSED 

3/01 2ND READING PASSED 97 3 
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3/02 


3/13 
4/05 
4/05 
4/06 
4/13 
4/14 


4/17 
4/19 
4/21 
4/26 
4/27 
5/05 
6/06 
6/21 


MONTANA HISTORY AND FINAL STATUS 2023 


38RD READING PASSED 94 4 


TRANSMITTED TO SENATE 
REFERRED TO STATE ADMINISTRATION 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 10 0 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 47 3 
3RD READING CONCURRED 48 2 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
VETOED BY GOVERNOR 
VETO OVERRIDDEN BY LEGISLATURE 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 775 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HB 694 INTRODUCED BY MERCER LC1184 DRAFTER: HENNEMAN 


MANDATE DISCLOSURE OF CERTAIN INFORMATION IN PUBLIC HEALTH 


EMERGENCY 


2/20 
2/21 
2/23 
2/24 
3/11 


INTRODUCED 

REFERRED TO HUMAN SERVICES 

HEARING 

TABLED IN COMMITTEE 17 (OO 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 695 INTRODUCED BY MERCER LC0923 DRAFTER: CARROLL 


REVISE TRO STANDARD FOR SUITS AGAINST THE STATE AND SUBDIVISIONS OF 


GOVERNMENT 


2/20 
2/21 
2/27 
2/28 
2/28 
3/02 
3/03 


3/13 
3/24 
3/30 
3/31 
4/04 
4/05 


4/06 
4/13 
4/19 
4/20 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 14° 5 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 72 28 
3RD READING PASSED 73° 25 


TRANSMITTED TO SENATE 
REFERRED TO JUDICIARY 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 7 ~#«4 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 34 16 
38RD READING CONCURRED 34 16 


RETURNED TO HOUSE 

SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 


4/21 
4/26 
4/27 


HOUSE BILLS 665 


TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 285 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HB 696 INTRODUCED BY MERCER [C1186 DRAFTER: CARROLL 


REVISE MONTANA INFORMATION TECHNOLOGY ACT EXEMPTIONS 


2/20 
2/20 
2/21 
2/21 
2/27 
2/27 
3/11 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO STATE ADMINISTRATION 

HEARING 

TABLED IN COMMITTEE 15 38 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 697 INTRODUCED BY MERCER [C4124 DRAFTER: WEISS 


GENERALLY REVISE LAWS RELATED TO THE POST COUNCIL 


2/20 
2/20 
2/21 
2/21 
2/27 
2/28 
2/28 
3/02 
3/03 


3/13 
3/24 
3/24 
3/24 
4/11 
4/12 
4/13 
4/14 
4/14 


4/27 
4/28 
4/28 
5/02 
5/04 
5/04 
5/08 
5/18 
5/19 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 14 5 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 82 18 
3RD READING PASSED 81 16 


TRANSMITTED TO SENATE 

REFERRED TO JUDICIARY 

HEARING 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 11 0 
COMMITTEE REPORT — CONCURRED AS AMD 

REVISED FISCAL NOTE REQUESTED 


2ND READING CONCURRED 49 1 
3RD READING CONCURRED 45 0 
RETURNED TO HOUSE WITH AMENDMENTS 

2ND READING SENATE AMDS CONCURRED 96 1 
38RD READING PASSED AS AMENDED BY SENATE 99 0 


SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 531 
EFFECTIVE DATE: 5/18/2023 - ALL SECTIONS 
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MONTANA HISTORY AND FINAL STATUS 2023 


HB 698 INTRODUCED BY HELLEGAARD LC4304 DRAFTER: HARDIN 


GENERALLY REVISE LAWS RELATED TO EXCLUSIVE REPRESENTATIVES OF 
PUBLIC EMPLOYEES 


2/20 
2/21 
2/27 
2/27 
3/11 


INTRODUCED 

REFERRED TO STATE ADMINISTRATION 

HEARING 

TABLED IN COMMITTEE 18 0 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 699 INTRODUCED BY GUNDERSON LC2390 DRAFTER: HENNEMAN 
ALLOW SHERIFFS TO HAVE EXPENDITURE CONTROL OVER SHERIFF'S OFFICE 
BUDGET 

2/20 INTRODUCED 
2/21 REFERRED TO LOCAL GOVERNMENT 
2/28 HEARING 
2/28 TABLED IN COMMITTEE 16 O 
3/11 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 
HB 700 INTRODUCED BY NICOL LC0678 DRAFTER: HENNEMAN 


REVISE LAWS RELATED TO ADULT FOSTER CARE HOMES 


2/20 
2/21 
2/28 
2/28 
3/11 


INTRODUCED 

REFERRED TO HUMAN SERVICES 

HEARING 

TABLED IN COMMITTEE 19 2 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 701 INTRODUCED BY STAFMAN LC1584 DRAFTER: EVERTS 


REVISE LEGISLATOR ETHICS LAWS REGARDING PECUNIARY INTERESTS 


2/20 
2/21 
2/27 
2/27 
3/11 


INTRODUCED 

REFERRED TO LEGISLATIVE ADMINISTRATION 

HEARING 

TABLED IN COMMITTEE 11 0 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 702 INTRODUCED BY HARVEY LC3180 DRAFTER: J. WALKER 


REPEAL TERMINATION DATE RELATING TO CERTAIN WORKERS’ COMPENSATION 


PROGRAMS 


2/20 
2/20 
2/21 
2/21 
2/23 
2/23 
2/24 
2/27 
2/27 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO BUSINESS AND LABOR 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 19 O 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 


2/27 
3/01 
3/02 


3/18 
3/24 
4/06 
4/07 
4/14 
4/14 


AI17 
4/19 
4/21 
4/26 
4/27 
5/03 
5/04 


HB 703 INTRODUCED BY LOGE 


HOUSE BILLS 


COMMITTEE REPORT — BILL PASSED 
2ND READING PASSED 99 
38RD READING PASSED 96 


TRANSMITTED TO SENATE 
REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
HEARING 


COMMITTEE EXEC ACTION — BILL CONCURRED 10 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 48 
3RD READING CONCURRED 43 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 394 
EFFECTIVE DATE: 5/03/2023 - ALL SECTIONS 


REVISE HOUSING LAWS RELATED TO EMOTIONAL SUPPORT ANIMALS 


2/20 
2/21 
2/23 
2/24 
2/24 
3/01 
3/02 


3/18 
3/27 
3/29 
3/30 
4/05 
4/06 


4/11 
4/14 
4/19 
4/20 
4/21 
4/26 
4/27 


HB 704 INTRODUCED BY KERNS 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 12 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 71 
38RD READING PASSED 74 


TRANSMITTED TO SENATE 
REFERRED TO LOCAL GOVERNMENT 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 9 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 36 
3RD READING CONCURRED 33 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 284 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


REVISE LAWS RELATED TO EXPUNGEMENT OF DUI 


2/20 
2/21 


INTRODUCED 
REFERRED TO JUDICIARY 
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LC1067 DRAFTER: HENNEMAN 


29 
25 


14 
16 


LC1673 DRAFTER: BURKHARDT 


668 


2/23 
2/24 
2/24 
3/01 
3/02 


3/18 
3/31 
4/06 


MONTANA HISTORY AND FINAL STATUS 2023 


HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 10 9 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED AS AMENDED 88 12 
38RD READING PASSED 86 12 


TRANSMITTED TO SENATE 

REFERRED TO JUDICIARY 

HEARING 

TABLED IN COMMITTEE 6 5 
DIED IN STANDING COMMITTEE 


HB 705 INTRODUCED BY KERNS LC4324 DRAFTER: BURKHARDT 


REVISE LAWS RELATED TO CORONER'S INQUESTS 


2/20 
2/21 
2/23 
2/24 
2/24 
3/01 
3/02 


3/18 
4/05 
4/05 
4/06 
4/17 
4/18 


4/20 
4/23 
4/29 
5/04 
5/08 
5/18 
5/19 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 12. 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 66 29 
38RD READING PASSED 70 29 


TRANSMITTED TO SENATE 
REFERRED TO JUDICIARY 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 7 ~#«4 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 35 15 
3RD READING CONCURRED 34 16 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 532 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HB 706 INTRODUCED BY HASTINGS LC3150 DRAFTER: O'CONNELL 


GENERALLY REVISE LAWS RELATED TO PROTECTION OF MEDICAL SPEECH AND 


PRACTICE 


2/21 
2/21 
2/27 
2/28 
3/01 
3/02 
3/03 


3/13 
4/05 
4/07 


INTRODUCED 

REFERRED TO HUMAN SERVICES 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 14. «7 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 70 29 
3RD READING PASSED 67 29 


TRANSMITTED TO SENATE 

REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 6 38 


4/11 
AI17 
4/18 


4/20 
4/23 
4/29 
5/04 
5/08 
5/18 
5/19 


HB 707 INTRODUCED BY ETCHART 


HOUSE BILLS 


COMMITTEE REPORT — BILL CONCURRED 
2ND READING CONCURRED 31 
38RD READING CONCURRED 33 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 533 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


ALLOW CERTAIN ELEMENTARY DISTRICTS TO CREATE NEW HIGH SCHOOL 


DISTRICT 


2/21 
2/21 
2/24 
2/27 
2/28 
2/28 
3/02 
3/03 


3/10 
3/13 
3/14 
3/27 
4/03 
4/04 
4/06 
4/06 
4/12 
4/12 
4/13 
4/13 
4/14 
A/I17 
4/17 
4/18 
4/18 


4/24 
4/26 
4/26 
5/01 
5/04 
5/04 
5/08 
5/18 
6/05 
6/16 


INTRODUCED 

REFERRED TO EDUCATION 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 18 
FISCAL NOTE REQUESTED 

COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 100 
38RD READING PASSED 97 


TRANSMITTED TO SENATE 

FISCAL NOTE RECEIVED 

REFERRED TO EDUCATION AND CULTURAL RESOURCES 
FISCAL NOTE PRINTED 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 10 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 33 
REREFERRED TO FINANCE AND CLAIMS 

HEARING 

TABLED IN COMMITTEE 10 
TAKEN FROM TABLE IN COMMITTEE 10 
COMMITTEE EXEC ACTION — CONCURRED AS AMD 11 


COMMITTEE REPORT — CONCURRED AS AMD 
REVISED FISCAL NOTE REQUESTED 


2ND READING CONCURRED 33 
REVISED FISCAL NOTE RECEIVED 

38RD READING CONCURRED 36 
RETURNED TO HOUSE WITH AMENDMENTS 

2ND READING SENATE AMDS CONCURRED 98 
3RD READING PASSED AS AMENDED BY SENATE 99 


SENT TO ENROLLING 

RETURNED FROM ENROLLING 

SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 

TRANSMITTED TO GOVERNOR 

VETOED BY GOVERNOR 

VETO OVERRIDE VOTE MAIL POLL IN PROGRESS 
VETO OVERRIDE FAILED IN LEGISLATURE 
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19 
17 


LC08380 DRAFTER: SANKEY KEIP 


17 


14 


670 MONTANA HISTORY AND FINAL STATUS 2023 


HB 708 INTRODUCED BY GILLETTE LC4293 DRAFTER: J. WALKER 
ESTABLISH GOVERNANCE REQUIREMENTS FOR NON-PROFIT HOSPITALS 


2/21 INTRODUCED 
2/21 REFERRED TO LOCAL GOVERNMENT 
2/28 HEARING 
2/28 TABLED IN COMMITTEE 10 6 
3/11 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 709 INTRODUCED BY GILLETTE [C1973 DRAFTER: WEISS 


CREATE AND SHARE PUBLICLY A DISTRICT COURT/JUDGE PERFORMANCE 
INDICATOR DISPLAY 


2/21 FISCAL NOTE PROBABLE 
2/21 INTRODUCED 

2/21 FISCAL NOTE REQUESTED 
2/21 REFERRED TO JUDICIARY 
2/27 HEARING 
2/27 FISCAL NOTE RECEIVED 

2/28 COMMITTEE EXEC ACTION — BILL PASSED 19 O 
2/28 COMMITTEE REPORT — BILL PASSED 

3/01 FISCAL NOTE PRINTED 

3/02 2ND READING PASSED 100 O 
3/02 REREFERRED TO APPROPRIATIONS 

3/17 HEARING 

3/17 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED _21—s2 
3/20 COMMITTEE REPORT — BILL PASSED AS AMENDED 

3/25 2ND READING PASSED 98 0 
3/27 38RD READING PASSED 98 0 


TRANSMITTED TO SENATE 
3/31 REFERRED TO JUDICIARY 
4/04 REVISED FISCAL NOTE REQUESTED 
4/05 REVISED FISCAL NOTE RECEIVED 
4/05 REVISED FISCAL NOTE SIGNED 
4/05 REVISED FISCAL NOTE PRINTED 
4/06 HEARING 


4/06 COMMITTEE EXEC ACTION — BILL CONCURRED 11 0 
4/07 COMMITTEE REPORT — BILL CONCURRED 

4/11 2ND READING CONCURRED 49 1 
4/12 3RD READING CONCURRED 47 1 


RETURNED TO HOUSE 

4/13 SENT TO ENROLLING 
4/17 RETURNED FROM ENROLLING 
4/20 SIGNED BY SPEAKER 
4/20 SIGNED BY PRESIDENT 
4/21 TRANSMITTED TO GOVERNOR 
4/26 SIGNED BY GOVERNOR 
4/27 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 283 

EFFECTIVE DATE: 4/26/2023 - ALL SECTIONS 


HB 710 INTRODUCED BY C. KNUDSEN [C1310 DRAFTER: J. WALKER 


REVISE PHARMACIST LAWS RELATING TO IMMUNIZATION 


2/21 
2/21 
2/23 
2/24 
2/24 
3/01 
3/02 


3/18 
3/22 
3/24 
3/24 
3/28 
3/29 


3/30 
4/05 
4/07 
4/12 
4/13 
4/20 
4/20 


HB 711 INTRODUCED BY MARSHALL 


HOUSE BILLS 


INTRODUCED 

REFERRED TO BUSINESS AND LABOR 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 18 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 94 
38RD READING PASSED 90 


TRANSMITTED TO SENATE 
REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
HEARING 


COMMITTEE EXEC ACTION — BILL CONCURRED 10 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 44 
3RD READING CONCURRED 44 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 216 
EFFECTIVE DATE: 4/20/2023 - ALL SECTIONS 


Ol 


on 


[C4294 DRAFTER: J. WALKER 


REVISE ALCOHOL LAWS RELATING TO THE COLLECTION OF PAYMENT FOR BEER 


AND WINE 


2/21 
2/21 
2/24 
3/11 


HB 712 INTRODUCED BY WIRTH 


INTRODUCED 

REFERRED TO BUSINESS AND LABOR 

BILL WITHDRAWN PER HOUSE RULE H30-50(3)(B) 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


PROHIBIT ILLEGAL ALIENS FROM VOTING IN MONTANA ELECTIONS 


2/21 
2/21 
2/22 
2/23 
2/24 
2/27 
2/28 


3/18 
3/29 
3/29 
3/31 
4/13 
4/14 


INTRODUCED 

REFERRED TO STATE ADMINISTRATION 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 10 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 67 
38RD READING PASSED 70 


TRANSMITTED TO SENATE 
REFERRED TO STATE ADMINISTRATION 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 6 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 34 


3RD READING CONCURRED 34 


LC1977 DRAFTER: POWER 


31 
29 


16 
16 


672 


AI17 
4/19 
4/21 
4/26 
4/27 
5/03 
5/04 


MONTANA HISTORY AND FINAL STATUS 2023 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 395 
EFFECTIVE DATE: 5/03/2023 - ALL SECTIONS 


HB 713 INTRODUCED BY MERCER [C1170 DRAFTER: WEISS 


REVISE LAWS RELATED TO PROSECUTION OF DEATH PENALTY CASES 


2/21 
2/21 
2/23 
2/28 
3/11 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

TABLED IN COMMITTEE 19 O 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 714 INTRODUCED BY MERCER LC4023 DRAFTER: JOHNSON 


REVISE LAWS RELATED TO FISCAL NOTES 


2/21 
2/21 
2/27 
2/28 
2/28 
3/02 
3/03 


3/18 
3/21 
4/05 


INTRODUCED 

REFERRED TO LEGISLATIVE ADMINISTRATION 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 11 = =5 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 79 21 
38RD READING PASSED 87 69 


TRANSMITTED TO SENATE 

REFERRED TO LEGISLATIVE ADMINISTRATION 

HEARING 

TABLED IN COMMITTEE 6 0 
DIED IN STANDING COMMITTEE 


HB 715 INTRODUCED BY J. CARLSON [C1117 DRAFTER: MCCRACKEN 


REVISE SCHOOL IMMUNIZATION LAWS 


2/21 
2/21 
2/27 
2/28 
3/01 
3/02 
3/03 


3/18 
4/05 
4/07 
4/11 
A/I17 
4/18 


INTRODUCED 

REFERRED TO HUMAN SERVICES 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 13) S88 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 65 35 
38RD READING PASSED 64 33 


TRANSMITTED TO SENATE 
REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
HEARING 


COMMITTEE EXEC ACTION — BILL CONCURRED 6 38 
COMMITTEE REPORT — BILL CONCURRED 
2ND READING CONCURRED 29 21 


3RD READING CONCURRED 30 20 


HOUSE BILLS 673 


RETURNED TO HOUSE 

4/20 SENT TO ENROLLING 
4/23 RETURNED FROM ENROLLING 
4/29 SIGNED BY SPEAKER 
5/04 SIGNED BY PRESIDENT 
5/08 TRANSMITTED TO GOVERNOR 
5/18 SIGNED BY GOVERNOR 
5/19 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 534 

EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


HB 716 INTRODUCED BY PHALEN LC0495 DRAFTER: POWER 
REVISE LAWS RELATED TO DECEPTIVE ELECTION PRACTICES 


2/21 INTRODUCED 

2/21 REFERRED TO STATE ADMINISTRATION 

2/22 HEARING 

2/23 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 13) sO#55s 
2/24 COMMITTEE REPORT — BILL PASSED AS AMENDED 

3/01 2ND READING PASSED 68 32 
3/02 38RD READING PASSED 68 30 


TRANSMITTED TO SENATE 

3/18 REFERRED TO STATE ADMINISTRATION 

3/29 HEARING 

3/29 TABLED IN COMMITTEE 10 0 
DIED IN STANDING COMMITTEE 


HB 717 INTRODUCED BY PHALEN LC0492 DRAFTER: KOLMAN 
LIMIT LAWSUITS ON ENVIRONMENTAL ACTIONS 


2/21 INTRODUCED 

2/21 REFERRED TO JUDICIARY 

2/26 BILL WITHDRAWN PER HOUSE RULE H30-50(8)(B) 

3/11 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 718 INTRODUCED BY OBLANDER LC 2527 DRAFTER: CARROLL 
GENERALLY REVISE TOW TRUCK LAWS 


2/21 INTRODUCED 
2/21 REFERRED TO TRANSPORTATION 
2/24 HEARING 
2/27 TABLED IN COMMITTEE 15 0 
3/11 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 719 INTRODUCED BY OBLANDER LC2522 DRAFTER: J. WALKER 


REVISE WORKERS’ COMPENSATION LAWS RELATING TO DESIGNATION OF 
TREATING PHYSICIAN 


2/21 FISCAL NOTE PROBABLE 

2/21 INTRODUCED 

2/21 FISCAL NOTE REQUESTED 

2/21 REFERRED TO HUMAN SERVICES 
2/24 HEARING 


674 


2/27 
2/28 
2/28 
3/01 
3/11 


MONTANA HISTORY AND FINAL STATUS 2023 


FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

TABLED IN COMMITTEE 19 O 
FISCAL NOTE PRINTED 

MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 720 INTRODUCED BY WIRTH LC4612 DRAFTER: SANDRU 


REVISE LAWS TO DEFINE LIFE 


2/21 
2/22 
2/24 
2/27 
3/11 


INTRODUCED 

REFERRED TO HUMAN SERVICES 

HEARING 

TABLED IN COMMITTEE 20 0 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 721 INTRODUCED BY M. REGIER LC3239 DRAFTER: SANDRU 


RESTRICT UNBORN CHILD FROM DISMEMBERMENT ABORTION 


2/21 
2/22 
2/27 
2/28 
2/28 
3/02 
3/03 


3/18 
3/28 
3/30 
3/31 
4/06 
4/07 


4/11 
4/17 
5/11 
5/11 
5/11 
5/16 
5/16 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 13 6 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 68 32 
3RD READING PASSED 67 31 


TRANSMITTED TO SENATE 
REFERRED TO JUDICIARY 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 7 ~#«4 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 31 19 
3RD READING CONCURRED 31 19 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 490 
EFFECTIVE DATE: 5/16/2023 - SECTIONS 1-3, 5(1), 5(4), AND 6-11 
EFFECTIVE DATE: EFFECTIVE ON THE LATER OF: (A) PASSAGE 
AND APPROVAL; OR (B) THE DATE THE DEPARTMENT OF 
PUBLIC HEALTH AND HUMAN SERVICES CERTIFIES IN 
WRITING TO THE CODE COMMISSIONER THAT THE FORM 
REQUIRED UNDER [SECTION 4] HAS BEEN CREATED. - 
SECTIONS 4, 5(2) AND 5(3) 


HB 722 INTRODUCED BY M. REGIER LC3287 DRAFTER: JOHNSON 


GENERALLY REVISE DISTRICT COURTS BUDGET PRESENTATION IN BUDGET 


2/21 


INTRODUCED 


HOUSE BILLS 675 


2/22 FISCAL NOTE REQUESTED 

2/22 REFERRED TO APPROPRIATIONS 

2/24 HEARING 

2/27 FISCAL NOTE RECEIVED 

2/28 FISCAL NOTE PRINTED 

2/28 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 16 7 
2/28 COMMITTEE REPORT — BILL PASSED AS AMENDED 

3/02 2ND READING PASSED 68 32 
3/03 38RD READING PASSED 68 30 


TRANSMITTED TO SENATE 
3/13 REFERRED TO JUDICIARY 
4/05 HEARING 


4/07 COMMITTEE EXEC ACTION — BILL CONCURRED 7 ~#4 
4/11 COMMITTEE REPORT — BILL CONCURRED 
4/17 2ND READING CONCURRED 32 18 


4/17 REREFERRED TO FINANCE AND CLAIMS 

4/17 HEARING 

4/17 TABLED IN COMMITTEE 12. «7 
DIED IN STANDING COMMITTEE 


HB 723 INTRODUCED BY BARKER LC2784 DRAFTER: GRAFF 
REVISING CLASS D MOTOR CARRIER REGULATION 


2/21 INTRODUCED 
2/22 REFERRED TO ENERGY, TECHNOLOGY AND FEDERAL RELATIONS 
2/24 HEARING 
2/24 TABLED IN COMMITTEE 11 0 
3/11 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 724 INTRODUCED BY BARKER LC2800 DRAFTER: SANKEY KEIP 
GENERALLY REVISE PUBLIC NOTICE REQUIREMENTS 


2/21 INTRODUCED 

2/22 REFERRED TO LOCAL GOVERNMENT 

2/23 HEARING 

2/23 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 16 0 
2/24 COMMITTEE REPORT — BILL PASSED AS AMENDED 

3/01 2ND READING PASSED 98 2 
3/02 3RD READING PASSED 97 2 


TRANSMITTED TO SENATE 
3/13 REFERRED TO STATE ADMINISTRATION 
3/31 HEARING 
3/31 TABLED IN COMMITTEE 10 O 
4/11 REREFERRED TO LOCAL GOVERNMENT 
4/14 HEARING 


4/14 COMMITTEE EXEC ACTION — BILL CONCURRED 8 0 
4/14 COMMITTEE REPORT — BILL CONCURRED 
4/17 2ND READING CONCURRED 30 20 
4/18 3RD READING FAILED 25 25 
4/18 RECONSIDERED PREVIOUS ACTION; REMAINS IN 3RD 

READING PROCESS 26 22 
4/19 38RD READING CONCURRED 27 22 


RETURNED TO HOUSE 
4/20 SENT TO ENROLLING 
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4/24 
4/26 
4/27 
4/27 
5/03 
5/04 


MONTANA HISTORY AND FINAL STATUS 2023 


RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 396 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HB 725 INTRODUCED BY READ LC3981 DRAFTER: BURKHARDT 


CREATE CONTEMPT OF CONSTITUTION LAW 


2/21 
2/22 
2/24 
2/28 
3/11 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

TABLED IN COMMITTEE 19 O 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 726 INTRODUCED BY READ LC3050 DRAFTER: GRAFF 


ASSIGN OVERSIGHT OF WATER COMPACTS AND MANAGEMENT TO PUBLIC 
SERVICE COMMISSON 


2/21 
2/22 
2/27 
2/27 
3/11 


INTRODUCED 

REFERRED TO ENERGY, TECHNOLOGY AND FEDERAL RELATIONS 
HEARING 

TABLED IN COMMITTEE 12 #1 


MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 727 INTRODUCED BY GALLOWAY LC2814 DRAFTER: CARROLL 


PROHIBIT EMOTIONAL SUPPORT ANIMAL MISREPRESENTATION IN HOUSING 


LAW 


2/21 
2/22 
2/23 
2/24 
3/11 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

TABLED IN COMMITTEE 19 O 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 728 INTRODUCED BY CAFERRO LC2434 DRAFTER: KREZOWSKI 


PROVIDE FOR CHILD SUPPORT DURING PREGNANCY 


2/21 
2/22 
2/28 
3/11 


INTRODUCED 

REFERRED TO JUDICIARY 

BILL WITHDRAWN PER HOUSE RULE H30-50(3)(B) 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 729 INTRODUCED BY GALLOWAY LC2882 DRAFTER: GRAFF 


PROVIDING FOR ADVANCED CONDUCTOR COST-EFFECTIVENESS CRITERIA 


2/21 
2/22 


INTRODUCED 
REFERRED TO ENERGY, TECHNOLOGY AND FEDERAL RELATIONS 


2/27 
2/27 
2/28 
3/02 
3/03 


3/20 
3/30 
4/04 
4/05 
4/12 
4/13 


AI17 
4/26 
4/29 
5/04 
5/08 
5/18 
5/19 


HOUSE BILLS 677 


HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 13 O 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 100 0 
3RD READING PASSED 98 0 


TRANSMITTED TO SENATE 
REFERRED TO ENERGY AND TELECOMMUNICATIONS 
HEARING 


COMMITTEE EXEC ACTION — BILL CONCURRED 11 1 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 49 0 
3RD READING CONCURRED 50 0 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 535 
EFFECTIVE DATE: 5/18/2023 - ALL SECTIONS 


HB 730 INTRODUCED BY GALLOWAY LC2874 DRAFTER: O’°CONNELL 


REQUIRE INSURANCE COVERAGE OF CONDITIONS INVOLVING FACIAL BONES 


2/21 
2/22 
2/24 
2/27 
2/28 
3/02 
3/11 


INTRODUCED 

REFERRED TO BUSINESS AND LABOR 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 11 8 
COMMITTEE REPORT — BILL PASSED 

2ND READING NOT PASSED 30 70 


MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN PROCESS 


HB 731 INTRODUCED BY GALLOWAY LC2813 DRAFTER: CARROLL 


GENERALLY REVISE LANDLORD TENANT LAW 


2/21 
2/22 
2/23 
2/24 
2/24 
3/01 
3/01 


3/02 
3/03 


3/13 
3/22 
4/12 
4/13 
4/17 
4/17 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 11 8 
COMMITTEE REPORT — BILL PASSED 

2ND READING NOT PASSED 44 56 
RECONSIDERED PREVIOUS ACTION; PLACED ON 2ND 

READING 50 48 
2ND READING PASSED 66 34 
38RD READING PASSED 64 34 


TRANSMITTED TO SENATE 
REFERRED TO LOCAL GOVERNMENT 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 5 64 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCUR MOTION FAILED 13 37 
2ND READING INDEFINITELY POSTPONED 47 3 


DIED IN PROCESS 
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HB 732 INTRODUCED BY GALLOWAY [C2812 DRAFTER: CARROLL 


GENERALLY REVISE LANDLORD TENANT LAW 


2/21 
2/22 
2/23 
2/28 
3/11 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

TABLED IN COMMITTEE 19 O 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 733 INTRODUCED BY GALLOWAY LC4108 DRAFTER: WEISS 


REVISE LAWS RELATED TO DISPOSAL OF SURPLUS CAMPAIGN FUNDS 


2/21 
2/22 
2/27 
2/27 
2/27 
3/01 
3/02 


3/18 
4/03 
4/03 
4/03 
4/17 
4/18 


INTRODUCED 

REFERRED TO STATE ADMINISTRATION 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED da. 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 68 32 
38RD READING PASSED 66 32 


TRANSMITTED TO SENATE 
REFERRED TO STATE ADMINISTRATION 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 6 4 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 26 24 
3RD READING FAILED 25 25 


DIED IN PROCESS 


HB 734 INTRODUCED BY GALLOWAY LC2852 DRAFTER: SANDRU 


REVISE CHILD PROTECTION LAWS 


2/21 
2/22 
2/24 
2/27 
3/11 


INTRODUCED 

REFERRED TO HUMAN SERVICES 

HEARING 

TABLED IN COMMITTEE 19 0 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 735 INTRODUCED BY GALLOWAY LC2819 DRAFTER: O°CONNELL 


GENERALLY REVISE DNA COLLECTION AND TESTING LAWS 


2/21 
2/22 
2/27 
2/28 
2/28 
3/02 
3/03 


3/10 
3/18 
3/14 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED ASAMENDED 14° 5 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 85 15 
3RD READING PASSED 80 17 


TRANSMITTED TO SENATE 
FISCAL NOTE REQUESTED 
REFERRED TO JUDICIARY 
FISCAL NOTE RECEIVED 


3/15 
38/15 
3/31 
4/18 
4/20 


HOUSE BILLS 679 


FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

TABLED IN COMMITTEE 11 0 
TAKEN FROM TABLE IN COMMITTEE 

DIED IN STANDING COMMITTEE 


HB 736 INTRODUCED BY BROCKMAN LC2462 DRAFTER: O°?CONNELL 


ESTABLISH REQUIREMENTS FOR SETTING MEDICAID RATES FOR CERTAIN 
THERAPY SERVICES 


2/21 
2/22 
2/24 
2/27 
3/11 


INTRODUCED 

REFERRED TO HUMAN SERVICES 

HEARING 

TABLED IN COMMITTEE 18 #1 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 

DIED IN STANDING COMMITTEE 


HB 737 INTRODUCED BY PARRY LC4300 DRAFTER: KOLMAN 


REVISE LAWS RELATED TO COAL FIRED GENERATING UNIT REMEDIATION 


2/21 
2/22 
2/24 
2/27 
3/11 


INTRODUCED 

REFERRED TO ENERGY, TECHNOLOGY AND FEDERAL RELATIONS 
HEARING 

TABLED IN COMMITTEE 13 0 


MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 738 INTRODUCED BY FITZGERALD LC2480 DRAFTER: GRAFF 


REVISE THE MONTANA WHEAT & BARLEY CHECKOFF PROGRAM 


2/21 
2/22 
2/28 
2/28 
3/01 
3/02 
3/03 


3/13 
3/28 
3/28 
3/29 
3/31 
4/03 


4/13 
4/14 
4/17 
4/19 
4/20 
4/27 
4/27 
4/27 


INTRODUCED 

REFERRED TO AGRICULTURE 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 19 0 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 100 O 
3RD READING PASSED 96 1 


TRANSMITTED TO SENATE 
REFERRED TO AGRICULTURE, LIVESTOCK AND IRRIGATION 


HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 11 0 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 49 1 
38RD READING CONCURRED 48 1 
RETURNED TO HOUSE WITH AMENDMENTS 

2ND READING SENATE AMDS CONCURRED 100 O 
TAKEN FROM 38RD READING; PLACED ON 2ND READING 98 0 
2ND READING SENATE AMDS NOT CONCURRED 99 0 


CONFERENCE COMMITTEE APPOINTED 
CONFERENCE COMMITTEE APPOINTED 
HEARING 

CONFERENCE COMMITTEE REPORT RECEIVED 
CONFERENCE COMMITTEE REPORT RECEIVED 
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5/01 


5/01 


5/02 


5/02 


5/03 
5/09 
5/11 
5/11 
5/12 
5/22 
5/22 


MONTANA HISTORY AND FINAL STATUS 2023 


2ND READING CONFERENCE COMMITTEE REPORT 


ADOPTED 50 =O 
38RD READING CONFERENCE COMMITTEE REPORT 
ADOPTED 49 0 
2ND READING CONFERENCE COMMITTEE REPORT 
ADOPTED 99 0 
38RD READING CONFERENCE COMMITTEE REPORT 
ADOPTED 96 O 


SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 732 
EFFECTIVE DATE: 5/22/2023 - ALL SECTIONS 


HB 739 INTRODUCED BY MERCER LC3454 DRAFTER: COLES 


PROVIDE EXCEPTION FOR AGENCY ADOPTION OF ADMINISTRATIVE RULES 


2/21 
2/22 
2/27 
2/28 
2/28 
3/02 
3/03 


3/13 
3/21 
4/05 
4/05 
4/07 
4/11 


4/12 
4/17 
4/20 
4/20 
4/21 
4/26 
4/27 


INTRODUCED 

REFERRED TO LEGISLATIVE ADMINISTRATION 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 10 6 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 54 45 
3RD READING PASSED 59 38 


TRANSMITTED TO SENATE 
REFERRED TO LEGISLATIVE ADMINISTRATION 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 6 0 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 47 3 
38RD READING CONCURRED 46 4 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 282 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HB 740 INTRODUCED BY L. SMITH LC2305 DRAFTER: O’°CONNELL 


REVISE LAWS RELATING TO OUT-OF-STATE PLACEMENT OF YOUTH WITH 
MENTAL HEALTH NEEDS 


2/21 
2/21 
2/22 
2/22 
2/24 
2/28 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO HUMAN SERVICES 
FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 


HOUSE BILLS 681 


2/28 HEARING 


2/28 COMMITTEE EXEC ACTION — BILL PASSED 21 0 
3/01 COMMITTEE REPORT — BILL PASSED 
3/02 2ND READING PASSED 100 0 


3/02 REREFERRED TO APPROPRIATIONS 
3/16 HEARING 


3/16 COMMITTEE EXEC ACTION — BILL PASSED 20 0 
3/16 COMMITTEE REPORT — BILL PASSED 
3/20 38RD READING PASSED 98 0 


TRANSMITTED TO SENATE 

3/21 REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 

4/05 HEARING 

4/12 TABLED IN COMMITTEE 6 3 
DIED IN STANDING COMMITTEE 


HB 741 INTRODUCED BY L. SMITH LC3550 DRAFTER: BURKHARDT 
REVISE THE YOUTH COURT ACT 
2/21 INTRODUCED 


2/22 REFERRED TO JUDICIARY 
2/24 HEARING 


2/28 COMMITTEE EXEC ACTION — BILL PASSED 15 4 
2/28 COMMITTEE REPORT — BILL PASSED 

3/02 2ND READING PASSED 87 138 
3/03 38RD READING PASSED 82 15 


TRANSMITTED TO SENATE 

3/10 FISCAL NOTE REQUESTED 

3/13 REFERRED TO JUDICIARY 

3/15 FISCAL NOTE RECEIVED 

3/20 FISCAL NOTE PRINTED 

4/07 HEARING 

4/13 TABLED IN COMMITTEE 6 5 
DIED IN STANDING COMMITTEE 


HB 742 INTRODUCED BY L. SMITH LC3544 DRAFTER: ALLEN 
RESTRICT USE OF RESTRAINTS ON YOUTH 
2/21 INTRODUCED 


2/22 REFERRED TO JUDICIARY 
2/24 HEARING 


2/28 COMMITTEE EXEC ACTION — BILL PASSED 17 2 
2/28 COMMITTEE REPORT — BILL PASSED 

3/02 2ND READING PASSED 84 16 
3/03 3RD READING PASSED 79 18 


TRANSMITTED TO SENATE 
3/13 REFERRED TO JUDICIARY 
4/07 HEARING 


4/11 TABLED IN COMMITTEE 8 3 
5/01 TAKEN FROM COMMITTEE; PLACED ON 2ND READING 

5/01 2ND READING CONCURRED 28 21 
5/01 38RD READING CONCURRED 29 20 


RETURNED TO HOUSE 
5/03 SENT TO ENROLLING 
5/04 RETURNED FROM ENROLLING 
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5/11 
5/11 
5/11 
5/19 
5/22 


MONTANA HISTORY AND FINAL STATUS 2023 


SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 633 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HB 743 INTRODUCED BY L. SMITH LC3549 DRAFTER: BURKHARDT 


REVISING LAWS RELATED TO INCEST 


2/21 
2/21 
2/22 
2/22 
2/24 
2/27 
2/27 
2/28 
2/28 
2/28 
3/02 
3/02 
3/16 
3/16 
3/16 
3/16 
3/20 


3/21 
4/07 
4/11 
4/12 
4/14 
4/14 
AI17 
4/17 
4/17 
4/18 


4/20 
4/23 
4/29 
5/04 
5/08 
5/18 
5/19 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO JUDICIARY 
HEARING 
FISCAL NOTE RECEIVED 
FISCAL NOTE SIGNED 
FISCAL NOTE PRINTED 


COMMITTEE EXEC ACTION — BILL PASSED 16 3 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 100 O 
REREFERRED TO APPROPRIATIONS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 20 0 


SPONSOR REBUTTAL TO FISCAL NOTE REQUESTED 
COMMITTEE REPORT — BILL PASSED 
3RD READING PASSED 98 0 


TRANSMITTED TO SENATE 
REFERRED TO JUDICIARY 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 11 0 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 46 4 
REREFERRED TO FINANCE AND CLAIMS 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 16 38 
COMMITTEE REPORT — BILL CONCURRED 

38RD READING CONCURRED 50 =~O 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 536 
EFFECTIVE DATE: 5/18/2023 - ALL SECTIONS 


HB 744 INTRODUCED BY KMETZ LC3841 DRAFTER: SANKEY KEIP 


REVISE LAWS TO PROTECT RELIGIOUS EXPRESSION FOR STUDENTS AND 


TEACHERS 


2/21 
2/22 


INTRODUCED 
REFERRED TO EDUCATION 


2/27 
2/27 
2/28 
3/02 
3/03 


3/18 
3/29 
4/03 
4/04 
4/06 
4/07 


4/11 
AI17 
4/20 
4/20 
4/21 
4/26 
4/27 


HOUSE BILLS 


HEARING 
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COMMITTEE EXEC ACTION — BILL PASSED 9 4 
COMMITTEE REPORT — BILL PASSED 


2ND READING PASSED 71 28 
38RD READING PASSED 69 29 
TRANSMITTED TO SENATE 

REFERRED TO EDUCATION AND CULTURAL RESOURCES 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 7 ~=#«4 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 387 138 
3RD READING CONCURRED 88 12 


RETURNED TO HOUSE 

SENT TO ENROLLING 

RETURNED FROM ENROLLING 

SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 

TRANSMITTED TO GOVERNOR 

SIGNED BY GOVERNOR 

CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 281 


EFFECTIVE DATE: 4/26/2023 - ALL SECTIONS 


HB 745 INTRODUCED BY KMETZ 


LC3861 DRAFTER: MCCRACKEN 


REVISE LAWS RELATED TO RELIGIOUS MATERIALS AND PRAYER IN SCHOOLS 


2/21 
2/22 
2/27 
2/27 
2/28 
3/02 
3/03 


3/18 
3/29 
4/03 
4/04 
4/06 
4/07 


4/11 
4/17 
4/20 
4/20 
4/21 
4/26 
4/27 


INTRODUCED 
REFERRED TO EDUCATION 
HEARING 


COMMITTEE EXEC ACTION — BILL PASSED 9 4 
COMMITTEE REPORT — BILL PASSED 


2ND READING PASSED 69 31 
38RD READING PASSED 67 31 
TRANSMITTED TO SENATE 

REFERRED TO EDUCATION AND CULTURAL RESOURCES 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 7 ~#«4 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 386 14 
3RD READING CONCURRED 387 13 


RETURNED TO HOUSE 

SENT TO ENROLLING 

RETURNED FROM ENROLLING 

SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 

TRANSMITTED TO GOVERNOR 

SIGNED BY GOVERNOR 

CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 280 


EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


HB 746 INTRODUCED BY SHELDON-GALLOWAY 


CREATE A CONVICTION INTEGRITY UNIT 


LC3747 DRAFTER: BURKHARDT 
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2/21 
2/22 
2/22 
2/24 
2/27 
2/28 
2/28 
2/28 
3/02 
3/11 


HB 747 INTRODUCED BY DOOLING 


MONTANA HISTORY AND FINAL STATUS 2023 


INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO JUDICIARY 
HEARING 

FISCAL NOTE RECEIVED 
FISCAL NOTE PRINTED 


COMMITTEE EXEC ACTION — BILL PASSED 10 
COMMITTEE REPORT — BILL PASSED 
2ND READING NOT PASSED 12 


MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN PROCESS 


REVISE LAWS RELATING TO DISABILITY PARKING 


2/21 
2/22 
2/24 
2/24 
2/27 
3/01 
3/02 


3/13 
3/30 
4/06 


HB 748 INTRODUCED BY K. ZOLNIKOV 


INTRODUCED 

REFERRED TO TRANSPORTATION 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 15 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 94 
3RD READING PASSED 93 


TRANSMITTED TO SENATE 

REFERRED TO HIGHWAYS AND TRANSPORTATION 

HEARING 

TABLED IN COMMITTEE 12 
DIED IN STANDING COMMITTEE 


ALLOW ZONING FOR SEPARATION OF INCOMPATIBLE USES OF PROPERTY 


2/21 
2/22 
2/23 
2/23 
2/24 
3/01 
3/02 


3/18 
4/05 
4/12 
4/13 
4/17 
4/18 


4/20 
4/23 
4/26 
4/27 
4/27 
5/05 
6/06 


INTRODUCED 

REFERRED TO LOCAL GOVERNMENT 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 16 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 96 
38RD READING PASSED 98 


TRANSMITTED TO SENATE 
REFERRED TO LOCAL GOVERNMENT 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 9 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 33 
3RD READING CONCURRED 38 


RETURNED TO HOUSE 

SENT TO ENROLLING 

RETURNED FROM ENROLLING 

SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 

TRANSMITTED TO GOVERNOR 

VETOED BY GOVERNOR 

VETO OVERRIDE FAILED IN LEGISLATURE 


88 


LC3003 DRAFTER: HESS 


LC4192 DRAFTER: SANKEY KEIP 


ww 


17 
12 


HOUSE BILLS 


HB 749 INTRODUCED BY JONES 


REVISE MONTANA DIGITAL ACADEMY LAWS 


2/21 
2/21 
2/22 
2/22 
2/28 
2/28 
3/01 
38/15 
3/24 
3/27 
3/29 
3/29 
3/29 
3/30 
3/31 
4/03 


4/04 
4/14 
4/14 
4/14 
4/18 
4/18 
4/20 
4/20 
4/27 
4/27 
4/28 
4/28 


5/01 
5/03 
5/11 
5/11 
5/11 
5/18 
5/19 


FISCAL NOTE PROBABLE 
INTRODUCED 

REFERRED TO EDUCATION 
FISCAL NOTE REQUESTED 
FISCAL NOTE RECEIVED 
FISCAL NOTE SIGNED 
FISCAL NOTE PRINTED 
HEARING 
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LC0959 DRAFTER: SANKEY KEIP 


COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 
REREFERRED TO APPROPRIATIONS 


HEARING 


COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 


2ND READING PASSED 
3RD READING PASSED 


TRANSMITTED TO SENATE 


REFERRED TO EDUCATION AND CULTURAL RESOURCES 


HEARING 


COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 


2ND READING CONCURRED 


REREFERRED TO FINANCE AND CLAIMS 


HEARING 
TABLED IN COMMITTEE 


TAKEN FROM TABLE IN COMMITTEE 
COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 


38RD READING CONCURRED 


RETURNED TO HOUSE 

SENT TO ENROLLING 

RETURNED FROM ENROLLING 

SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 

TRANSMITTED TO GOVERNOR 

SIGNED BY GOVERNOR 

CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 537 


EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


HB 750 INTRODUCED BY ANDERSON 


LC2485 DRAFTER: 


REVISE PROCESS FOR REPLACING VEHICLE TITLES REMOVED FROM 
DEPARTMENT RECORDS 


2/21 
2/22 
2/24 
2/24 
2/27 
3/01 
3/02 


INTRODUCED 


REFERRED TO TRANSPORTATION 


HEARING 


COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 


2ND READING PASSED 
38RD READING PASSED 


13 0 
20 O 
84 15 
96 3 
11 0 
32 18 

0 19 
17. O 
13 6 
36 13 
HESS 
15 0 
99 0 
98 0 
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3/13 
4/04 
4/06 
4/07 
4/12 
4/13 


4/17 
4/18 
4/26 
4/27 
5/03 
5/04 


MONTANA HISTORY AND FINAL STATUS 2023 


TRANSMITTED TO SENATE 
REFERRED TO HIGHWAYS AND TRANSPORTATION 
HEARING 


COMMITTEE EXEC ACTION — BILL CONCURRED 12 0 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 49 0 
38RD READING CONCURRED 50 =O 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 397 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HB 751 INTRODUCED BY ABBOTT LC2461 DRAFTER: O°?CONNELL 


REVISE LAWS RELATED TO NONOPIOID ALTERNATIVES FOR TREATMENT OF 


PAIN 


2/21 
2/22 
2/23 
2/24 
2/27 
3/01 
3/02 


3/18 
4/04 
4/04 
4/05 
4/07 
A/11 


4/12 
AI17 
4/20 
4/20 
4/21 
4/26 
4/27 


INTRODUCED 

REFERRED TO HUMAN SERVICES 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 20s 1 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 83 17 
38RD READING PASSED 79 20 


TRANSMITTED TO SENATE 

REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 10 O 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 46 4 
3RD READING CONCURRED 48 2 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 279 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HB 752 INTRODUCED BY MITCHELL LC2756 DRAFTER: MCCRACKEN 


REQUIRE THE NATIONAL ANTHEM TO BE PERFORMED AT SPORTING EVENTS 


2/21 
2/22 
2/28 
2/28 
3/11 


INTRODUCED 

REFERRED TO STATE ADMINISTRATION 

HEARING 

TABLED IN COMMITTEE 18 0 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 
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HB 753 INTRODUCED BY SCHILLINGER LC2546 DRAFTER: GRAFF 
GENERALLY REVISE LAWS REGULATING COAL ASH 


2/21 INTRODUCED 
2/22 REFERRED TO NATURAL RESOURCES 
2/24 HEARING 
2/24 TABLED IN COMMITTEE 13 2 
3/11 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 754 INTRODUCED BY HELLEGAARD LC4336 DRAFTER: WEISS 
ALLOWING COUNTY ELECTION OFFICIALS ACCESS TO CERTAIN INFORMATION 
2/21 INTRODUCED 


2/22 REFERRED TO STATE ADMINISTRATION 
2/27 HEARING 


2/27 COMMITTEE EXEC ACTION — BILL PASSED 12 6 
2/27 COMMITTEE REPORT — BILL PASSED 

3/01 2ND READING PASSED 67 32 
3/02 38RD READING PASSED 68 30 


TRANSMITTED TO SENATE 
3/18 REFERRED TO STATE ADMINISTRATION 
3/29 HEARING 


3/29 COMMITTEE EXEC ACTION — CONCURRED AS AMD 6 4 

3/31 COMMITTEE REPORT — CONCURRED AS AMD 

4/11 2ND READING CONCURRED 34 16 

4/12 3RD READING CONCURRED 32 16 
RETURNED TO HOUSE WITH AMENDMENTS 

4/27 2ND READING SENATE AMDS CONCURRED 67 33 

4/28 38RD READING PASSED AS AMENDED BY SENATE 67 32 


4/28 SENT TO ENROLLING 
5/02 RETURNED FROM ENROLLING 
5/04 SIGNED BY SPEAKER 
5/04 SIGNED BY PRESIDENT 
5/08 TRANSMITTED TO GOVERNOR 
5/18 SIGNED BY GOVERNOR 
5/19 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 538 
EFFECTIVE DATE: 5/18/2023 - ALL SECTIONS 


HB 755 INTRODUCED BY FERN LC1959 DRAFTER: GRAFF 
PROVIDE FOR PSC APPOINTMENTS 
2/21 INTRODUCED 
2/22 REFERRED TO LEGISLATIVE ADMINISTRATION 
2/27 HEARING 
2/28 TABLED IN COMMITTEE 12 0 
3/11 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 
HB 756 INTRODUCED BY STAFMAN LC4329 DRAFTER: M. MOORE 


PROVIDE FOR AUTOMATIC VOTER REGISTRATION WITH OPT OUT 
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2/21 
2/21 
2/22 
2/22 
2/27 
2/27 
2/28 
3/02 
3/11 


MONTANA HISTORY AND FINAL STATUS 2023 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO STATE ADMINISTRATION 

HEARING 

TABLED IN COMMITTEE 12 6 
FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 757 INTRODUCED BY GUNDERSON LC2415 DRAFTER: KOLMAN 


CONSIDERATION OF WILDLIFE FRIENDLY FENCING ON PUBLIC LAND 


2/21 
2/21 
2/22 
2/22 
2/27 
2/27 
2/28 
2/28 
2/28 
3/11 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO FISH, WILDLIFE AND PARKS 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

TABLED IN COMMITTEE 17 (0 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 758 INTRODUCED BY NAVE LC4590 DRAFTER: O°CONNELL 


REQUIRE INSURANCE COVERAGE OF CONTINUOUS GLUCOSE MONITORING 


SUPPLIES 


2/21 
2/22 
2/27 
2/28 
2/28 
3/02 
3/03 


3/10 
3/14 
3/16 
3/17 
3/20 
3/22 
3/22 
3/22 
3/23 
3/30 
3/31 
3/31 
4/11 
4/12 
4/12 
4/13 
4/13 
4/13 
4/13 


INTRODUCED 

REFERRED TO BUSINESS AND LABOR 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 19 O 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 88 12 
38RD READING PASSED 84 14 


TRANSMITTED TO SENATE 

FISCAL NOTE REQUESTED 

REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
FISCAL NOTE RECEIVED 

SPONSOR REBUTTAL TO FISCAL NOTE REQUESTED 

FISCAL NOTE PRINTED 

SPONSOR REBUTTAL TO FISCAL NOTE RECEIVED 

SPONSOR REBUTTAL TO FISCAL NOTE SIGNED 

SPONSOR REBUTTAL TO FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 10 O 
COMMITTEE REPORT — CONCURRED AS AMD 

REVISED FISCAL NOTE REQUESTED 

REVISED FISCAL NOTE RECEIVED 

SPONSOR REBUTTAL TO FISCAL NOTE REQUESTED 

REVISED FISCAL NOTE PRINTED 

SPONSOR REBUTTAL TO FISCAL NOTE RECEIVED 

SPONSOR REBUTTAL TO FISCAL NOTE SIGNED 

2ND READING CONCUR MOTION FAILED 20 30 
2ND READING INDEFINITELY POSTPONED 40 9 
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4/17 SPONSOR REBUTTAL TO FISCAL NOTE PRINTED 
4/17 REVISED FISCAL NOTE PRINTED 
DIED IN PROCESS 


HB 759 INTRODUCED BY HASTINGS LC3326 DRAFTER: MCCRACKEN 
REVISE EDUCATION LAWS RELATED TO HEALTH INSTRUCTION 


2/21 INTRODUCED 

2/22 REFERRED TO EDUCATION 

2/22 BILL WITHDRAWN PER HOUSE RULE H30-50(8)(B) 

3/11 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 760 INTRODUCED BY READ LC3979 DRAFTER: J. WALKER 
REVISE LAWS RELATED TO FOREIGN MEDIA CORPORATIONS 


2/21 FISCAL NOTE PROBABLE 

2/21 INTRODUCED 

2/22 FISCAL NOTE REQUESTED 

2/22 REFERRED TO STATE ADMINISTRATION 

2/24 FISCAL NOTE RECEIVED 

2/24 FISCAL NOTE SIGNED 

2/24 FISCAL NOTE PRINTED 

2/27 HEARING 

2/27 TABLED IN COMMITTEE 16 2 

3/11 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 761 INTRODUCED BY M. HOPKINS LC3088 DRAFTER: CARROLL 
PROHIBIT AIRBAG FRAUD 


2/21 INTRODUCED 

2/22 FISCAL NOTE REQUESTED 

2/22 REFERRED TO TRANSPORTATION 

2/24 HEARING 

2/24 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 15 0 
2/27 FISCAL NOTE RECEIVED 

2/27 FISCAL NOTE SIGNED 

2/27 FISCAL NOTE PRINTED 

2/27 COMMITTEE REPORT — BILL PASSED AS AMENDED 

3/01 2ND READING PASSED 96 4 
3/02 3RD READING PASSED 95 4 


TRANSMITTED TO SENATE 
3/13 REFERRED TO HIGHWAYS AND TRANSPORTATION 
4/04 HEARING 


4/06 COMMITTEE EXEC ACTION — BILL CONCURRED 8 4 
4/07 COMMITTEE REPORT — BILL CONCURRED 

4/17 2ND READING CONCURRED 43 7 
4/18 38RD READING CONCURRED 46 4 


RETURNED TO HOUSE 
4/20 SENT TO ENROLLING 
4/23 RETURNED FROM ENROLLING 
4/29 SIGNED BY SPEAKER 
5/04 SIGNED BY PRESIDENT 
5/08 TRANSMITTED TO GOVERNOR 
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5/18 SIGNED BY GOVERNOR 
5/19 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 539 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HB 762 INTRODUCED BY C. HINKLE LC4444 DRAFTER: SANDRU 
REVISE LAWS CONCERNING THE BEST INTERESTS OF A CHILD 


2/21 INTRODUCED 
2/22 REFERRED TO JUDICIARY 
2/27 HEARING 
2/28 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 13 SO“6 
2/28 COMMITTEE REPORT — BILL PASSED AS AMENDED 
3/02 2ND READING NOT PASSED 43 57 
3/11 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN PROCESS 


HB 763 INTRODUCED BY MERCER LC2188 DRAFTER: JOHNSON 
REVISE LAWS RELATED TO STATE SETTLEMENT MONEY 


2/21 INTRODUCED 
2/22 REFERRED TO JUDICIARY 
2/27 HEARING 
2/27 TABLED IN COMMITTEE 19 O 
3/11 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 764 INTRODUCED BY LOGE LC1478 DRAFTER: CARROLL 
REVISE CERTAIN LICENSE PLATE FEES 


2/22 INTRODUCED 

2/22 REFERRED TO TRANSPORTATION 

2/24 HEARING 

2/24 COMMITTEE EXEC ACTION — BILL PASSED ASAMENDED 14 1 
2/27 COMMITTEE REPORT — BILL PASSED AS AMENDED 

3/01 2ND READING PASSED 90 10 
3/02 38RD READING PASSED 92 7 


TRANSMITTED TO SENATE 
3/10 FISCAL NOTE REQUESTED 
3/13 REFERRED TO HIGHWAYS AND TRANSPORTATION 
3/16 FISCAL NOTE RECEIVED 
3/16 FISCAL NOTE SIGNED 
3/16 FISCAL NOTE PRINTED 
3/28 HEARING 
3/30 COMMITTEE EXEC ACTION — CONCURRED AS AMD 11 1 
3/31 COMMITTEE REPORT — CONCURRED AS AMD 
4/03 REVISED FISCAL NOTE REQUESTED 
4/04 2ND READING CONCURRED 47 
4/05 38RD READING CONCURRED 45 5 
4/05 REVISED FISCAL NOTE RECEIVED 
4/05 REVISED FISCAL NOTE SIGNED 
4/05 REVISED FISCAL NOTE PRINTED 


ww 


RETURNED TO HOUSE WITH AMENDMENTS 
4/27 2ND READING SENATE AMDS CONCURRED 100 O 
4/28 38RD READING PASSED AS AMENDED BY SENATE 90 9 


4/28 
5/02 
5/04 
5/04 
5/08 
5/18 
5/19 
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SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 540 
EFFECTIVE DATE: 1/01/2024 - ALL SECTIONS 


HB 765 INTRODUCED BY STEWART PEREGOY LC3174 DRAFTER: KOLMAN 


REMOVE REIMBURSEMENT FOR WOLF HUNTING EXPENSES 


2/22 
2/22 
2/28 
2/28 
3/11 


INTRODUCED 

REFERRED TO FISH, WILDLIFE AND PARKS 

HEARING 

TABLED IN COMMITTEE 19 O 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 766 INTRODUCED BY FERN [C1154 DRAFTER: ALLEN 


REVISE LAWS RELATED TO HUMAN TRAFFICKING 


2/22 
2/22 
2/22 
2/22 
2/27 
2/27 
2/27 
2/28 
3/01 
3/02 
3/02 
3/16 
3/24 
4/06 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO STATE ADMINISTRATION 
HEARING 
FISCAL NOTE RECEIVED 

COMMITTEE EXEC ACTION — BILL PASSED 17 «1 
COMMITTEE REPORT — BILL PASSED 

FISCAL NOTE PRINTED 


2ND READING PASSED 85 15 
REREFERRED TO APPROPRIATIONS 

HEARING 

TABLED IN COMMITTEE 16 «7 


MISSED DEADLINE FOR APPROPRIATION BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 767 INTRODUCED BY KASSMIER LC0708 DRAFTER: MOHR 


PROVIDE BOARD REVIEW OF BRANDS 


2/22 
2/22 
2/28 
2/28 
3/01 
3/02 
3/03 


3/14 
3/16 
3/28 
3/29 
3/31 
4/03 


INTRODUCED 

REFERRED TO AGRICULTURE 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 19. 20 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 99 1 
38RD READING PASSED 98 0 


TRANSMITTED TO SENATE 
REFERRED TO AGRICULTURE, LIVESTOCK AND IRRIGATION 
HEARING 


COMMITTEE EXEC ACTION — BILL CONCURRED 11 0 
COMMITTEE REPORT — BILL CONCURRED 
2ND READING CONCURRED 50 0 


3RD READING CONCURRED 49 0 
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4/04 
4/06 
4/07 
4/12 
4/13 
4/20 
4/20 


MONTANA HISTORY AND FINAL STATUS 2023 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 217 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HB 768 INTRODUCED BY J. LYNCH LC3693 DRAFTER: J. WALKER 


PROVIDING THE WAREHOUSE WORKER PROTECTION ACT 


2/22 
2/22 
2/28 
2/28 
3/11 


INTRODUCED 

REFERRED TO BUSINESS AND LABOR 

HEARING 

TABLED IN COMMITTEE 19 O 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 769 INTRODUCED BY C. KNUDSEN LC1603 DRAFTER: BURKHARDT 


REVISE DUI LAWS TO CREATE 1ST OFFENSE DEFERRED/ALLOW EXPUNGEMENT 


2/22 
2/23 
2/28 
2/28 
3/11 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

TABLED IN COMMITTEE 19 O 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 770 INTRODUCED BY M. REGIER LC3317 DRAFTER: SANKEY KEIP 
GENERALLY REVISE REGULATION OF ELECTRONIC AND SOCIAL MEDIA 
COMMUNICATIONS 

2/22 INTRODUCED 
2/28 REFERRED TO ENERGY, TECHNOLOGY AND FEDERAL RELATIONS 
2/24 HEARING 


2/24 
2/27 
3/01 
3/02 


3/13 
3/24 
4/06 


COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 9 4 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 68 32 
3RD READING PASSED 70 29 


TRANSMITTED TO SENATE 

REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
HEARING 

TABLED IN COMMITTEE 10 0 
DIED IN STANDING COMMITTEE 


HB 771 INTRODUCED BY BUTTREY [C1302 DRAFTER: J. WALKER 


GENERALLY REVISE ALCOHOL LAW RELATING TO SELF-SERVICE 


2/22 
2/23 
2/28 


INTRODUCED 
REFERRED TO BUSINESS AND LABOR 
HEARING 


2/28 
2/28 
3/02 
3/03 


3/14 
3/20 
3/21 
3/22 
3/24 
3/24 


HOUSE BILLS 693 


COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 19 0 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 77 23 
3RD READING PASSED 76 22 


TRANSMITTED TO SENATE 
REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
HEARING 


COMMITTEE EXEC ACTION — BILL CONCURRED 6 4 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCUR MOTION FAILED 13 37 
2ND READING INDEFINITELY POSTPONED 27 23 


DIED IN PROCESS 


HB 772 INTRODUCED BY HELLEGAARD LC3954 DRAFTER: WEISS 


REVISING LAWS RELATED TO JUDICIAL DISQUALIFICATION AND RECUSAL 


2/22 
2/23 
2/28 
2/28 
3/11 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

TABLED IN COMMITTEE 19 O 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 773 INTRODUCED BY KARLEN LC4553 DRAFTER: PALLISTER 


GENERALLY REVISE FISH AND WILDLIFE LAWS 


2/22 
2/22 
2/22 
2/23 
2/28 
2/28 
3/11 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO FISH, WILDLIFE AND PARKS 

HEARING 

TABLED IN COMMITTEE 17 (0 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 774 INTRODUCED BY M. HOPKINS LC3107 DRAFTER: POWER 


GENERALLY REVISE ELECTION LAWS 


2/22 
2/22 
2/23 
2/28 
2/28 
2/28 
3/01 
3/02 
3/02 
3/02 
3/02 
3/29 
3/31 
3/31 
4/03 
4/03 
4/04 


INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO STATE ADMINISTRATION 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 12 6 
COMMITTEE REPORT — BILL PASSED 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

2ND READING PASSED 62 38 
REREFERRED TO APPROPRIATIONS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 17 6 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

REVISED FISCAL NOTE REQUESTED 

2ND READING PASSED 62 38 
3RD READING PASSED 63 35 
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4/05 
4/06 
4/06 
4/07 
4/19 
4/21 


HB 775 INTRODUCED BY M. HOPKINS 


MONTANA HISTORY AND FINAL STATUS 2023 


TRANSMITTED TO SENATE 

REFERRED TO STATE ADMINISTRATION 
REVISED FISCAL NOTE RECEIVED 
REVISED FISCAL NOTE SIGNED 
REVISED FISCAL NOTE PRINTED 
HEARING 

TABLED IN COMMITTEE 

DIED IN STANDING COMMITTEE 


REVISE CERTAIN RRGL LOAN PROCESS 


2/22 
2/22 
2/22 
2/23 
2/24 
2/24 
2/28 
2/28 
2/28 
3/01 
3/02 
3/03 


3/14 
4/05 
4/05 
4/06 
4/14 
4/14 


4/17 
4/23 
4/29 
5/04 
5/08 
5/18 
5/19 


HB 776 INTRODUCED BY FRANCE 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO NATURAL RESOURCES 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO NATURAL RESOURCES 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 541 
EFFECTIVE DATE: 5/18/2023 - ALL SECTIONS 


15 


99 
97 


43 
37 


PROVIDE FOR THE LONG-TERM DEVELOPMENT OF A STATEWIDE BIKE TRAIL 


2/22 
2/22 
2/22 
2/23 
2/27 
2/27 
2/27 
3/01 
3/11 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO TRANSPORTATION 
FISCAL NOTE RECEIVED 
HEARING 
TABLED IN COMMITTEE 
FISCAL NOTE PRINTED 


MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 


DIED IN STANDING COMMITTEE 


LC4307 DRAFTER: KOLMAN 


~] 


LC1940 DRAFTER: CARROLL 


HOUSE BILLS 695 


HB 777 INTRODUCED BY BUTTREY LC1304 DRAFTER: CARROLL 


ADOPT THE INTERSTATE COUNSELING COMPACT 


2/22 
2/22 
2/23 
2/28 
2/28 
2/28 
2/28 
2/28 
3/01 
3/02 
3/03 


3/14 
3/22 
3/24 
3/24 
3/31 
4/03 


4/04 
4/06 
4/07 
4/12 
4/13 
4/20 
4/20 


INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO BUSINESS AND LABOR 
HEARING 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

COMMITTEE EXEC ACTION — BILL PASSED 19 0 
COMMITTEE REPORT — BILL PASSED 

FISCAL NOTE PRINTED 

2ND READING PASSED 100 O 
38RD READING PASSED 97 0 


TRANSMITTED TO SENATE 
REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
HEARING 


COMMITTEE EXEC ACTION — BILL CONCURRED 10 0 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 46 4 
3RD READING CONCURRED 42 7 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 218 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HB 778 INTRODUCED BY SHELDON-GALLOWAY LC3831 DRAFTER: POWER 


REVISE LAWS RELATED TO RETENTION OF BALLOTS 


2/22 
2/22 
2/22 
2/23 
2/28 
2/28 
3/11 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO LEGISLATIVE ADMINISTRATION 

HEARING 

TABLED IN COMMITTEE 16 0 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 779 INTRODUCED BY WEATHERWAX LC3647 DRAFTER: PALLISTER 


REVISE FWP COMMISSION POWERS TO REGULATE WOLF HARVESTING NEAR 
NATIONAL PARKS 


2/22 
2/23 
2/28 
2/28 
3/11 


INTRODUCED 

REFERRED TO FISH, WILDLIFE AND PARKS 

HEARING 

TABLED IN COMMITTEE 17 (0 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 
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MONTANA HISTORY AND FINAL STATUS 2023 


HB 780 INTRODUCED BY LER LC4394 DRAFTER: WEISS 


PROVIDE FOR A LAW ENFORCEMENT OFFICER BILL OF RIGHTS 


2/22 
2/23 
2/28 
2/28 
3/01 
3/02 
3/03 


3/14 
3/27 
4/12 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 17) 2 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 85 15 
38RD READING PASSED 88 9 


TRANSMITTED TO SENATE 

REFERRED TO LOCAL GOVERNMENT 

HEARING 

TABLED IN COMMITTEE 7 2 
DIED IN STANDING COMMITTEE 


HB 781 INTRODUCED BY ESSMANN LC2301 DRAFTER: CARROLL 


PROVIDE THAT THE HELMET REQUIREMENT DOES NOT APPLY TO AUTOCYCLES 


2/22 
2/23 
2/27 
2/27 
3/11 


INTRODUCED 

REFERRED TO TRANSPORTATION 

HEARING 

TABLED IN COMMITTEE 15 0 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 782 INTRODUCED BY ESSMANN LC4209 DRAFTER: CARROLL 


ALLOW DIRECT SALE OF AUTOCYCLES 


2/22 
2/23 
2/27 
2/27 
3/11 


INTRODUCED 

REFERRED TO TRANSPORTATION 

HEARING 

TABLED IN COMMITTEE 9 6 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 783 INTRODUCED BY NAVE LC4586 DRAFTER: J. WALKER 


GENERALLY REVISE LAWS RELATED TO ALCOHOL 


2/22 
2/23 
2/27 
2/28 
2/28 
3/02 
3/03 


3/14 
3/20 
4/06 
4/07 
4/14 
4/14 


INTRODUCED 

REFERRED TO BUSINESS AND LABOR 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 19 0 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 91 
38RD READING PASSED 91 7 


oO 


TRANSMITTED TO SENATE 
REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 


HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 8 2 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 40 10 


3RD READING CONCURRED 35 10 


4/24 
4/24 
4/25 
4/27 
4/27 
4/27 
5/02 


5/02 


5/02 


5/02 


5/03 
5/09 
5/11 
5/11 
5/12 
5/22 
5/22 


HOUSE BILLS 697 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS NOT CONCURRED 88 12 
CONFERENCE COMMITTEE APPOINTED 
CONFERENCE COMMITTEE APPOINTED 
HEARING 
CONFERENCE COMMITTEE REPORT RECEIVED 5 1 
CONFERENCE COMMITTEE REPORT RECEIVED 5 1 
2ND READING CONFERENCE COMMITTEE REPORT 
ADOPTED 66 33 
2ND READING CONFERENCE COMMITTEE REPORT 
ADOPTED 47 3 
3RD READING CONFERENCE COMMITTEE REPORT 
ADOPTED 45 5 
3RD READING CONFERENCE COMMITTEE REPORT 
ADOPTED 68 28 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 733 

EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HB 784 INTRODUCED BY NAVE LC3396 DRAFTER: POWER 


REVISE LAWS RELATED TO SCHOOL ELECTIONS 


2/22 
2/23 
2/28 
2/28 
3/11 


INTRODUCED 

REFERRED TO STATE ADMINISTRATION 

HEARING 

TABLED IN COMMITTEE 17 1 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 785 INTRODUCED BY ZEPHYR LC3604 DRAFTER: CARROLL 


REVISE LANDLORD-TENANT LAWS 


2/22 
2/23 
2/28 
2/28 
3/01 
3/02 
3/03 


3/14 
4/07 
4/07 
5/02 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 14. 5 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 64 35 
38RD READING PASSED 60 37 


TRANSMITTED TO SENATE 
REFERRED TO JUDICIARY 


HEARING 
TABLED IN COMMITTEE 7 ~#«4 
TAKEN FROM TABLE IN COMMITTEE 4 67 


DIED IN STANDING COMMITTEE 


HB 786 INTRODUCED BY SHELDON-GALLOWAY LC3818 DRAFTER: O°?CONNELL 


REVISE LAWS TO REQUIRE REPORTING OF INDIVIDUALS HARMED BY ABORTION 


PILLS 
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2/22 
2/23 
2/28 
2/28 
3/01 
3/02 
3/03 


3/14 
3/28 
3/30 
3/31 
4/06 
4/07 


4/11 
4/14 
4/19 
4/20 
4/21 
4/26 
4/27 


MONTANA HISTORY AND FINAL STATUS 2023 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 13 6 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 65 35 
38RD READING PASSED 65 33 


TRANSMITTED TO SENATE 
REFERRED TO JUDICIARY 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 7 ~#«4 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 30 20 
3RD READING CONCURRED 29 21 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 278 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HB 787 INTRODUCED BY SHELDON-GALLOWAY LC3853 DRAFTER: HARDIN 


CREATE A FEDERALISM COMMISSION 


2/22 
2/22 
2/23 
2/28 
2/28 
3/11 


FISCAL NOTE PROBABLE 

INTRODUCED 

REFERRED TO LEGISLATIVE ADMINISTRATION 
HEARING 

TABLED IN COMMITTEE 

MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 788 INTRODUCED BY SHELDON-GALLOWAY LC3753 DRAFTER: SANKEY KEIP 


REVISE LAWS RELATED TO CONSTITUTIONAL PETITION AND EXPRESSION 


RIGHTS 


2/22 
2/23 
2/28 
2/28 
3/11 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

TABLED IN COMMITTEE 

MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 789 INTRODUCED BY HELLEGAARD LC4299 DRAFTER: HENNEMAN 


REVISE LAWS RELATED TO THE ALTERATION OF COUNTY BOUNDARIES 


2/22 
2/23 
2/24 
2/28 
2/28 


INTRODUCED 

REFERRED TO LOCAL GOVERNMENT 
FISCAL NOTE REQUESTED 

FISCAL NOTE RECEIVED 

HEARING 


2/28 
3/02 
3/11 


HOUSE BILLS 699 


TABLED IN COMMITTEE 14 2 
FISCAL NOTE PRINTED 

MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 790 INTRODUCED BY SPRUNGER LC1916 DRAFTER: KREZOWSKI 


GENERALLY REVISE ELECTRONIC MONITORING AND VICTIM NOTIFICATION 


LAWS 


2/22 
2/23 
2/28 
2/28 
3/01 
3/02 
3/03 


3/14 
4/06 
4/06 
4/07 
4/11 
4/12 


4/13 
AI17 
5/04 
5/04 
5/08 
5/18 
5/19 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 18 1 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 99 1 
3RD READING PASSED 96 1 


TRANSMITTED TO SENATE 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 11 0 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 50 =O 
38RD READING CONCURRED 48 0 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 542 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HB 791 INTRODUCED BY SPRUNGER LC2772 DRAFTER: WEISS 


GENERALLY REVISE DRUG CRIME SENTENCES 


2/22 
2/23 
2/24 
2/28 
2/28 
2/28 
2/28 
3/01 
3/01 
3/02 
3/02 
3/16 
3/17 
3/21 
3/21 
3/27 
3/27 
3/27 
3/28 


INTRODUCED 

REFERRED TO JUDICIARY 
FISCAL NOTE REQUESTED 
HEARING 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

COMMITTEE EXEC ACTION — BILL PASSED 14° 5 
FISCAL NOTE PRINTED 

COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 90 10 
REREFERRED TO APPROPRIATIONS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 18 5 
REVISED FISCAL NOTE REQUESTED 

COMMITTEE REPORT — BILL PASSED AS AMENDED 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE SIGNED 

2ND READING PASSED 90 10 
3RD READING PASSED 87 11 
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3/29 


3/29 
4/06 
4/06 
4/07 
4/11 
4/11 
4/14 
4/14 
4/14 
4/18 


4/20 
4/23 
5/04 
5/04 
5/08 
5/18 
5/19 


MONTANA HISTORY AND FINAL STATUS 2023 


REVISED FISCAL NOTE PRINTED 


TRANSMITTED TO SENATE 
REFERRED TO JUDICIARY 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 7 ~#«4 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 32 18 
REREFERRED TO FINANCE AND CLAIMS 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 10 9 
COMMITTEE REPORT — BILL CONCURRED 

3RD READING CONCURRED 31 18 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 543 
EFFECTIVE DATE: 5/18/2023 - ALL SECTIONS 


HB 792 INTRODUCED BY DURAM LC4604 DRAFTER: SANKEY KEIP 
REQUIRE LEGISLATIVE APPROVAL FOR STATE-TRIBAL MOTOR FUEL TAX 
AGREEMENTS 

2/22 INTRODUCED 


2/23 
2/23 
3/11 


REFERRED TO ENERGY, TECHNOLOGY AND FEDERAL RELATIONS 
BILL WITHDRAWN PER HOUSE RULE H30-50(3)(B) 

MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 793 INTRODUCED BY L. SMITH LC1620 DRAFTER: ALLEN 


REVISE LAWS RELATED TO STRIP SEARCHES OF YOUTH OFFENDERS 


2/22 
2/23 
2/28 
2/28 
3/01 
3/02 
3/03 


3/14 
4/07 
4/11 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 15 4 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 84 16 
3RD READING PASSED 78 20 


TRANSMITTED TO SENATE 

REFERRED TO JUDICIARY 

HEARING 

TABLED IN COMMITTEE 7 ~#«4 
DIED IN STANDING COMMITTEE 


HB 794 INTRODUCED BY F. SMITH LC2318 DRAFTER: GRAFF 


MOVE THE COWBOY HALL OF FAME BACK TO WOLF POINT 


2/22 
2/23 


INTRODUCED 
REFERRED TO STATE ADMINISTRATION 


2/28 
2/28 
2/28 
3/02 
3/11 


HOUSE BILLS 701 


HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 11 7 
COMMITTEE REPORT — BILL PASSED 

2ND READING NOT PASSED 46 54 


MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN PROCESS 


HB 795 INTRODUCED BY TUSS LC4445 DRAFTER: MOHR 


EXEMPT COMMERCE, COAL BOARDS GRANTS FROM MEPA 


2/22 
2/23 
2/24 
2/24 
2/27 
3/01 
3/02 


3/18 
3/20 
3/20 
3/21 
3/23 
3/24 


3/27 
4/05 
4/07 
4/12 
4/13 
4/18 
4/19 


INTRODUCED 

REFERRED TO NATURAL RESOURCES 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 15 0 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 100 O 
38RD READING PASSED 99 0 


TRANSMITTED TO SENATE 
REFERRED TO NATURAL RESOURCES 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 11 0 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 45 5 
3RD READING CONCURRED 45 5 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 113 
EFFECTIVE DATE: 4/18/2023 - ALL SECTIONS 


HB 796 INTRODUCED BY FALK LC3282 DRAFTER: MCCRACKEN 


REQUIRE SCHOOL DISTRICT TRUSTEE CANDIDATES TO PASS CRIMINAL 
BACKGROUND CHECKS 


2/22 
2/23 
2/27 
2/27 
3/11 


INTRODUCED 

REFERRED TO EDUCATION 

HEARING 

TABLED IN COMMITTEE 0 18 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 797 INTRODUCED BY WINDY BOY LC4425 DRAFTER: O’°CONNELL 


REQUIRE AGENCY REPORTING ON FINANCIAL ASSISTANCE TO TRIBES 


2/23 
2/23 
2/23 
2/23 
2/23 
2/24 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO ENERGY, TECHNOLOGY AND FEDERAL RELATIONS 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 


702 


2/24 
2/27 
2/27 
2/28 
3/02 
3/03 


3/20 
3/24 
3/31 
4/03 
4/04 
4/05 


4/13 
4/14 
4/17 
4/28 
5/04 
5/04 
5/08 
5/16 
6/05 
6/14 


MONTANA HISTORY AND FINAL STATUS 2023 


FISCAL NOTE PRINTED 


HEARING 

COMMITTEE EXEC ACTION — BILL PASSED i 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 100 O 
3RD READING PASSED 96 1 


TRANSMITTED TO SENATE 
REFERRED TO FINANCE AND CLAIMS 


HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 19 0 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 50 «0 
38RD READING CONCURRED 50 =O 
RETURNED TO HOUSE WITH AMENDMENTS 

2ND READING SENATE AMDS CONCURRED 100 O 
3RD READING PASSED AS AMENDED BY SENATE 98 0 


SENT TO ENROLLING 

RETURNED FROM ENROLLING 

SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 

TRANSMITTED TO GOVERNOR 

VETOED BY GOVERNOR 

VETO OVERRIDE VOTE MAIL POLL IN PROGRESS 
VETO OVERRIDE FAILED IN LEGISLATURE 


HB 798 INTRODUCED BY GUNDERSON LC2409 DRAFTER: CARROLL 


PROVIDE FOR A RETIRED LEO OR FIRST RESPONDER DRIVER’S LICENSE 
ENDORSEMENT 


2/23 
2/23 
2/23 
2/27 
2/27 
2/28 
3/01 
3/11 


INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO TRANSPORTATION 

HEARING 

TABLED IN COMMITTEE 15 0 
FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 799 INTRODUCED BY GUNDERSON LC2788 DRAFTER: SANKEY KEIP 


RAISE CAP ON VALUE OF ESTATE FOR CERTAIN TRANSACTIONS WITH 
DECEDENT’S SUCCESSOR 


2/23 
2/23 
2/27 
2/27 
3/11 


INTRODUCED 

REFERRED TO TAXATION 

HEARING 

TABLED IN COMMITTEE 21 0 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 800 INTRODUCED BY YAKAWICH LC4583 DRAFTER: HARDIN 


PROVIDE LIMITED CRIMINAL HISTORY OF CRIMINALLY CHARGED MENTAL 
HEALTH PATIENT 


2/23 


INTRODUCED 


2/24 
2/28 
2/28 
3/01 
3/02 
3/03 


3/14 
4/06 
4/06 
4/07 
4/14 
4/14 


4/17 
4/19 
4/21 
4/26 
4/27 
5/03 
5/04 


HB 801 INTRODUCED BY ETCHART 


HOUSE BILLS 


REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 398 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


19 


100 
97 


EM 


49 
43 


ELIMINATE TEMPORARY APPROVAL TO PRACTICE AS ADVANCED PRACTICE 
REGISTERED NURSE 


2/23 
2/24 
3/02 
3/11 


HB 802 INTRODUCED BY KERNS 


INTRODUCED 

REFERRED TO BUSINESS AND LABOR 

BILL WITHDRAWN PER HOUSE RULE H30-50(3)(B) 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


REVISE LAWS RELATED TO POST OFFICER CERTIFICATION 


2/23 
2/24 
2/28 
2/28 
3/01 
3/02 
3/03 


3/14 
4/05 
4/05 
4/06 
4/12 
4/13 


4/17 
4/26 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 


48 
50 


703 


LC4262 DRAFTER: ALLEN 


LC2771 DRAFTER: ALLEN 


ise) 


hb 


704 


4/29 
5/04 
5/08 
5/18 
5/19 


MONTANA HISTORY AND FINAL STATUS 2023 


SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 544 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HB 803 INTRODUCED BY PHALEN LC2881 DRAFTER: GRAFF 


REVISE RAILROAD CREW REQUIREMENTS 


2/23 
2/24 
2/27 
2/27 
3/11 


INTRODUCED 

REFERRED TO TRANSPORTATION 

HEARING 

TABLED IN COMMITTEE 15 0 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 804 INTRODUCED BY RUNNING WOLF LC3518 DRAFTER: GRAFF 


PROVIDING BROADBAND FUNDING REVIEW REQUIREMENTS 


2/23 
2/24 
2/27 
2/27 
2/28 
3/02 
3/03 


3/14 
3/21 
4/13 
4/14 
AI17 
4/18 


INTRODUCED 
REFERRED TO ENERGY, TECHNOLOGY AND FEDERAL RELATIONS 
HEARING 


COMMITTEE EXEC ACTION — BILL PASSED 12 #1 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 95 4 
3RD READING PASSED 94 4 


TRANSMITTED TO SENATE 
REFERRED TO ENERGY AND TELECOMMUNICATIONS 
HEARING 


COMMITTEE EXEC ACTION — CONCURRED AS AMD 11 1 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED AS AMD 29 21 
38RD READING FAILED 20 30 


DIED IN PROCESS 


HB 805 INTRODUCED BY FITZGERALD LC4325 DRAFTER: MOHR 


REVISE LAWS RELATED TO COOPERATIVES 


2/23 
2/24 
2/27 
2/27 
2/28 
3/02 
3/03 


3/14 
3/21 
3/21 
3/22 
3/24 
3/28 


INTRODUCED 

REFERRED TO BUSINESS AND LABOR 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 19 0 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 100 O 
3RD READING PASSED 97 #1 


TRANSMITTED TO SENATE 
REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
HEARING 


COMMITTEE EXEC ACTION — BILL CONCURRED 10 0 
COMMITTEE REPORT — BILL CONCURRED 
2ND READING CONCURRED AS AMD 50 0 


38RD READING CONCURRED 50 «(OO 


4/13 
4/14 
AI17 
4/18 
4/20 
4/20 
4/21 
4/26 
4/27 


HOUSE BILLS 705 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS CONCURRED 100 0O 
38RD READING PASSED AS AMENDED BY SENATE 98 0 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 277 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HB 806 INTRODUCED BY SHELDON-GALLOWAY LC3793 DRAFTER: POWER 


REVISE REQUIREMENTS FOR ABSENTEE BALLOTS 


2/24 
2/24 
2/24 
2/24 
2/27 
2/28 
2/28 
3/01 
3/11 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO STATE ADMINISTRATION 
FISCAL NOTE RECEIVED 

HEARING 
TABLED IN COMMITTEE 171 
FISCAL NOTE PRINTED 

MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 807 INTRODUCED BY HELLEGAARD LC2449 DRAFTER: POWER 


GENERALLY REVISE ELECTION LAWS 


2/24 
2/24 
2/28 
2/28 
3/11 


INTRODUCED 

REFERRED TO STATE ADMINISTRATION 

HEARING 

TABLED IN COMMITTEE 17,1 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 808 INTRODUCED BY GUNDERSON LC0979 DRAFTER: J. WALKER 


REVISE SURETY INSURANCE LAWS RELATED TO BAIL BONDS 


2/24 
2/24 
2/27 
2/27 
2/28 
3/01 
3/02 
3/03 


3/14 
3/14 
3/14 
3/15 
3/29 
4/13 
AI17 


INTRODUCED 

REFERRED TO BUSINESS AND LABOR 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 19 O 


COMMITTEE REPORT — BILL PASSED 

FISCAL NOTE REQUESTED 

2ND READING PASSED 99 1 
3RD READING PASSED 96 2 


TRANSMITTED TO SENATE 

REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

TABLED IN COMMITTEE 10 0 
TAKEN FROM TABLE IN COMMITTEE 6 1 
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4/17 
A/I17 
4/17 
4/17 
4/18 


4/18 
4/19 
4/24 


4/27 
4/28 
4/28 
5/11 
5/11 
5/11 
5/12 
5/17 
6/05 
6/16 


HB 809 INTRODUCED BY LOGE 


MONTANA HISTORY AND FINAL STATUS 2023 


COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCUR MOTION FAILED 

2ND READING INDEFINITELY POSTPONED 
RECONSIDERED PREVIOUS ACTION; PLACED ON 2ND 
READING 

2ND READING CONCURRED AS AMD 

3RD READING CONCURRED 

RULES SUSPENDED TO ACCEPT LATE RETURN OF 
AMENDED BILL 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS CONCURRED 

38RD READING PASSED AS AMENDED BY SENATE 
SENT TO ENROLLING 

RETURNED FROM ENROLLING 

SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 

TRANSMITTED TO GOVERNOR 

VETOED BY GOVERNOR 

VETO OVERRIDE VOTE MAIL POLL IN PROGRESS 
VETO OVERRIDE FAILED IN LEGISLATURE 


REVISE TRAFFIC VIOLATION LAW 


2/24 
2/24 
2/27 
2/27 
2/28 
3/02 
3/03 


3/14 
3/28 
3/28 
3/29 
3/31 
4/03 


4/04 
4/06 
4/07 
4/12 
4/13 
4/20 
4/20 


HB 810 INTRODUCED BY ETCHART 


REQUIRE SUPERVISION FOR CERTAIN ADVANCED PRACTICE REGISTERED 


NURSES 


2/24 


INTRODUCED 

REFERRED TO TRANSPORTATION 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO HIGHWAYS AND TRANSPORTATION 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 219 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


INTRODUCED 


15 


96 


50 
49 


LC1656 DRAFTER: CARROLL 


LC2240 DRAFTER: O’°CONNELL 


2/24 
3/02 
3/11 


HOUSE BILLS 707 


REFERRED TO BUSINESS AND LABOR 

BILL WITHDRAWN PER HOUSE RULE H30-50(3)(B) 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 811 INTRODUCED BY BERTOGLIO LC4549 DRAFTER: MCCRACKEN 


CREATE ONLINE REPOSITORY FOR INFORMATION ON SCHOOL DISTRICT BOARDS 


OF TRUSTEES 


2/24 
2/24 
2/27 
2/27 
2/28 
3/02 
3/03 


3/14 
3/27 
4/03 
4/04 
4/06 
4/07 


4/11 
AI17 
4/20 
4/20 
4/21 
4/26 
4/27 


INTRODUCED 

REFERRED TO EDUCATION 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 13 0 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 100 O 
3RD READING PASSED 97 #1 


TRANSMITTED TO SENATE 

REFERRED TO EDUCATION AND CULTURAL RESOURCES 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 11 0 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 49 1 
38RD READING CONCURRED 48 2 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 276 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HB 812 INTRODUCED BY HELLEGAARD LC3319 DRAFTER: WEISS 


REVISE ELECTION LAWS RELATED TO TRANSCRIBED BALLOTS 


2/24 
2/24 
2/28 
2/28 
3/11 


INTRODUCED 

REFERRED TO STATE ADMINISTRATION 

HEARING 

TABLED IN COMMITTEE 16 2 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 813 INTRODUCED BY BROCKMAN LC1962 DRAFTER: HENNEMAN 


ALLOW FOR THE CREATION OF FIRE PROTECTION AUTHORITIES 


2/24 
2/27 
2/28 
2/28 
3/11 


INTRODUCED 

REFERRED TO LOCAL GOVERNMENT 

HEARING 

TABLED IN COMMITTEE 11 65 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 
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HB 814 INTRODUCED BY SHELDON-GALLOWAY LC3811 DRAFTER: SANKEY KEIP 


REVISE LAWS RELATED TO INTELLECTUAL DIVERSITY ON COLLEGE CAMPUSES 


2/24 
2/27 
2/27 
2/27 
3/11 


INTRODUCED 

REFERRED TO EDUCATION 

HEARING 

TABLED IN COMMITTEE 8 5 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 815 INTRODUCED BY HELLEGAARD LC3955 DRAFTER: WEISS 


GENERALLY REVISE EVIDENCE LAWS 


2/24 
2/27 
2/28 
2/28 
3/11 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

TABLED IN COMMITTEE 17 2 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 816 INTRODUCED BY KASSMIER LC2691 DRAFTER: COLES 


REVISE DISTRIBUTION OF SURPLUS REVENUE 


2/27 
2/27 
2/28 
2/28 
3/18 
3/13 
3/14 
3/21 
3/27 
3/27 
3/27 
3/29 
3/31 
3/31 
4/03 
4/04 


AI17 
4/19 
4/21 
4/24 
4/24 
4/25 
4/25 
4/27 
4/27 
4/27 
4/28 
4/28 


5/01 
5/01 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO TAXATION 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 14. «7 
COMMITTEE REPORT — BILL PASSED 
REREFERRED TO APPROPRIATIONS 


HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 17 6 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 68 32 
3RD READING PASSED 67 32 


TRANSMITTED TO SENATE 

REFERRED TO LOCAL GOVERNMENT 

HEARING 

TABLED IN COMMITTEE 

TAKEN FROM TABLE IN COMMITTEE 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 
REREFERRED TO FINANCE AND CLAIMS 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 19 O 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 48 2 
38RD READING CONCURRED 45 38 


© O 0 
o 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS NOT CONCURRED 99 1 
FC COMMITTEE APPOINTED 


HOUSE BILLS 709 


5/01 REVISED FISCAL NOTE RECEIVED 
5/01 REVISED FISCAL NOTE SIGNED 
5/01 FC COMMITTEE APPOINTED 

5/01 HEARING 


5/01 FC COMMITTEE REPORT RECEIVED 4 2 
5/02 FC COMMITTEE REPORT RECEIVED 4 2 
5/02 REVISED FISCAL NOTE PRINTED 
5/02 2ND READING FC COMMITTEE REPORT ADOPTED 80 18 
5/02 RECONSIDERED PREVIOUS ACTION; REMAINS IN 2ND 

READING PROCESS 94 3 
5/02 2ND READING SENATE AMDS CONCURRED 73° 25 
5/02 3RD READING PASSED AS AMENDED BY SENATE 69 27 


5/08 SENT TO ENROLLING 
5/11 RETURNED FROM ENROLLING 
5/18 SIGNED BY SPEAKER 
5/23 SIGNED BY PRESIDENT 
5/26 TRANSMITTED TO GOVERNOR 
6/05 SIGNED BY GOVERNOR 
6/05 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 764 
EFFECTIVE DATE: 6/05/2023 - ALL SECTIONS 


HB 817 INTRODUCED BY J. FITZPATRICK LC4622 DRAFTER: JOHNSON 
PROVIDE FOR CAPITAL PROJECTS 


2/28 INTRODUCED 

2/28 REFERRED TO APPROPRIATIONS 

3/14 HEARING 

3/15 HEARING 

3/17 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 22, 1 
3/20 COMMITTEE REPORT — BILL PASSED AS AMENDED 

3/23 2ND READING PASSED 97 
3/24 38RD READING PASSED 93 2 


ww 


TRANSMITTED TO SENATE 
3/27 REFERRED TO FINANCE AND CLAIMS 
4/04 HEARING 


4/24 TABLED IN COMMITTEE 11 8 
4/27 TAKEN FROM TABLE IN COMMITTEE 11 6 
4/27 COMMITTEE EXEC ACTION — CONCURRED AS AMD 10 9 
4/28 COMMITTEE REPORT — CONCURRED AS AMD 

4/28 2ND READING CONCURRED 28 22 
4/28 3RD READING CONCURRED 30 18 

RETURNED TO HOUSE WITH AMENDMENTS 

5/02 2ND READING SENATE AMDS CONCURRED 70 29 
5/02 38RD READING PASSED AS AMENDED BY SENATE 91 5 


5/03 SENT TO ENROLLING 
5/11 RETURNED FROM ENROLLING 
5/11 SIGNED BY SPEAKER 
5/23 SIGNED BY PRESIDENT 
5/26 TRANSMITTED TO GOVERNOR 
6/05 SIGNED BY GOVERNOR 
6/05 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 765 
EFFECTIVE DATE: 6/05/2023 - ALL SECTIONS 
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HB 818 INTRODUCED BY REKSTEN 


MONTANA HISTORY AND FINAL STATUS 2023 


GENERALLY REVISE LAWS RELATED TO FUNDING FOR SCHOOL FACILITIES 


3/01 
3/01 
3/01 
3/02 
3/10 
3/10 
3/18 
3/14 
3/20 
3/20 
3/30 
3/31 


4/03 
4/13 
4/14 


HB 819 INTRODUCED BY GREEN 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO TAXATION 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 
2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO SENATE 
REFERRED TO FINANCE AND CLAIMS 
HEARING 

TABLED IN COMMITTEE 

DIED IN STANDING COMMITTEE 


21 


100 
94 


19 


CREATE MONTANA COMMUNITY REINVESTMENT ACT TO FUND WORKFORCE 


HOUSING 


3/01 
3/01 
3/01 
3/02 
3/14 
3/15 
3/15 
3/24 
3/29 
3/30 
3/30 
3/30 
3/30 
3/31 
3/31 
4/01 
4/03 
4/03 
4/04 


4/05 
4/11 
4/12 
4/12 
4/12 
4/20 
4/21 
4/21 
4/24 
4/25 
4/26 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO TAXATION 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

TABLED IN COMMITTEE 

TAKEN FROM TABLE IN COMMITTEE 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
REVISED FISCAL NOTE REQUESTED 

COMMITTEE REPORT — BILL PASSED AS AMENDED 
REREFERRED TO APPROPRIATIONS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO SENATE 


REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 


REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE SIGNED 

HEARING 

REVISED FISCAL NOTE PRINTED 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 
REREFERRED TO FINANCE AND CLAIMS 

HEARING 

REVISED FISCAL NOTE REQUESTED 

REVISED FISCAL NOTE RECEIVED 


21 


16 


17 


67 
74 


10 


LC0474 DRAFTER: MCCRACKEN 


LC2443 DRAFTER: M. MOORE 


32 
25 


4/27 
4/27 
4/27 
4/27 
4/28 
4/28 


5/01 
5/01 
5/01 
5/01 
5/01 
5/02 
5/02 
5/02 
5/02 
5/02 


5/02 
5/02 
5/05 
5/09 
5/11 
6/12 
6/13 
6/13 
6/14 


HB 820 INTRODUCED BY MALONE 


PROVIDE PROPERTY TAX EXEMPTION FOR EMPLOYER-PROVIDED HOUSING 


3/01 
3/01 
3/01 
3/02 
3/14 
3/14 
3/14 
3/14 
3/20 
3/20 
3/28 
4/06 


HB 821 INTRODUCED BY MALONE 


HOUSE BILLS 


COMMITTEE EXEC ACTION — CONCURRED AS AMD 
REVISED FISCAL NOTE SIGNED 

REVISED FISCAL NOTE PRINTED 

COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO HOUSE WITH AMENDMENTS 

2ND READING SENATE AMDS NOT CONCURRED 
FC COMMITTEE APPOINTED 

FC COMMITTEE APPOINTED 

HEARING 

FC COMMITTEE REPORT RECEIVED 

FC COMMITTEE REPORT RECEIVED 

2ND READING FC COMMITTEE REPORT ADOPTED 
2ND READING FC COMMITTEE REPORT REJECTED 
3RD READING FC COMMITTEE REPORT ADOPTED 


RECONSIDERED PREVIOUS ACTION; REMAINS IN 2ND 


READING PROCESS 
2ND READING FC COMMITTEE REPORT ADOPTED 
3RD READING FC COMMITTEE REPORT ADOPTED 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 774 
EFFECTIVE DATE: 6/14/2023 - ALL SECTIONS 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO TAXATION 
FISCAL NOTE RECEIVED 
FISCAL NOTE SIGNED 
FISCAL NOTE PRINTED 
HEARING 


COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 


COMMITTEE REPORT — BILL PASSED AS AMENDED 
2ND READING NOT PASSED AS AMENDED 


MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 


DIED IN PROCESS 


APPROPRIATE MONEY TO DEPT. OF AG FOR WEED CONTROL 


3/02 
3/02 
3/02 
3/11 
3/16 
3/23 
3/27 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO AGRICULTURE 
HEARING 


COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 


FISCAL NOTE RECEIVED 


42 8 


88 12 


LC2406 DRAFTER: M. MOORE 


35 65 


LC4416 DRAFTER: HARDIN 


19 O 


712 


3/28 
3/28 
3/28 
3/29 
3/30 
3/30 
3/31 
4/03 
4/04 


4/05 
4/25 
4/25 
4/26 
4/26 
4/27 
4/27 
4/27 
4/28 
4/28 
4/28 


5/01 
5/01 
5/02 
5/02 
5/04 
5/09 
5/11 
5/11 
5/12 
5/24 


HB 822 INTRODUCED BY KEENAN 


MONTANA HISTORY AND FINAL STATUS 2023 


FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

COMMITTEE REPORT — BILL PASSED AS AMENDED 
REREFERRED TO APPROPRIATIONS 


HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 18 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 91 
38RD READING PASSED 91 


TRANSMITTED TO SENATE 

REFERRED TO AGRICULTURE, LIVESTOCK AND IRRIGATION 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 6 
COMMITTEE REPORT — BILL CONCURRED 

REREFERRED TO FINANCE AND CLAIMS 


HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 19 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 44 
REVISED FISCAL NOTE RECEIVED 

38RD READING CONCURRED 44 


RETURNED TO HOUSE WITH AMENDMENTS 
REVISED FISCAL NOTE SIGNED 


2ND READING SENATE AMDS CONCURRED 95 
REVISED FISCAL NOTE PRINTED 
3RD READING PASSED AS AMENDED BY SENATE 88 


SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 761 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


GENERALLY REVISE SCHOOL-BASED MENTAL HEALTH SERVICES 


3/09 
3/09 
3/10 
3/11 
3/20 
3/20 
3/20 
3/20 
3/27 
3/28 
3/29 
3/29 
3/30 
3/30 
3/31 
4/03 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO APPROPRIATIONS 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED — 20 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

REVISED FISCAL NOTE REQUESTED 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE SIGNED 

REVISED FISCAL NOTE PRINTED 

2ND READING PASSED 92 
3RD READING PASSED 92 


10 


LC3471 DRAFTER: MCCRACKEN 


~I] 0c 


4/04 
4/04 
4/04 
4/04 
4/05 
4/12 
AI17 


HOUSE BILLS 


TRANSMITTED TO SENATE 
REVISED FISCAL NOTE REQUESTED 
REVISED FISCAL NOTE RECEIVED 
REVISED FISCAL NOTE SIGNED 


713 


REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 


REVISED FISCAL NOTE PRINTED 
HEARING 

TABLED IN COMMITTEE 

DIED IN STANDING COMMITTEE 


HB 823 INTRODUCED BY LOGE 


PROVIDE FOR ALTERNATIVE FUEL TAXATION 


3/10 
3/10 
3/11 
3/15 
3/15 
3/15 
3/16 
3/17 
3/17 
3/20 
3/28 
3/29 


3/30 
4/04 
4/05 
4/05 
4/18 
4/19 


4/20 
4/24 
4/26 
4/27 
4/27 
5/03 
5/04 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO TRANSPORTATION 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 


LC2489 DRAFTER: M. MOORE 


COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 15 0 
COMMITTEE REPORT — BILL PASSED AS AMENDED 


2ND READING PASSED 96 4 
38RD READING PASSED 92 4 
TRANSMITTED TO SENATE 

REFERRED TO TAXATION 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 11 1 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 32 18 
3RD READING CONCURRED 85 14 


RETURNED TO HOUSE 

SENT TO ENROLLING 

RETURNED FROM ENROLLING 

SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 

TRANSMITTED TO GOVERNOR 

SIGNED BY GOVERNOR 

CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 399 


EFFECTIVE DATE: 10/01/2023 - SECTIONS 18 AND 19 
EFFECTIVE DATE: 1/01/2024 - SECTIONS 1-17 


HB 824 INTRODUCED BY BARKER 


LC2568 DRAFTER: M. MOORE 


REVISE REGISTRATION FEE ON CERTAIN HIGH-VALUE VEHICLES AND 


WATERCRAFT 


3/15 
3/15 
3/15 
3/16 
3/21 
3/22 
3/23 
3/29 


FISCAL NOTE PROBABLE 
INTRODUCED 

REFERRED TO TRANSPORTATION 
FISCAL NOTE REQUESTED 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 


714 


HB 825 INTRODUCED BY M. HOPKINS 


HB 826 INTRODUCED BY MARLER 


HB 827 INTRODUCED BY BREWSTER 


HB 828 INTRODUCED BY BUTTREY 


MONTANA HISTORY AND FINAL STATUS 2023 


3/29 TABLED IN COMMITTEE 


4/06 MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 


DIED IN STANDING COMMITTEE 


PROVIDE FUNDING TO ADDRESS AFFORDABLE HOUSING 


3/13 FISCAL NOTE PROBABLE 

3/18 INTRODUCED 

3/13 FISCAL NOTE REQUESTED 

3/15 REFERRED TO TAXATION 

3/21 FISCAL NOTE RECEIVED 

3/21 FISCAL NOTE SIGNED 

3/22 FISCAL NOTE PRINTED 

3/24 HEARING 

3/27 COMMITTEE EXEC ACTION — BILL PASSED 
3/27 COMMITTEE REPORT — BILL PASSED 
3/29 REREFERRED TO APPROPRIATIONS 
3/29 HEARING 

3/31 TABLED IN COMMITTEE 

3/31 TAKEN FROM TABLE IN COMMITTEE 


3/31 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 


4/03 COMMITTEE REPORT — BILL PASSED AS AMENDED 
4/03 2ND READING NOT PASSED 


14 


12 


13 


30 


4/06 MISSED DEADLINE FOR APPROPRIATION BILL TRANSMITTAL 


DIED IN PROCESS 


PHASE OUT PRISON PRISON PHEASANT PROGRAM 


3/18 FISCAL NOTE PROBABLE 
3/13 INTRODUCED 
3/14 FISCAL NOTE REQUESTED 
3/15 REFERRED TO FISH, WILDLIFE AND PARKS 
3/22 FISCAL NOTE RECEIVED 
3/22 FISCAL NOTE SIGNED 
3/23 FISCAL NOTE PRINTED 
3/23 HEARING 
3/28 TABLED IN COMMITTEE 
DIED IN STANDING COMMITTEE 


APPROPRIATE FUNDS FOR WATERWORKS AT NEW TREATMENT PLANT IN 


YELLOWSTONE COUNTY 


3/14 INTRODUCED 

3/16 REFERRED TO NATURAL RESOURCES 
3/27 HEARING 

3/27 TABLED IN COMMITTEE 


19 


15 


4/06 MISSED DEADLINE FOR APPROPRIATION BILL TRANSMITTAL 


DIED IN STANDING COMMITTEE 


AUTHORIZE AN AMBULANCE PROVIDER ASSESSMENT PROGRAM 


3/14 INTRODUCED 


LC0103 DRAFTER: JOHNSON 


10 


69 


LC3496 DRAFTER: KOLMAN 


0 


LC4414 DRAFTER: JOHNSON 


0 


LC4210 DRAFTER: O°CONNELL 


3/16 
3/20 
3/21 
3/28 
3/28 
3/29 
3/29 
3/30 
3/30 
3/30 
3/31 
3/31 
4/03 
4/04 
4/04 


4/05 
4/05 
4/12 
4/13 
4/13 
4/18 
4/18 
4/18 
4/19 
4/19 
4/19 


4/20 
4/24 
4/28 
4/28 
4/28 
5/01 
5/02 


5/02 


5/04 
5/11 
6/05 
6/09 


HB 829 INTRODUCED BY NIKOLAKAKOS 


HOUSE BILLS 


REFERRED TO HUMAN SERVICES 

FISCAL NOTE REQUESTED 

HEARING 

FISCAL NOTE RECEIVED 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
FISCAL NOTE PRINTED 

COMMITTEE REPORT — BILL PASSED AS AMENDED 
REREFERRED TO APPROPRIATIONS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
REVISED FISCAL NOTE REQUESTED 

COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

REVISED FISCAL NOTE RECEIVED 

38RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
REVISED FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

REREFERRED TO FINANCE AND CLAIMS 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

38RD READING CONCURRED 


RETURNED TO HOUSE 

SENT TO ENROLLING 

RETURNED FROM ENROLLING 

SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 

TRANSMITTED TO GOVERNOR 

RETURNED WITH GOVERNOR’S PROPOSED AMENDMENTS 
2ND READING GOVERNOR’S PROPOSED AMENDMENTS 
ADOPTED 

38RD READING GOVERNOR’S PROPOSED AMENDMENTS 
ADOPTED 

TRANSMITTED TO GOVERNOR 

VETOED BY GOVERNOR 

VETO OVERRIDE VOTE MAIL POLL IN PROGRESS 
VETO OVERRIDE FAILED IN LEGISLATURE 


ESTABLISH A MONTANA WORKFORCE HOUSING TAX CREDIT 


3/14 
3/14 
3/14 
3/16 
3/21 
3/22 
3/22 
3/24 
3/27 
3/27 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO TAXATION 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 


715 


35 13 


86 11 


80 15 


LC2310 DRAFTER: M. MOORE 


14. «7 


716 


3/30 
3/30 
3/31 
3/31 
4/06 


HB 830 INTRODUCED BY NIKOLAKAKOS 


OPTIONAL ALTERNATIVE PROPERTY TAX PAYMENT SCHEDULE FOR PRIMARY 


RESIDENCES 


3/14 
3/14 
3/14 
3/16 
3/21 
3/22 
3/22 
3/24 
3/27 
3/27 
3/31 
4/03 


4/04 
4/07 
4/21 
4/25 
4/27 
4/28 


5/01 
5/02 
5/03 
5/04 
5/11 
5/11 
5/12 
5/22 
5/22 


HB 831 INTRODUCED BY ROMANO 


MONTANA HISTORY AND FINAL STATUS 2023 


2ND READING PASSED 
REREFERRED TO APPROPRIATIONS 
HEARING 

TABLED IN COMMITTEE 


MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 


DIED IN STANDING COMMITTEE 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO TAXATION 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 
2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO TAXATION 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS CONCURRED 
38RD READING PASSED AS AMENDED BY SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 734 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


FUND SCHOOL MEALS FOR ALL STUDENTS 


3/14 
3/14 
3/16 
3/20 
3/22 


HB 832 INTRODUCED BY ROMANO 


INTRODUCED 

FISCAL NOTE REQUESTED 

BILL WITHDRAWN PER HOUSE RULE H30-50(3)(B) 
FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

DIED IN PROCESS 


PROVIDE TAX CREDIT FOR EARLY CHILDHOOD WORKFORCE 


65 


18 


65 
69 


10 
48 
47 


81 
75 


35 


[C0105 DRAFTER: M. MOORE 


35 
30 


LC3486 DRAFTER: MCCRACKEN 


LC3491 DRAFTER: M. MOORE 


3/14 
3/14 
3/14 
3/16 
3/20 
3/20 
3/21 
3/21 
3/27 
4/06 


HOUSE BILLS 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO TAXATION 
FISCAL NOTE RECEIVED 
FISCAL NOTE SIGNED 
HEARING 
FISCAL NOTE PRINTED 
TABLED IN COMMITTEE 


14. «7 


MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 


DIED IN STANDING COMMITTEE 


HB 833 INTRODUCED BY BARKER 


ESTABLISH TEACHER RESIDENCY PROGRAM 


3/14 
3/14 
3/14 
3/16 
3/21 
3/23 
3/24 
3/24 
3/27 
3/29 
3/29 
3/29 
3/30 
4/03 
4/04 


4/05 
4/19 
4/19 
4/20 
4/20 
4/21 
4/25 
4/25 
4/26 
4/27 


4/28 
5/02 
5/04 
5/04 
5/08 
5/18 
5/19 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO EDUCATION 
FISCAL NOTE RECEIVED 
FISCAL NOTE PRINTED 
HEARING 


LC2752 DRAFTER: MCCRACKEN 


COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 13° sO 
COMMITTEE REPORT — BILL PASSED AS AMENDED 
REREFERRED TO APPROPRIATIONS 


HEARING 


COMMITTEE EXEC ACTION — BILL PASSED 20 38 
COMMITTEE REPORT — BILL PASSED 


2ND READING PASSED 77° 23 
3RD READING PASSED 73 26 
TRANSMITTED TO SENATE 

REFERRED TO EDUCATION AND CULTURAL RESOURCES 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 7 ~#«4 
COMMITTEE REPORT — BILL CONCURRED 

REREFERRED TO FINANCE AND CLAIMS 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 17 2 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 41 9 
38RD READING CONCURRED 45 5 


RETURNED TO HOUSE 

SENT TO ENROLLING 

RETURNED FROM ENROLLING 

SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 

TRANSMITTED TO GOVERNOR 

SIGNED BY GOVERNOR 

CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 545 


EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


HB 834 INTRODUCED BY GILLETTE 


[C1972 DRAFTER: M. MOORE 


EXEMPT AGRICULTURAL PROPERTY FROM OPEN SPACE BONDS 


718 


3/15 
3/15 
3/16 
3/17 
3/21 
3/23 
3/28 
4/06 


HB 835 INTRODUCED BY KEENAN 


MONTANA HISTORY AND FINAL STATUS 2023 


INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO AGRICULTURE 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

HEARING 

TABLED IN COMMITTEE 

MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


CREATE MEDICAID AND 24/7 CONTINGENCY FUND 


38/15 
3/16 
3/23 
3/27 
3/28 
3/29 
3/30 
3/30 
3/30 
3/31 
4/03 


4/04 
4/12 
4/21 
4/25 
4/26 
4/27 
4/27 
4/27 


4/30 
5/01 
5/02 
5/03 
5/04 
5/11 
5/11 
5/12 
5/22 
5/22 


HB 836 INTRODUCED BY K. ZOLNIKOV 


INTRODUCED 

REFERRED TO APPROPRIATIONS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 
FISCAL NOTE REQUESTED 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO FINANCE AND CLAIMS 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE SIGNED 

38RD READING CONCURRED 


RETURNED TO HOUSE WITH AMENDMENTS 
REVISED FISCAL NOTE PRINTED 
2ND READING SENATE AMDS CONCURRED 
38RD READING PASSED AS AMENDED BY SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 735 
EFFECTIVE DATE: 5/22/2023 - ALL SECTIONS 


REVISE INSURANCE LAWS RELATING TO REGULATORY WAIVERS 


3/15 
3/15 
3/15 
3/16 
3/21 
3/22 


FISCAL NOTE REQUESTED 

FISCAL NOTE PROBABLE 
INTRODUCED 

REFERRED TO BUSINESS AND LABOR 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 


19 


20 


98 


70 
64 


LC2013 DRAFTER: O°CONNELL 


17 


21 


30 
32 


[C1455 DRAFTER: J. WALKER 


3/22 
3/27 
3/28 
3/28 
3/31 
4/03 


4/04 
4/12 
4/13 
4/13 
4/19 
4/20 


4/21 
4/28 
5/04 
5/04 
5/08 
5/18 
5/19 


HOUSE BILLS 719 


FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 19 0 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 98 2 
3RD READING PASSED 97 2 


TRANSMITTED TO SENATE 
REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 10 0 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 47 3 
38RD READING CONCURRED 47 0 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 546 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HB 837 INTRODUCED BY J. HINKLE [C1156 DRAFTER: MCCRACKEN 


REQUIRE CURRICULUM TRANSPARENCY IN K-12 EDUCATION 


38/15 
3/16 
3/27 
3/29 
3/31 
4/06 
4/26 


INTRODUCED 

REFERRED TO EDUCATION 

HEARING 

TABLED IN COMMITTEE 8 5 
TAKEN FROM TABLE IN COMMITTEE 

MISSED DEADLINE FOR APPROPRIATION BILL TRANSMITTAL 
TABLED IN COMMITTEE 

DIED IN STANDING COMMITTEE 


HB 838 INTRODUCED BY J. CARLSON [C1132 DRAFTER: E. SULLIVAN 


PROVIDE FOR ECONOMIC MOBILITY AND OPPORTUNITY FOR PROFESSIONAL 


LICENSING 


3/16 
3/16 
3/17 
3/22 
3/23 
3/23 
3/30 
4/06 


INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO BUSINESS AND LABOR 

FISCAL NOTE RECEIVED 

HEARING 

FISCAL NOTE PRINTED 

TABLED IN COMMITTEE 11 8 
MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 839 INTRODUCED BY SEEKINS-CROWE LC4448 DRAFTER: JOHNSON 


FUND THE GREAT FALLS FIRE TRAINING CENTER 


3/16 
3/16 


INTRODUCED 
FISCAL NOTE REQUESTED 


720 


3/17 
3/23 
3/23 
3/23 
3/23 
3/28 
3/28 
3/29 
3/31 
4/03 
4/03 


4/04 
4/04 
4/04 
4/04 
4/05 
4/05 
4/14 
4/14 


HB 840 INTRODUCED BY MARSHALL 


MONTANA HISTORY AND FINAL STATUS 2023 


REFERRED TO APPROPRIATIONS 
HEARING 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 


COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 


REVISED FISCAL NOTE REQUESTED 
2ND READING PASSED 

REVISED FISCAL NOTE RECEIVED 
38RD READING PASSED 


TRANSMITTED TO SENATE 


SPONSOR REBUTTAL TO FISCAL NOTE REQUESTED 


SPONSOR REBUTTAL TO FISCAL NOTE RECEIVED 
SPONSOR REBUTTAL TO FISCAL NOTE SIGNED 
REFERRED TO FINANCE AND CLAIMS 

SPONSOR REBUTTAL TO FISCAL NOTE PRINTED 
REVISED FISCAL NOTE PRINTED 

HEARING 

TABLED IN COMMITTEE 

DIED IN STANDING COMMITTEE 


15 


19 


REVISE TOBACCO TAX ALLOCATION FOR STATE VETERANS’ NURSING HOMES 


3/16 
3/16 
3/16 
3/17 
3/20 
3/21 
3/21 
3/27 
3/28 
3/29 
3/30 
3/30 
3/30 
3/31 
4/03 
4/04 


4/05 
4/13 
4/17 
AI17 
4/20 
4/20 
4/21 
4/21 
4/24 
4/25 


4/27 
5/01 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO TAXATION 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 
REREFERRED TO APPROPRIATIONS 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO TAXATION 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

REREFERRED TO FINANCE AND CLAIMS 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

3RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 


21 


20 


98 
97 


12 


48 


14 


49 


0 


LC1076 DRAFTER: J. WALKER 


5/04 
5/04 
5/08 
5/18 
5/19 


HOUSE BILLS 721 


SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 547 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


HB 841 INTRODUCED BY MERCER LC4621 DRAFTER: JOHNSON 


REPORT ON FULL-TIME EQUIVALENTS 


3/16 
3/16 
3/16 
3/17 
3/21 
3/21 
3/22 
3/27 
3/28 
4/06 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO STATE ADMINISTRATION 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

TABLED IN COMMITTEE 18 0 
MISSED DEADLINE FOR APPROPRIATION BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 842 INTRODUCED BY KERNS LC1679 DRAFTER: E. SULLIVAN 


REVISE ALLOCATION OF MARIJUANA TAX REVENUE FOR PSYCHIATRIC 
OPPORTUNITY ZONES 


3/16 
3/16 
3/16 
3/17 
3/22 
3/23 
3/27 
3/27 
3/30 
4/06 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO TAXATION 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

HEARING 

REVISED FISCAL NOTE REQUESTED 

TABLED IN COMMITTEE 21 0 
MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 843 INTRODUCED BY KERNS LC1676 DRAFTER: HENNEMAN 


FREE HUNTING/FISHING FOR SERVICE MEMBERS/VETERANS WITH 50% 
DISABILITY RATING 


3/16 
3/16 
3/16 
3/17 
3/21 
3/22 
3/23 
3/28 
3/30 
3/30 
3/31 
3/31 
3/31 
3/31 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO FISH, WILDLIFE AND PARKS 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

HEARING 

TABLED IN COMMITTEE 19 O 
TAKEN FROM TABLE IN COMMITTEE 

COMMITTEE EXEC ACTION — BILL PASSED ASAMENDED 13) 45 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

REREFERRED TO APPROPRIATIONS 

HEARING 

TABLED IN COMMITTEE 17 6 


722 


4/06 


HB 844 INTRODUCED BY SEEKINS-CROWE 


MONTANA HISTORY AND FINAL STATUS 2023 


MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 


DIED IN STANDING COMMITTEE 


GENERALLY REVISE MEDIA ACT FILM TAX CREDITS 


3/16 
3/16 
3/16 
3/17 
3/27 
3/27 
3/28 
3/28 
4/06 


HB 845 INTRODUCED BY KARLEN 


PROVIDE ELECTRONIC MONTANA CODE ANNOTATED TO STATE EMPLOYEES AT 


COST 


3/16 
3/16 
3/16 
3/17 
3/23 
3/24 
3/27 
3/28 
3/28 
3/28 
3/30 
3/31 


4/03 
4/12 
4/12 
4/13 
4/20 
4/21 


4/25 
4/28 
5/04 
5/04 
5/08 
5/18 
5/19 


HB 846 INTRODUCED BY FRANCE 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO TAXATION 
HEARING 
FISCAL NOTE RECEIVED 
TABLED IN COMMITTEE 
FISCAL NOTE PRINTED 


MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 


DIED IN STANDING COMMITTEE 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO LEGISLATIVE ADMINISTRATION 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO STATE ADMINISTRATION 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 548 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


RESIDENT BONUS POINT SYSTEM FOR SMITH RIVER 


3/16 


INTRODUCED 


17 


16 


97 
96 


10 


49 
49 


LC3058 DRAFTER: M. MOORE 


LC4159 DRAFTER: COLES 


ise) 


[C1941 DRAFTER: KOLMAN 


3/16 
3/17 
3/21 
3/22 
3/22 
3/28 
3/28 
3/29 
4/03 
4/04 


4/05 
4/13 
4/18 
4/20 
4/20 
4/21 
4/25 
4/26 
4/26 
4/26 
4/26 
4/26 


5/01 
5/02 
5/08 
5/11 
5/11 
5/12 
5/22 
5/22 


HOUSE BILLS 723 


FISCAL NOTE REQUESTED 

REFERRED TO FISH, WILDLIFE AND PARKS 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 17 2 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 100 0 
3RD READING PASSED 97 2 


TRANSMITTED TO SENATE 
REFERRED TO FISH AND GAME 


HEARING 

TABLED IN COMMITTEE 12 0 
TAKEN FROM TABLE IN COMMITTEE 8 0 
COMMITTEE EXEC ACTION — CONCURRED AS AMD 10 2 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 47 3 


REVISED FISCAL NOTE REQUESTED 
REVISED FISCAL NOTE RECEIVED 
REVISED FISCAL NOTE SIGNED 
REVISED FISCAL NOTE PRINTED 


38RD READING CONCURRED 46 4 
RETURNED TO HOUSE WITH AMENDMENTS 

2ND READING SENATE AMDS CONCURRED 97 3 
3RD READING PASSED AS AMENDED BY SENATE 93 38 


RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 736 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HB 847 INTRODUCED BY DOOLING LC3403 DRAFTER: HESS 


REVISE PERSONALIZED VEHICLE LICENSE PLATES TO DISPLAY LIVESTOCK 


BRANDS 


3/16 
3/16 
3/16 
3/17 
3/24 
3/27 
3/28 
3/28 
3/28 
3/30 
4/03 
4/04 
4/06 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO TRANSPORTATION 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 10 5 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 60 40 
38RD READING FAILED 49 50 
MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 

DIED IN PROCESS 


HB 848 INTRODUCED BY DOOLING LC1664 DRAFTER: M. MOORE 


PARTIAL EXEMPTION FOR RENTING A DWELLING UNDER MARKET RENT 


724 


3/16 
3/16 
3/16 
3/17 
3/27 
3/27 
3/28 
3/28 
4/06 


MONTANA HISTORY AND FINAL STATUS 2023 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO TAXATION 

HEARING 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

TABLED IN COMMITTEE 21 0 
MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 849 INTRODUCED BY SPRUNGER LC1301 DRAFTER: J. WALKER 


REVISE ALCOHOL AND GAMING LAW RELATING TO COUNTY ALL-BEVERAGES 


LICENSES 


3/16 
3/16 
3/17 
3/22 
3/22 
3/22 
3/27 
3/29 
4/06 


INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO BUSINESS AND LABOR 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

TABLED IN COMMITTEE 19 O 
MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 850 INTRODUCED BY STAFMAN LC3959 DRAFTER: O°CONNELL 


PROVIDE CONTINUOUS ELIGIBILITY FOR CERTAIN CHILDREN COVERED BY CHIP 
AND MEDICAID 


3/16 
3/17 
3/24 
3/28 
4/06 


INTRODUCED 

REFERRED TO HUMAN SERVICES 

HEARING 

TABLED IN COMMITTEE 19 O 
MISSED DEADLINE FOR APPROPRIATION BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 851 INTRODUCED BY STAFMAN [C1585 DRAFTER: CARROLL 


ESTABLISH A DRIVING PRIVILEGE CARD 


3/17 
3/17 
3/21 
3/22 
3/23 
3/27 
3/29 
4/06 


INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO TRANSPORTATION 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

HEARING 

TABLED IN COMMITTEE 13 (0 
MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 852 INTRODUCED BY COHENOUR [C1209 DRAFTER: CARROLL 


PROVIDE FOR RECOGNITION OF FAMILY MEMBERS OF DECEASED VETERANS 


3/17 
3/17 


FISCAL NOTE PROBABLE 
INTRODUCED 


3/17 
3/21 
3/27 
3/27 
3/27 
3/28 
3/28 
3/29 
3/31 
4/03 


4/04 
4/17 
AI17 
4/18 
4/20 
4/21 


4/28 
5/01 
5/01 
5/03 
5/11 
5/11 
5/11 
5/19 
5/22 


HB 853 INTRODUCED BY BROCKMAN 


HOUSE BILLS 


FISCAL NOTE REQUESTED 

REFERRED TO STATE ADMINISTRATION 
HEARING 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 18 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

FISCAL NOTE PRINTED 

2ND READING PASSED 100 
3RD READING PASSED 98 


TRANSMITTED TO SENATE 
REFERRED TO STATE ADMINISTRATION 


HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 10 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 49 
38RD READING CONCURRED 50 
RETURNED TO HOUSE WITH AMENDMENTS 

2ND READING SENATE AMDS CONCURRED 100 
3RD READING PASSED AS AMENDED BY SENATE 93 


SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 634 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


PROVIDE FOR SIDEWALKS AND SHARED-USE PATHS THAT WILL IMPROVE 
SCHOOL ACCESS 


3/17 
3/17 
3/17 
3/21 
3/21 
3/22 
3/23 
3/27 
3/29 
3/30 
3/30 
3/30 
3/31 
3/31 
4/06 


HB 854 INTRODUCED BY CARTER 


FISCAL NOTE PROBABLE 

FISCAL NOTE REQUESTED 

INTRODUCED 

FISCAL NOTE RECEIVED 

REFERRED TO TRANSPORTATION 

SPONSOR REBUTTAL TO FISCAL NOTE REQUESTED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED _ 12 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

REVISED FISCAL NOTE REQUESTED 

REREFERRED TO APPROPRIATIONS 

HEARING 

TABLED IN COMMITTEE 14 
MISSED DEADLINE FOR APPROPRIATION BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


REVISE TRAPPING LAWS TO REQUIRE WARNING SIGNS 


3/17 
3/17 


FISCAL NOTE PROBABLE 
INTRODUCED 


LC2650 DRAFTER: CARROLL 


LC3649 DRAFTER: PALLISTER 


726 


3/17 
3/21 
3/21 
3/22 
3/22 
3/28 
3/28 


MONTANA HISTORY AND FINAL STATUS 2023 


FISCAL NOTE REQUESTED 

FISCAL NOTE RECEIVED 

REFERRED TO FISH, WILDLIFE AND PARKS 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

TABLED IN COMMITTEE 11 8 
DIED IN STANDING COMMITTEE 


HB 855 INTRODUCED BY L. SMITH LC3181 DRAFTER: POWER 


PROVIDE FOR PLAQUE OR TRIBUTE COMMEMORATING CHUCK JOHNSON 


3/17 
3/21 
3/27 
3/27 
3/27 
4/03 
4/04 


4/05 
4/12 
4/12 
4/13 
4/20 
4/21 
4/24 


4/24 
4/26 
4/28 


5/02 
5/02 
5/03 
5/11 
5/11 
5/11 
5/12 
5/22 
5/22 


INTRODUCED 

REFERRED TO LEGISLATIVE ADMINISTRATION 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 16 0 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 79 21 
38RD READING PASSED 74 25 


TRANSMITTED TO SENATE 
REFERRED TO STATE ADMINISTRATION 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 10 0 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 36 13 
3RD READING CONCURRED 387 13 


RECONSIDERED PREVIOUS ACTION; REMAINS IN 3RD READING 
PROCESS 
TAKEN FROM 38RD READING; PLACED ON 2ND READING 


2ND READING CONCURRED AS AMD 35 15 
38RD READING CONCURRED 31 18 
RETURNED TO HOUSE WITH AMENDMENTS 

2ND READING SENATE AMDS CONCURRED 78 21 
3RD READING PASSED AS AMENDED BY SENATE 66 30 


SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 737 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


HB 856 INTRODUCED BY M. REGIER LC0702 DRAFTER: EVERTS 


GENERALLY REVISE CAPITOL COMPLEX ADMINISTRATION LAWS 


3/20 
3/21 
3/27 
3/28 
3/29 
3/29 
3/30 
3/30 
3/31 


INTRODUCED 

REFERRED TO LEGISLATIVE ADMINISTRATION 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 16 0 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

REREFERRED TO APPROPRIATIONS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 23 40 
COMMITTEE REPORT — BILL PASSED 


HOUSE BILLS 727 


4/03 2ND READING PASSED 100 0O 
4/04 3RD READING PASSED 98 1 


TRANSMITTED TO SENATE 
4/05 REFERRED TO LEGISLATIVE ADMINISTRATION 
4/19 HEARING 
4/20 REREFERRED TO FINANCE AND CLAIMS 
4/20 HEARING 


4/21 COMMITTEE EXEC ACTION — CONCURRED AS AMD 16 3 

4/25 COMMITTEE REPORT — CONCURRED AS AMD 

4/27 2ND READING CONCURRED 88 12 

4/28 38RD READING CONCURRED 88 11 
RETURNED TO HOUSE WITH AMENDMENTS 

5/01 2ND READING SENATE AMDS CONCURRED 99 1 

5/02 3RD READING PASSED AS AMENDED BY SENATE 95 1 


5/02 SENT TO ENROLLING 

5/04 RETURNED FROM ENROLLING 

5/11 SIGNED BY SPEAKER 

5/11 SIGNED BY PRESIDENT 

5/12 TRANSMITTED TO GOVERNOR 

5/24 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 762 
EFFECTIVE DATE: 5/23/2023 - SECTIONS 1-13 AND 15-18 
EFFECTIVE DATE: 7/01/2023 - SECTION 14 


HB 857 INTRODUCED BY J. FITZPATRICK LC2196 DRAFTER: M. MOORE 


PROVIDE INCOME TAX CREDIT FOR SPRINKLER SYSTEMS IN HISTORIC 
BUILDINGS 


3/20 FISCAL NOTE PROBABLE 
3/20 INTRODUCED 
3/20 FISCAL NOTE REQUESTED 
3/21 REFERRED TO TAXATION 
3/28 HEARING 
3/28 FISCAL NOTE RECEIVED 
3/28 FISCAL NOTE PRINTED 
3/29 TABLED IN COMMITTEE 21 0 
4/06 MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 858 INTRODUCED BY JI. HAMILTON [C1285 DRAFTER: ALLEN 
PROVIDE FOR THE MONTANA VOLUNTEER HEALTH CARE SERVICES ACT 


3/20 FISCAL NOTE PROBABLE 
3/20 INTRODUCED 
3/20 FISCAL NOTE REQUESTED 
3/21 REFERRED TO HUMAN SERVICES 
3/24 HEARING 
3/27 FISCAL NOTE RECEIVED 
3/27 FISCAL NOTE SIGNED 
3/28 TABLED IN COMMITTEE 19 O 
3/29 FISCAL NOTE PRINTED 
4/06 MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


728 


MONTANA HISTORY AND FINAL STATUS 2023 


HB 859 INTRODUCED BY J. FITZPATRICK LC2193 DRAFTER: HENNEMAN 


REVISE REQUIREMENTS FOR COMMUNITY OR PUBLIC WATER SYSTEMS 


3/20 
3/20 
3/20 
3/21 
3/27 
3/28 
3/29 
3/29 
4/06 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO NATURAL RESOURCES 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

HEARING 

TABLED IN COMMITTEE 15 0 
MISSED DEADLINE FOR APPROPRIATION BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 860 INTRODUCED BY J. FITZPATRICK [C2195 DRAFTER: M. MOORE 


PROVIDE INCOME TAX CREDIT FOR RURAL FIRE SUPPRESSION EQUIPMENT 


3/20 
3/20 
3/20 
3/21 
3/28 
3/28 
3/28 
3/29 
4/06 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO TAXATION 

HEARING 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

TABLED IN COMMITTEE 21 0 
MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 861 INTRODUCED BY PHALEN LC3224 DRAFTER: COLES 


PROVIDE BUSINESS PROPERTY TAX EXEMPTION DURING STATE OF EMERGENCY 


OR DISASTER 


3/20 
3/20 
3/20 


3/21 
3/28 
3/28 
3/29 
3/30 
3/30 
4/03 
4/04 


4/05 
4/13 
AI17 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED (LOCAL GOVERNMENT FISCAL 
IMPACT) 

REFERRED TO TAXATION 

FISCAL NOTE RECEIVED (LOCAL GOVERNMENT FISCAL IMPACT) 
FISCAL NOTE PRINTED (LOCAL GOVERNMENT FISCAL IMPACT) 
HEARING 


COMMITTEE EXEC ACTION — BILL PASSED 14. «7 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 61 39 
3RD READING PASSED 63 35 


TRANSMITTED TO SENATE 

REFERRED TO TAXATION 

HEARING 

TABLED IN COMMITTEE 11 1 
DIED IN STANDING COMMITTEE 


HB 862 INTRODUCED BY M. HOPKINS LC2623 DRAFTER: JOHNSON 


PROHIBIT USE OF PUBLIC FUNDS FOR ABORTION AND EXCEPTIONS 


3/20 
3/20 


FISCAL NOTE PROBABLE 
INTRODUCED 


3/20 
3/22 
3/23 
3/23 
3/23 
3/27 
3/28 
3/28 
3/30 
3/31 


4/03 
4/07 
4/12 
4/13 
4/19 
4/19 
4/19 
4/19 
4/24 
4/25 


4/27 
5/01 
5/04 
5/04 
5/05 
5/16 
5/16 


HB 863 INTRODUCED BY ROMANO 


HOUSE BILLS 


FISCAL NOTE REQUESTED 

REFERRED TO JUDICIARY 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

REREFERRED TO FINANCE AND CLAIMS 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

38RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 491 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


FUND SCHOOL MEALS FOR ALL STUDENTS 


3/20 
3/20 
3/20 
3/22 
3/27 
3/27 
3/27 
3/27 
3/29 
4/06 


HB 864 INTRODUCED BY T. MOORE 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO EDUCATION 
FISCAL NOTE RECEIVED 
FISCAL NOTE SIGNED 
FISCAL NOTE PRINTED 
HEARING 

TABLED IN COMMITTEE 


12 


68 


13 


30 


12 


MISSED DEADLINE FOR APPROPRIATION BILL TRANSMITTAL 


DIED IN STANDING COMMITTEE 


AUTHORIZE TRANSFERS AND OTHER NECESSARY MEASURE TO IMPLEMENT 
HB 2 SECTION A 


3/20 
3/22 
3/27 
3/27 
3/27 


INTRODUCED 

REFERRED TO APPROPRIATIONS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 


19 


729 


32 
31 


19 


19 


LC3488 DRAFTER: MCCRACKEN 


1 


LC0126 DRAFTER: JOHNSON 


730 


3/31 
4/03 


4/04 
4/19 
4/20 
4/21 
4/25 
4/26 
4/30 


5/02 
5/02 
5/02 
5/03 
5/11 
5/11 
5/11 
5/12 
5/22 
5/22 


MONTANA HISTORY AND FINAL STATUS 2023 
2ND READING PASSED 100 0 
3RD READING PASSED 98 0 


TRANSMITTED TO SENATE 
REFERRED TO FINANCE AND CLAIMS 


HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 19 O 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 48 2 
38RD READING CONCURRED 49 1 


FISCAL NOTE RECEIVED 


RETURNED TO HOUSE WITH AMENDMENTS 


2ND READING SENATE AMDS CONCURRED 70 29 
FISCAL NOTE PRINTED 
3RD READING PASSED AS AMENDED BY SENATE 94 2 


SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 738 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


HB 865 INTRODUCED BY C. HINKLE LC2053 DRAFTER: HENNEMAN 


PROVIDE FOR A LOCAL GOVERNMENT EXPENDITURE LIMITATION & PENALTIES 


3/20 
3/20 
3/20 


3/22 
3/27 
3/28 
3/28 
3/29 
3/29 
4/03 
4/06 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED (LOCAL GOVERNMENT FISCAL 
IMPACT) 
REFERRED TO JUDICIARY 

FISCAL NOTE RECEIVED (LOCAL GOVERNMENT FISCAL IMPACT) 
HEARING 
FISCAL NOTE PRINTED (LOCAL GOVERNMENT FISCAL IMPACT) 
COMMITTEE EXEC ACTION — BILL PASSED ASAMENDED 11 «8 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING NOT PASSED 43 57 
MISSED DEADLINE FOR APPROPRIATION BILL TRANSMITTAL 
DIED IN PROCESS 


HB 866 INTRODUCED BY LER [C2157 DRAFTER: WEISS 


CONSTITUTIONAL AMENDMENT RELATED TO REDISTRICTING 


3/20 
3/22 
3/27 
3/29 
4/06 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

TABLED IN COMMITTEE 19 O 
MISSED DEADLINE FOR REFERENDUM PROPOSAL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 867 INTRODUCED BY BUTTREY [C1303 DRAFTER: J. WALKER 


GENERALLY REVISE AGENCY LIQUOR STORE LAWS 


3/20 


FISCAL NOTE PROBABLE 


HOUSE BILLS 731 


3/20 INTRODUCED 

3/20 FISCAL NOTE REQUESTED 

3/22 FISCAL NOTE RECEIVED 

3/22 FISCAL NOTE SIGNED 

3/22 REFERRED TO BUSINESS AND LABOR 

3/22 FISCAL NOTE PRINTED 

3/27 HEARING 

3/29 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 14° 5 
3/29 COMMITTEE REPORT — BILL PASSED AS AMENDED 

4/03 2ND READING PASSED 83 17 
4/04 38RD READING PASSED 83 16 


TRANSMITTED TO SENATE 
4/05 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
4/07 HEARING 


4/19 COMMITTEE EXEC ACTION — CONCURRED AS AMD 9 1 

4/19 COMMITTEE REPORT — CONCURRED AS AMD 

4/21 2ND READING CONCURRED 40 10 

4/24 3RD READING CONCURRED 42 7 
RETURNED TO HOUSE WITH AMENDMENTS 

4/28 2ND READING SENATE AMDS CONCURRED 83 16 

5/01 38RD READING PASSED AS AMENDED BY SENATE 81 138 


5/01 SENT TO ENROLLING 
5/03 RETURNED FROM ENROLLING 
5/11 SIGNED BY SPEAKER 
5/11 SIGNED BY PRESIDENT 
5/11 TRANSMITTED TO GOVERNOR 
5/19 SIGNED BY GOVERNOR 
5/22 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 635 
EFFECTIVE DATE: 5/19/2023 - ALL SECTIONS 


HB 868 INTRODUCED BY SCHILLINGER LC0125 DRAFTER: JOHNSON 


AUTHORIZE TRANSFERS AND OTHER NECESSARY MEASURE TO IMPLEMENT 
HB 2 SECTION C 


3/20 INTRODUCED 
3/22 REFERRED TO APPROPRIATIONS 
3/27 HEARING 


3/27 COMMITTEE EXEC ACTION — BILL PASSED 19 O 
3/27 COMMITTEE REPORT — BILL PASSED 

3/31 2ND READING PASSED 100 O 
4/03 3RD READING PASSED 98 1 


TRANSMITTED TO SENATE 
4/04 REFERRED TO FINANCE AND CLAIMS 
4/19 HEARING 


4/20 COMMITTEE EXEC ACTION — CONCURRED AS AMD 19 O 
4/21 COMMITTEE REPORT — CONCURRED AS AMD 
4/25 2ND READING CONCURRED AS AMD 50 «(O 


4/27 FISCAL NOTE REQUESTED 

4/27 FISCAL NOTE RECEIVED 

4/27 FISCAL NOTE PRINTED 

4/27 3RD READING CONCURRED 48 2 


RETURNED TO HOUSE WITH AMENDMENTS 
5/02 2ND READING SENATE AMDS CONCURRED 99 0 
5/02 38RD READING PASSED AS AMENDED BY SENATE 95 1 


732 


5/03 
5/11 
5/11 
5/11 
5/12 
5/22 
6/05 
6/21 
6/21 


HB 869 INTRODUCED BY MARSHALL 


MONTANA HISTORY AND FINAL STATUS 2023 


SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
VETOED BY GOVERNOR 


VETO OVERRIDE VOTE MAIL POLL IN PROGRESS 


VETO OVERRIDDEN BY LEGISLATURE 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 778 


EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


REVISE TOBACCO LAWS 


3/21 
3/21 
3/21 
3/22 
3/24 
3/27 
3/28 
3/29 
4/06 


HB 870 INTRODUCED BY LER 


REVISE TAX RATE FOR AGRICULTURAL PROPERTY OWNED BY CERTAIN 


NONPROFITS 


3/21 
3/21 
3/21 
3/22 
3/28 
3/29 
3/29 
3/29 
3/30 
3/30 
4/03 
4/04 


4/05 
4/12 
4/19 


HB 871 INTRODUCED BY ESSMANN 


CREATE THE OFF-PREMISES ALL-BEVERAGES ALCOHOL LICENSE 


3/21 
3/21 
3/21 
3/22 
3/27 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO HUMAN SERVICES 
HEARING 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

TABLED IN COMMITTEE 


MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 


DIED IN STANDING COMMITTEE 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO TAXATION 
FISCAL NOTE RECEIVED 
HEARING 
FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO SENATE 
REFERRED TO NATURAL RESOURCES 
HEARING 

TABLED IN COMMITTEE 

DIED IN STANDING COMMITTEE 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO BUSINESS AND LABOR 
FISCAL NOTE RECEIVED 


LC1870 DRAFTER: J. WALKER 


19 O 


LC2267 DRAFTER: M. MOORE 


LC2299 DRAFTER: J. WALKER 


3/28 
3/28 
3/29 
3/29 
4/06 


HB 872 INTRODUCED BY KEENAN 


HOUSE BILLS 


FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

TABLED IN COMMITTEE 

MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


PROVIDE FUNDING FOR BEHAVIORAL HEALTH SYSTEM FOR FUTURE 


GENERATIONS 


3/21 
3/21 
3/21 
3/22 
3/27 
3/28 
3/28 
3/29 
3/30 
3/31 
4/03 
4/03 
4/04 


4/05 
4/06 
4/06 
4/07 
4/12 
4/17 
4/18 
4/19 
4/19 
4/20 
4/20 
4/20 
4/20 
4/21 
4/21 
4/25 
4/26 


5/01 
5/02 
5/03 
5/04 
5/11 
5/11 
5/12 
5/22 
5/22 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO APPROPRIATIONS 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED — 22 
COMMITTEE REPORT — BILL PASSED AS AMENDED 


2ND READING PASSED 82 
REVISED FISCAL NOTE REQUESTED 
3RD READING PASSED 79 


TRANSMITTED TO SENATE 

REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE SIGNED 

REVISED FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 5 
COMMITTEE REPORT — CONCURRED AS AMD 

REVISED FISCAL NOTE REQUESTED 

REREFERRED TO FINANCE AND CLAIMS 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE SIGNED 

HEARING 
COMMITTEE EXEC ACTION — CONCURRED AS AMD 19 
REVISED FISCAL NOTE PRINTED 

COMMITTEE REPORT — CONCURRED AS AMD 


2ND READING CONCURRED 44 
3RD READING CONCURRED 42 
RETURNED TO HOUSE WITH AMENDMENTS 

2ND READING SENATE AMDS CONCURRED 59 
38RD READING PASSED AS AMENDED BY SENATE 56 


SENT TO ENROLLING 

RETURNED FROM ENROLLING 

SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 

TRANSMITTED TO GOVERNOR 

SIGNED BY GOVERNOR 

CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 739 
EFFECTIVE DATE: 5/22/2023 - SECTIONS 1-5 AND 7-16 
EFFECTIVE DATE: 7/01/2023 - SECTION 6 


733 


LC3480 DRAFTER: JOHNSON 


18 


19 


734 


HB 873 INTRODUCED BY SHELDON-GALLOWAY 


MONTANA HISTORY AND FINAL STATUS 2023 


PROVIDE FOR THE DISPOSITION OF FETAL REMAINS 


3/21 
3/21 
3/21 
3/22 
3/27 
3/27 
3/28 
3/29 
3/30 
4/06 


HB 874 INTRODUCED BY BREWSTER 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO HUMAN SERVICES 
FISCAL NOTE RECEIVED 
HEARING 
FISCAL NOTE SIGNED 
FISCAL NOTE PRINTED 
TABLED IN COMMITTEE 


LC3822 DRAFTER: SANDRU 


19 O 


MISSED DEADLINE FOR APPROPRIATION BILL TRANSMITTAL 


DIED IN STANDING COMMITTEE 


REVISE EXAMINATION FEES FOR EXEMPT DIVISIONS OF LAND 


3/21 
3/22 
3/28 
3/28 
3/29 
3/30 
4/03 
4/04 


4/05 
4/06 
4/07 
4/07 
4/12 
4/21 
4/26 
4/26 
4/27 


4/28 
5/02 
5/04 
5/04 
5/08 
5/18 
5/19 


HB 875 INTRODUCED BY ROMANO 


INTRODUCED 
REFERRED TO LOCAL GOVERNMENT 
HEARING 


COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 


FISCAL NOTE REQUESTED 
2ND READING PASSED 
38RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO LOCAL GOVERNMENT 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 549 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


[C1250 DRAFTER: HENNEMAN 


16 O 
96 4 
97 2 

9 O 
50 «(OO 
48 2 


LC4081 DRAFTER: MCCRACKEN 


ESTABLISHING THE SCHOOL MENTAL HEALTH PROMOTION PILOT PROGRAM 


3/21 
3/21 
3/22 
3/22 
3/27 


FISCAL NOTE PROBABLE 
INTRODUCED 

REFERRED TO EDUCATION 
FISCAL NOTE REQUESTED 
HEARING 


3/27 
3/29 
3/29 
3/29 
4/06 


HOUSE BILLS 735 


FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

TABLED IN COMMITTEE 12 #1 
MISSED DEADLINE FOR APPROPRIATION BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 876 INTRODUCED BY KORTUM LC1356 DRAFTER: GRAFF 


CREATE A MONTANA BROADBAND COORDINATOR 


3/21 
3/21 
3/21 
3/22 
3/23 
3/24 
3/27 
3/27 
3/31 
4/06 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO ENERGY, TECHNOLOGY AND FEDERAL RELATIONS 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

TABLED IN COMMITTEE 13 0 
MISSED DEADLINE FOR APPROPRIATION BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 877 INTRODUCED BY STAFMAN LC1492 DRAFTER: O°CONNELL 


REVISE REPORTING REQUIREMENTS FOR VACCINATIONS AND EXEMPTIONS 


3/22 
3/22 
3/22 
3/22 
3/24 
3/27 
3/29 
3/29 
3/29 
4/06 


FISCAL NOTE PROBABLE 
INTRODUCED 

REFERRED TO HUMAN SERVICES 
FISCAL NOTE REQUESTED 
HEARING 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

TABLED IN COMMITTEE 19 O 
MISSED DEADLINE FOR APPROPRIATION BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 878 INTRODUCED BY BROCKMAN LC3444 DRAFTER: E. SULLIVAN 


REVISE MEDICAL MARIJUANA LAWS FOR VETERANS 


3/22 
3/22 
3/22 
3/22 
3/28 
3/28 
3/28 
3/28 
3/29 
3/29 
3/29 
3/29 
3/29 
4/06 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO STATE ADMINISTRATION 

FISCAL NOTE RECEIVED 

SPONSOR REBUTTAL TO FISCAL NOTE REQUESTED 
SPONSOR REBUTTAL TO FISCAL NOTE RECEIVED 
FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

SPONSOR REBUTTAL TO FISCAL NOTE SIGNED 
SPONSOR REBUTTAL TO FISCAL NOTE PRINTED 
TABLED IN COMMITTEE 18 0 
MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


736 


HB 879 INTRODUCED BY SHELDON-GALLOWAY 


MONTANA HISTORY AND FINAL STATUS 2023 


FUND POST-ABORTION COUNSELING PROGRAM 


3/22 
3/22 
3/27 
3/28 
4/06 


HB 880 INTRODUCED BY SHELDON-GALLOWAY 


INTRODUCED 

REFERRED TO HUMAN SERVICES 

HEARING 

TABLED IN COMMITTEE 11 
MISSED DEADLINE FOR APPROPRIATION BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


MAKE THE HUCKLEBERRY THE OFFICIAL STATE FRUIT OF MONTANA 


3/22 
3/22 
3/28 
3/28 
3/28 
3/31 
3/31 
4/03 


4/04 
4/04 
4/05 
4/05 
4/25 
4/25 
4/26 
4/27 
4/28 


5/01 
5/02 
5/04 
5/04 
5/08 
5/18 
5/19 


HB 881 INTRODUCED BY BUTTREY 


INTRODUCED 

REFERRED TO STATE ADMINISTRATION 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 18 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 95 
FISCAL NOTE REQUESTED 

3RD READING PASSED 90 


TRANSMITTED TO SENATE 

FISCAL NOTE RECEIVED 

REFERRED TO AGRICULTURE, LIVESTOCK AND IRRIGATION 
FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 11 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 41 
38RD READING CONCURRED 38 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 550 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


GENERALLY REVISE ECONOMIC DEVELOPMENT LAWS 


3/22 
3/22 
3/22 
3/22 
3/27 
3/29 
3/29 
3/30 
3/30 
3/31 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO TAXATION 

FISCAL NOTE RECEIVED 

HEARING 

FISCAL NOTE PRINTED 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 12 
COMMITTEE REPORT — BILL PASSED AS AMENDED 
REREFERRED TO APPROPRIATIONS 


LC3770 DRAFTER: O°?CONNELL 


10 


LC4200 DRAFTER: PALLISTER 


LC4266 DRAFTER: E. SULLIVAN 


3/31 
4/01 
4/03 
4/03 
4/03 
4/04 


4/05 
4/06 
4/07 
4/07 
4/11 
AI17 
AI17 
4/18 
4/19 
4/19 
4/19 
4/19 
4/20 
4/20 
4/21 
4/24 
4/25 


4/28 
5/01 
5/01 
5/03 
5/11 
5/11 
5/11 
5/19 
5/22 


HB 882 INTRODUCED BY WINDY BOY 


EXEMPT FEDERALLY RECOGNIZED TRIBAL MEMBERS FROM VEHICLE 


HOUSE BILLS 


HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 
REVISED FISCAL NOTE REQUESTED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO SENATE 


REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 


REVISED FISCAL NOTE RECEIVED 
HEARING 
REVISED FISCAL NOTE SIGNED 

REVISED FISCAL NOTE PRINTED 


COMMITTEE EXEC ACTION — CONCURRED AS AMD 


COMMITTEE REPORT — CONCURRED AS AMD 
REVISED FISCAL NOTE REQUESTED 

2ND READING CONCURRED 

REREFERRED TO FINANCE AND CLAIMS 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE SIGNED 

REVISED FISCAL NOTE PRINTED 
COMMITTEE REPORT — BILL CONCURRED 
3RD READING CONCURRED 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS CONCURRED 
38RD READING PASSED AS AMENDED BY SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 636 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


REGISTRATION FEES 


3/22 
3/22 
3/22 
3/23 
3/29 
3/29 
3/31 
4/05 
4/06 


HB 883 INTRODUCED BY JONES 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO TRANSPORTATION 
HEARING 

TABLED IN COMMITTEE 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 


MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 


DIED IN STANDING COMMITTEE 


GENERALLY REVISE STATE FINANCE 


3/22 


FISCAL NOTE PROBABLE 


18 


74 


10 


40 


19 


45 


97 
91 


14 


26 
10 


10 


jw 


LC4572 DRAFTER: M. MOORE 


[C0100 DRAFTER: JOHNSON 


738 


3/22 
3/22 
3/28 
3/28 
3/28 
3/28 
3/29 
3/29 
3/29 
3/31 
4/03 
4/04 


4/05 
4/05 
4/05 
4/05 
4/19 
4/25 
4/26 
4/27 
4/28 
4/28 
4/28 


4/30 
5/02 
5/02 
5/03 
5/11 
5/11 
5/11 
5/12 
5/22 
5/22 


HB 884 INTRODUCED BY READ 


ALLOW TAX PAYMENTS IN GOLD, SILVER, AND STATE PRODUCED GOLD MEDIA 


3/22 
3/22 
3/22 
3/23 
3/28 
3/28 
3/28 
3/29 
3/29 
4/06 


HB 885 INTRODUCED BY K. SULLIVAN 


MONTANA HISTORY AND FINAL STATUS 2023 


INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO APPROPRIATIONS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

COMMITTEE REPORT — BILL PASSED AS AMENDED 
REVISED FISCAL NOTE REQUESTED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO SENATE 

REVISED FISCAL NOTE RECEIVED 
REVISED FISCAL NOTE SIGNED 
REFERRED TO FINANCE AND CLAIMS 
REVISED FISCAL NOTE PRINTED 
HEARING 
COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 
REVISED FISCAL NOTE RECEIVED 
REVISED FISCAL NOTE SIGNED 
38RD READING CONCURRED 


RETURNED TO HOUSE WITH AMENDMENTS 
REVISED FISCAL NOTE PRINTED 
2ND READING SENATE AMDS CONCURRED 
38RD READING PASSED AS AMENDED BY SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 740 
EFFECTIVE DATE: 5/22/2023 - ALL SECTIONS 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO TAXATION 
HEARING 
FISCAL NOTE RECEIVED 

SPONSOR REBUTTAL TO FISCAL NOTE REQUESTED 
FISCAL NOTE PRINTED 

TABLED IN COMMITTEE 

MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


REVISE PUBLIC LAND ACCESS AGREEMENT LAWS 


22 


98 
96 


13 


36 


35 


98 
96 


15 


i) 


13 


14 


LC3982 DRAFTER: COLES 


[C3213 DRAFTER: HENNEMAN 


3/22 
3/22 
3/22 
3/23 
3/27 
3/28 
3/28 
3/29 
3/29 
4/06 


HB 886 INTRODUCED BY FITZGERALD 


REVISE LAWS RELATED TO ACCESS TO SEALED YOUTH COURT RECORDS 


3/23 
3/23 
3/23 
3/23 
3/28 
3/29 
3/29 
3/29 
3/30 
3/30 
4/03 
4/04 


4/05 
4/12 
4/13 
4/14 
4/21 
4/24 


4/26 
5/01 
5/04 
5/04 
5/08 
5/18 
5/19 


HB 887 INTRODUCED BY K. ZOLNIKOV 


HOUSE BILLS 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO NATURAL RESOURCES 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

TABLED IN COMMITTEE 

MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO JUDICIARY 
FISCAL NOTE RECEIVED 
FISCAL NOTE SIGNED 
HEARING 
FISCAL NOTE PRINTED 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 

38RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 551 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


ESTABLISH A WILDLIFE ACCOMMODATION AND CROSSING ACCOUNT 


3/23 
3/23 
3/28 
3/28 
3/29 
3/31 
3/31 
4/01 


INTRODUCED 

REFERRED TO FISH, WILDLIFE AND PARKS 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 
REREFERRED TO APPROPRIATIONS 
HEARING 

TABLED IN COMMITTEE 


15 


11 


85 


34 
34 


13 


21 


739 


LC2769 DRAFTER: KREZOWSKI 


15 
15 


16 
15 


LC1658 DRAFTER: CARROLL 


740 MONTANA HISTORY AND FINAL STATUS 2023 


4/06 MISSED DEADLINE FOR APPROPRIATION BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 888 INTRODUCED BY A. REGIER [C1554 DRAFTER: MCCRACKEN 


SUPPORT COMMUNITY COLLEGES IN ADDRESSING IMMEDIATE WORKFORCE 
NEEDS 


3/23 FISCAL NOTE PROBABLE 

3/23 INTRODUCED 

3/23 FISCAL NOTE REQUESTED 

3/23 REFERRED TO EDUCATION 

3/29 FISCAL NOTE RECEIVED 

3/29 FISCAL NOTE SIGNED 

3/29 FISCAL NOTE PRINTED 

3/29 HEARING 

3/29 COMMITTEE EXEC ACTION — BILL PASSED 13 0 

3/30 COMMITTEE REPORT — BILL PASSED 

3/30 REREFERRED TO APPROPRIATIONS 

3/31 HEARING 

3/31 TABLED IN COMMITTEE 15 8 

4/06 MISSED DEADLINE FOR APPROPRIATION BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 889 INTRODUCED BY KARLEN LC3507 DRAFTER: HENNEMAN 
REVISE THE RESIDENTIAL MOBILE HOME LOT RENTAL ACT 


3/23 FISCAL NOTE PROBABLE 
3/23 INTRODUCED 

3/23 FISCAL NOTE REQUESTED 
3/24 REFERRED TO JUDICIARY 
3/28 FISCAL NOTE RECEIVED 
3/29 HEARING 
3/29 FISCAL NOTE SIGNED 

3/29 FISCAL NOTE PRINTED 

3/30 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 12 7 
3/30 COMMITTEE REPORT — BILL PASSED AS AMENDED 

4/03 2ND READING PASSED 53 47 
4/04 3RD READING PASSED 57 42 


TRANSMITTED TO SENATE 
4/05 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
4/12 HEARING 


4/13 COMMITTEE EXEC ACTION — CONCURRED AS AMD 6 4 

4/13 COMMITTEE REPORT — CONCURRED AS AMD 

4/18 2ND READING CONCURRED 30 20 

4/19 38RD READING CONCURRED 29 20 
RETURNED TO HOUSE WITH AMENDMENTS 

4/24 2ND READING SENATE AMDS CONCURRED 81 18 

4/26 3RD READING PASSED AS AMENDED BY SENATE 68 31 


4/26 SENT TO ENROLLING 

5/01 RETURNED FROM ENROLLING 
5/04 SIGNED BY SPEAKER 

5/10 SIGNED BY PRESIDENT 

5/10 TRANSMITTED TO GOVERNOR 
5/16 VETOED BY GOVERNOR 


HOUSE BILLS 741 


HB 890 INTRODUCED BY BARKER LC2801 DRAFTER: SANKEY KEIP 


REQUIRE CERTAIN GOVT BOARDS TO PROVIDE AUDIO/VIDEO RECORDINGS OF 
PUBLIC MEETINGS 


3/23 
3/23 
3/23 
3/24 
3/28 
3/28 
3/29 
3/30 
3/31 
3/31 
3/31 
4/03 


4/04 
4/12 
4/17 
4/21 
4/21 
4/21 
4/21 
4/24 
4/26 
4/27 


5/02 
5/02 
5/03 
5/11 
5/11 
5/11 
5/12 
5/22 
5/22 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO LOCAL GOVERNMENT 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 16 0 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

2ND READING PASSED 93 6 
38RD READING PASSED 79 18 


TRANSMITTED TO SENATE 

REFERRED TO LOCAL GOVERNMENT 

HEARING 

REVISED FISCAL NOTE REQUESTED 

REVISED FISCAL NOTE RECEIVED 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 9 O 
REVISED FISCAL NOTE SIGNED 

REVISED FISCAL NOTE PRINTED 

COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 41 9 
3RD READING CONCURRED 34 16 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS CONCURRED 84 15 
38RD READING PASSED AS AMENDED BY SENATE 81 15 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 741 
EFFECTIVE DATE: 7/01/2023 - SECTIONS 3 AND 5 
EFFECTIVE DATE: 7/01/2024 - SECTIONS 1, 2 AND 4 


HB 891 INTRODUCED BY J. CARLSON LC0988 DRAFTER: O’°CONNELL 


PROVIDE ONE-TIME EMERGENCY STABILIZATION PAYMENTS TO NURSING 


HOMES 


3/23 
3/24 
3/28 
3/29 
3/29 
3/31 
4/03 


4/04 
4/17 


INTRODUCED 

REFERRED TO APPROPRIATIONS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 23s OO 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 86 13 
3RD READING PASSED 83 15 


TRANSMITTED TO SENATE 
REFERRED TO FINANCE AND CLAIMS 
HEARING 


742 


4/17 


HB 892 INTRODUCED BY HELLEGAARD 


MONTANA HISTORY AND FINAL STATUS 2023 


TABLED IN COMMITTEE 18 
DIED IN STANDING COMMITTEE 


PROHIBIT DOUBLE VOTING 


3/24 
3/24 
3/24 
3/24 
3/29 
3/29 
3/29 
3/30 
3/31 
3/31 
3/31 
4/03 


4/04 
4/17 
4/21 
4/21 
4/25 
4/27 


5/02 
5/02 
5/03 
5/11 
5/11 
5/11 
5/12 
5/22 
5/22 


HB 893 INTRODUCED BY STAFMAN 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO STATE ADMINISTRATION 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 18 
COMMITTEE REPORT — BILL PASSED 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

2ND READING PASSED 71 
3RD READING PASSED 71 


TRANSMITTED TO SENATE 
REFERRED TO STATE ADMINISTRATION 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 6 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED AS AMD 31 
38RD READING CONCURRED 34 
RETURNED TO HOUSE WITH AMENDMENTS 

2ND READING SENATE AMDS CONCURRED 82 
3RD READING PASSED AS AMENDED BY SENATE 76 


SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 742 
EFFECTIVE DATE: 5/22/2023 - ALL SECTIONS 


6 


LC1633 DRAFTER: CARROLL 


29 
28 


17 
20 


[C1591 DRAFTER: SANKEY KEIP 


CREATE THE OFFICE OF PUBLIC RECORDS OMBUDSMAN & ADVISORY COUNCIL 


3/24 
3/24 
3/24 
3/24 
3/29 
3/29 
3/29 
3/30 
3/31 
3/31 
3/31 
3/31 
4/01 
4/06 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO STATE ADMINISTRATION 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 12 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

FISCAL NOTE RECEIVED 

REREFERRED TO APPROPRIATIONS 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

TABLED IN COMMITTEE 15 
MISSED DEADLINE FOR APPROPRIATION BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HOUSE BILLS 743 


HB 894 INTRODUCED BY BUTTREY [C0146 DRAFTER: J. WALKER 


GENERALLY REVISE ALCOHOL LAWS 


3/24 
3/24 
3/24 
3/24 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO BUSINESS AND LABOR 


3/28 HEARING 
3/29 FISCAL NOTE RECEIVED 
3/29 FISCAL NOTE SIGNED 
3/29 FISCAL NOTE PRINTED 
3/30 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 19 0 
3/30 COMMITTEE REPORT — BILL PASSED AS AMENDED 
3/31 REREFERRED TO APPROPRIATIONS 
3/31 HEARING 
3/31 COMMITTEE EXEC ACTION — BILL PASSED 16 «7 
4/03 COMMITTEE REPORT — BILL PASSED 
4/03 REVISED FISCAL NOTE REQUESTED 
4/03 2ND READING NOT PASSED 48 52 
4/05 REVISED FISCAL NOTE RECEIVED 
4/06 MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 
4/07 REVISED FISCAL NOTE SIGNED 
4/13 REVISED FISCAL NOTE PRINTED 
DIED IN PROCESS 
HB 895 INTRODUCED BY GREEN LC4283 DRAFTER: WEISS 
CONSTITUTIONAL AMENDMENT TO REQUIRE LEGISLATIVE APPROVAL OF 
REDISTRICTING PLAN 
3/24 INTRODUCED 
3/24 REFERRED TO JUDICIARY 
3/30 HEARING 
3/30 TABLED IN COMMITTEE 17 2 


4/06 


MISSED DEADLINE FOR REFERENDUM PROPOSAL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 896 INTRODUCED BY NICOL LC0680 DRAFTER: J. WALKER 


GENERALLY REVISE WORKERS’ COMPENSATION LAWS 


3/24 
3/24 
3/24 
3/24 
3/28 
3/29 
3/29 
3/29 
3/29 
4/06 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO BUSINESS AND LABOR 

HEARING 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

SPONSOR REBUTTAL TO FISCAL NOTE REQUESTED 
TABLED IN COMMITTEE 18 1 
MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 897 INTRODUCED BY BARKER LC0781 DRAFTER: M. MOORE 


REVISE MEDIA ACT FILM CREDIT LAWS 


3/24 


FISCAL NOTE PROBABLE 


744 MONTANA HISTORY AND FINAL STATUS 2023 


3/24 INTRODUCED 
3/24 FISCAL NOTE REQUESTED 
3/24 REFERRED TO TAXATION 
3/27 HEARING 
3/28 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 14 7 
3/28 FISCAL NOTE RECEIVED 
3/28 FISCAL NOTE SIGNED 
3/28 FISCAL NOTE PRINTED 
3/29 COMMITTEE REPORT — BILL PASSED AS AMENDED 
3/31 REREFERRED TO APPROPRIATIONS 
3/31 HEARING 
4/01 TABLED IN COMMITTEE 12 11 
4/06 MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 898 INTRODUCED BY TUSS LC3736 DRAFTER: E. SULLIVAN 
REVISE THE MONTANA MICROBUSINESS DEVELOPMENT ACT 


3/24 FISCAL NOTE PROBABLE 

3/24 INTRODUCED 

3/24 FISCAL NOTE REQUESTED 

3/25 REFERRED TO BUSINESS AND LABOR 

3/28 HEARING 

3/29 COMMITTEE EXEC ACTION — BILL PASSED 13 6 
3/29 COMMITTEE REPORT — BILL PASSED 

3/29 FISCAL NOTE RECEIVED 

3/31 REREFERRED TO APPROPRIATIONS 

3/31 FISCAL NOTE PRINTED 

3/31 HEARING 

4/01 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 19 4 
4/03 COMMITTEE REPORT — BILL PASSED AS AMENDED 

4/03 2ND READING PASSED 69 31 
4/04 38RD READING PASSED 68 31 


TRANSMITTED TO SENATE 
4/04 REVISED FISCAL NOTE REQUESTED 
4/05 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
4/06 REVISED FISCAL NOTE RECEIVED 
4/06 REVISED FISCAL NOTE SIGNED 
4/07 REVISED FISCAL NOTE PRINTED 
4/12 HEARING 


4/17 COMMITTEE EXEC ACTION — BILL CONCURRED 10 0 
4/17 COMMITTEE REPORT — BILL CONCURRED 
4/19 2ND READING CONCURRED 27 238 


4/19 REREFERRED TO FINANCE AND CLAIMS 

4/19 HEARING 

4/19 TABLED IN COMMITTEE 11 8 
DIED IN STANDING COMMITTEE 


HB 899 INTRODUCED BY TUSS [C1319 DRAFTER: O’°CONNELL 
PROVIDE FUNDING TO ALLEVIATE IMPACT OF NURSING HOME CLOSURES 


3/24 INTRODUCED 

3/25 REFERRED TO HUMAN SERVICES 

3/27 REREFERRED TO APPROPRIATIONS 

3/28 HEARING 

3/29 TABLED IN COMMITTEE 13 10 

4/06 MISSED DEADLINE FOR APPROPRIATION BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HOUSE BILLS 745 


HB 900 INTRODUCED BY J. HINKLE LC4069 DRAFTER: HESS 


REVISE SPEED LIMITS ON CERTAIN SECONDARY HIGHWAYS 


3/24 
3/24 
3/25 
3/29 
3/29 
3/31 
4/05 
4/06 


INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO TRANSPORTATION 

HEARING 

TABLED IN COMMITTEE 15 0 
FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

MISSED DEADLINE FOR APPROPRIATION BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 901 INTRODUCED BY KORTUM [C3513 DRAFTER: CARROLL 


PROVIDE AN APPROPRIATION TO CONTINUE THE EMERGENCY RENTAL 
ASSISTANCE PROGRAM 


3/24 
3/24 
3/24 
3/25 
3/28 
3/28 
3/29 
3/30 
4/02 
4/06 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO APPROPRIATIONS 

HEARING 

TABLED IN COMMITTEE 16 7 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

MISSED DEADLINE FOR APPROPRIATION BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 902 INTRODUCED BY FITZGERALD LC1383 DRAFTER: CARROLL 


GENERALLY REVISE DRIVING LAWS 


3/24 
3/25 
3/29 
3/29 
3/30 
3/31 
4/03 


4/04 
4/13 
4/13 
4/14 
4/19 
4/20 


4/21 
4/26 
4/29 
5/04 
5/08 
5/18 
5/19 


INTRODUCED 

REFERRED TO TRANSPORTATION 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 11 4 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 73 24 
38RD READING PASSED 71 27 


TRANSMITTED TO SENATE 
REFERRED TO HIGHWAYS AND TRANSPORTATION 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 11 1 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 31 19 
3RD READING CONCURRED 31 16 


RETURNED TO HOUSE 

SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 


746 


HB 903 INTRODUCED BY M. HOPKINS 


MONTANA HISTORY AND FINAL STATUS 2023 


CHAPTER NUMBER 552 
EFFECTIVE DATE: 7/01/2023 - SECTIONS 4 AND 5 
EFFECTIVE DATE: 10/01/2023 - SECTIONS 1-3 


GENERALLY REVISE MARIJUANA LAWS 


3/24 
3/24 
3/24 
3/25 
3/28 
3/29 
3/29 
3/31 
3/31 
3/31 
3/31 
4/03 


4/04 
4/07 
4/27 
4/27 
4/28 
4/28 


5/02 
5/02 
5/03 
5/11 
5/11 
5/11 
5/12 
5/22 
5/22 


HB 904 INTRODUCED BY C. KNUDSEN 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO BUSINESS AND LABOR 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 19 
COMMITTEE REPORT — BILL PASSED 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

2ND READING PASSED 82 
3RD READING PASSED 87 


TRANSMITTED TO SENATE 
REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 


HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 10 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 45 
3RD READING CONCURRED 40 
RETURNED TO HOUSE WITH AMENDMENTS 

2ND READING SENATE AMDS CONCURRED 53 
38RD READING PASSED AS AMENDED BY SENATE 49 


SENT TO ENROLLING 

RETURNED FROM ENROLLING 

SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 

TRANSMITTED TO GOVERNOR 

SIGNED BY GOVERNOR 

CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 743 
EFFECTIVE DATE: 5/22/2023 - SECTIONS 1-2 AND 4-14 
EFFECTIVE DATE: 1/01/2024 - SECTION 3 


GENERALLY REVISE COMMERCIAL DRIVER’S LICENSE LAWS 


3/24 
3/24 
3/24 
3/25 
3/29 
3/29 
3/29 
3/30 
3/30 
3/30 
3/30 
3/30 
3/30 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO TRANSPORTATION 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 15 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

COMMITTEE REPORT — BILL PASSED 

REREFERRED TO APPROPRIATIONS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 21 


[C3111 DRAFTER: E. SULLIVAN 


18 
11 


OU 


46 


LC1657 DRAFTER: CARROLL 


3/31 
4/03 
4/04 


4/05 
4/13 
4/20 
4/21 
4/24 
4/26 
4/26 
4/27 
4/27 
4/27 
4/27 
4/28 
4/28 


5/02 
5/02 
5/03 
5/11 
5/11 
5/11 
5/12 
5/22 
5/22 


HOUSE BILLS TAT 


COMMITTEE REPORT — BILL PASSED 
2ND READING PASSED 100 O 
38RD READING PASSED 97 #1 


TRANSMITTED TO SENATE 

REFERRED TO HIGHWAYS AND TRANSPORTATION 
HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 12 0 
COMMITTEE REPORT — CONCURRED AS AMD 
REREFERRED TO FINANCE AND CLAIMS 
HEARING 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE SIGNED 

REVISED FISCAL NOTE PRINTED 

COMMITTEE REPORT — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 


2ND READING CONCURRED AS AMD 50 0 
38RD READING CONCURRED 49 0 
RETURNED TO HOUSE WITH AMENDMENTS 

2ND READING SENATE AMDS CONCURRED 99 0 
3RD READING PASSED AS AMENDED BY SENATE 96 0 


SENT TO ENROLLING 

RETURNED FROM ENROLLING 

SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 

TRANSMITTED TO GOVERNOR 

SIGNED BY GOVERNOR 

CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 744 
EFFECTIVE DATE: 5/22/2023 - SECTIONS 1-3, 5, AND 6-7 
EFFECTIVE DATE: 7/01/2023 - SECTION 4 


HB 905 INTRODUCED BY DURAM LC0974 DRAFTER: POWER 


GENERALLY REVISE ELECTION LAWS CREATING AN ELECTION INTEGRITY TEAM 


3/24 
3/25 
3/29 
3/29 
3/29 
4/04 
4/05 
4/06 


INTRODUCED 

REFERRED TO STATE ADMINISTRATION 

FISCAL NOTE REQUESTED 

HEARING 

TABLED IN COMMITTEE 16 2 
FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

MISSED DEADLINE FOR APPROPRIATION BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 906 INTRODUCED BY C. KNUDSEN LC1601 DRAFTER: M. MOORE 


REVISE LAWS RELATED TO AGRICULTURAL PROPERTY TAXATION 


3/24 
3/24 
3/24 
3/25 
3/28 
3/29 
3/29 
3/29 
3/29 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO TAXATION 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 15 6 
FISCAL NOTE RECEIVED 

COMMITTEE REPORT — BILL PASSED AS AMENDED 

FISCAL NOTE PRINTED 


748 


3/30 
3/30 
3/30 
3/31 
3/31 
4/03 
4/04 
4/04 


4/05 
4/05 
4/18 
4/25 


MONTANA HISTORY AND FINAL STATUS 2023 


REREFERRED TO APPROPRIATIONS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 22 0 
REVISED FISCAL NOTE REQUESTED 

COMMITTEE REPORT — BILL PASSED 


2ND READING PASSED 92 8 
REVISED FISCAL NOTE RECEIVED 
3RD READING PASSED 93 6 


TRANSMITTED TO SENATE 

REFERRED TO TAXATION 

REVISED FISCAL NOTE PRINTED 

HEARING 

TABLED IN COMMITTEE 7 #5 
DIED IN STANDING COMMITTEE 


HB 907 INTRODUCED BY J. HINKLE [C1630 DRAFTER: E. SULLIVAN 


GENERALLY REVISE MARIJUANA LAWS 


3/24 
3/24 
3/24 
3/25 
3/29 
3/30 
3/30 
3/31 
3/31 
3/31 
3/31 
3/31 
3/31 
3/31 
3/31 
4/01 
4/06 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO BUSINESS AND LABOR 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 13° SO6 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

FISCAL NOTE RECEIVED 

REREFERRED TO APPROPRIATIONS 

SPONSOR REBUTTAL TO FISCAL NOTE REQUESTED 

FISCAL NOTE PRINTED 

SPONSOR REBUTTAL TO FISCAL NOTE RECEIVED 

SPONSOR REBUTTAL TO FISCAL NOTE SIGNED 

SPONSOR REBUTTAL TO FISCAL NOTE PRINTED 

HEARING 

TABLED IN COMMITTEE 18 5 
MISSED DEADLINE FOR APPROPRIATION BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 908 INTRODUCED BY STAFMAN [C1491 DRAFTER: ALLEN 


PROVIDE FOR VACCINE EDUCATION 


3/24 
3/24 
3/24 
3/25 
3/29 
3/30 
3/30 
3/30 
4/06 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO JUDICIARY 
FISCAL NOTE RECEIVED 
HEARING 
TABLED IN COMMITTEE 19 O 
FISCAL NOTE PRINTED 

MISSED DEADLINE FOR APPROPRIATION BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 909 INTRODUCED BY STAFMAN LC2492 DRAFTER: O’°CONNELL 


PROVIDE FOR A HOUSING STABILITY SERVICES PROGRAM 


3/24 
3/24 


INTRODUCED 
FISCAL NOTE REQUESTED 


3/25 
3/28 
3/28 


HOUSE BILLS 749 


REFERRED TO HUMAN SERVICES 
HEARING 
FISCAL NOTE RECEIVED 


3/29 FISCAL NOTE SIGNED 
3/29 FISCAL NOTE PRINTED 
3/30 TABLED IN COMMITTEE 20 0 
4/06 MISSED DEADLINE FOR APPROPRIATION BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 
HB 910 INTRODUCED BY STAFMAN LC0072 DRAFTER: O°?CONNELL 


PROVIDE FOR MEDICAID MEDICAL RESPITE CARE PROGRAM FOR HOMELESS 


INDIVIDUALS 


3/24 
3/24 
3/24 
3/25 
3/29 
3/29 
3/29 
3/29 
3/30 
4/06 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO HUMAN SERVICES 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

TABLED IN COMMITTEE 20 O 
MISSED DEADLINE FOR APPROPRIATION BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 911 INTRODUCED BY KARLEN LC4637 DRAFTER: M. MOORE 


GENERALLY REVISE INDIVIDUAL INCOME TAX LAWS 


3/24 
3/24 
3/24 
3/25 
3/28 
3/29 
3/29 
3/30 
4/03 
4/03 
4/03 
4/03 
4/06 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO TAXATION 

HEARING 

FISCAL NOTE RECEIVED 

TABLED IN COMMITTEE 21 0 
SPONSOR REBUTTAL TO FISCAL NOTE REQUESTED 
SPONSOR REBUTTAL TO FISCAL NOTE RECEIVED 
SPONSOR REBUTTAL TO FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

SPONSOR REBUTTAL TO FISCAL NOTE PRINTED 
MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 912 INTRODUCED BY BUTCHER LC4405 DRAFTER: COLES 


PROVIDE FOR RECREATIONAL LAND CLASSIFICATION FOR PROPERTY TAX 


PURPOSES 


3/24 
3/24 
3/24 
3/25 
3/29 
3/30 
3/30 
3/30 
3/30 
3/30 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO TAXATION 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED _11—=—s:110 
FISCAL NOTE RECEIVED 

COMMITTEE REPORT — BILL PASSED AS AMENDED 

SPONSOR REBUTTAL TO FISCAL NOTE REQUESTED 

FISCAL NOTE SIGNED 


750 


3/31 
3/31 
3/31 
3/31 
3/31 
3/31 
3/31 
4/03 
4/03 
4/03 
4/04 
4/06 


MONTANA HISTORY AND FINAL STATUS 2023 


SPONSOR REBUTTAL TO FISCAL NOTE RECEIVED 

SPONSOR REBUTTAL TO FISCAL NOTE SIGNED 

REREFERRED TO APPROPRIATIONS 

FISCAL NOTE PRINTED 

SPONSOR REBUTTAL TO FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 17° 6 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

REVISED FISCAL NOTE REQUESTED 

2ND READING PASSED 58 42 
38RD READING FAILED 44 55 
MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 

DIED IN PROCESS 


HB 913 INTRODUCED BY BARKER LC1483 DRAFTER: SANKEY KEIP 


REVISE SCHOOL LIBRARY COLLECTION SELECTION AND RECONSIDERATION 


PROCESSES 


3/24 
3/24 
3/25 
3/25 
3/29 
3/29 
3/29 
3/30 
3/30 
3/30 
4/03 
4/04 


4/05 
4/19 
4/26 
4/27 
4/27 
4/27 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO EDUCATION 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 9 4 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

COMMITTEE REPORT — BILL PASSED AS AMENDED 

FISCAL NOTE PRINTED 

2ND READING PASSED 59 41 
3RD READING PASSED 68 30 


TRANSMITTED TO SENATE 

REFERRED TO EDUCATION AND CULTURAL RESOURCES 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 6 5 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCUR MOTION FAILED 13 36 
2ND READING INDEFINITELY POSTPONED 38 7 
DIED IN PROCESS 


HB 914 INTRODUCED BY K. ZOLNIKOV LC2628 DRAFTER: HENNEMAN 


REVISE LOCAL GOVERNMENT LAWS 


3/24 
3/25 
3/25 
3/28 
3/28 
3/29 
3/29 
3/31 
3/31 
4/03 


4/04 
4/12 
4/21 


INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO LOCAL GOVERNMENT 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 12 4 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

2ND READING PASSED 68 31 
3RD READING PASSED 80 19 


TRANSMITTED TO SENATE 

REFERRED TO LOCAL GOVERNMENT 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 6 38 


4/21 
4/24 
4/24 
4/24 
4/24 
4/24 
4/26 
4/27 
4/27 
4/27 


HOUSE BILLS 751 


REREFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 6 4 
REVISED FISCAL NOTE RECEIVED 

COMMITTEE REPORT — CONCURRED AS AMD 

COMMITTEE REPORT — CONCURRED AS AMD 

REVISED FISCAL NOTE SIGNED 

REVISED FISCAL NOTE PRINTED 

2ND READING CONCUR MOTION FAILED 19 31 
2ND READING INDEFINITELY POSTPONED 43 4 
DIED IN PROCESS 


HB 915 INTRODUCED BY MERCER [C1161 DRAFTER: WEISS 


CONSTITUTIONAL AMENDMENT TO CHANGE PROCESS TO SELECT SUPREME 
COURT JUSTICES 


3/24 
3/25 
3/29 
3/30 
3/30 
4/03 
4/04 


4/05 


INTRODUCED 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 13° sSO6 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 64 36 
38RD READING PASSED 59 39 


TRANSMITTED TO SENATE 
REFERRED TO JUDICIARY 


4/12 HEARING 
4/13 COMMITTEE EXEC ACTION — BILL CONCURRED 7 ~#«4 
4/14 COMMITTEE REPORT — BILL CONCURRED 
4/20 2ND READING CONCUR MOTION FAILED; 83RD READING 
VOTE REQUIRED 24 25 
4/21 38RD READING FAILED 23 27 
DIED IN PROCESS 
HB 916 INTRODUCED BY MERCER [C1167 DRAFTER: JOHNSON 


AUTHORIZE TRANSFERS AND OTHER NECESSARY MEASURES TO IMPLEMENT 
HB2-SECTION D 


3/24 
3/25 
3/28 
3/29 
3/29 
3/31 
4/03 


4/04 
4/04 
4/20 
4/20 
4/21 
4/23 
4/24 
4/25 
4/26 
4/26 
4/26 


INTRODUCED 

REFERRED TO APPROPRIATIONS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 18 0 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED AS AMENDED 97 2 
3RD READING PASSED 97 2 


TRANSMITTED TO SENATE 

REFERRED TO FINANCE AND CLAIMS 

FISCAL NOTE REQUESTED 

FISCAL NOTE RECEIVED 

HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 19 O 
FISCAL NOTE PRINTED 

COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 47 3 
REVISED FISCAL NOTE REQUESTED 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE SIGNED 
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4/26 
4/26 


5/02 
5/02 
5/03 
5/11 
5/11 
5/11 
5/12 
5/22 
6/05 
6/21 


HB 917 INTRODUCED BY KEENAN 
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REVISED FISCAL NOTE PRINTED 


3RD READING CONCURRED 46 
RETURNED TO HOUSE WITH AMENDMENTS 

2ND READING SENATE AMDS CONCURRED 99 
38RD READING PASSED AS AMENDED BY SENATE 95 


SENT TO ENROLLING 

RETURNED FROM ENROLLING 

SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 

TRANSMITTED TO GOVERNOR 

VETOED BY GOVERNOR 

VETO OVERRIDE VOTE MAIL POLL IN PROGRESS 
VETO OVERRIDE FAILED IN LEGISLATURE 


AUTHORIZE TRANSFERS AND OTHER NECESSARY MEASURE TO IMPLEMENT 
HB 2 SECTION B 


3/24 
3/24 
3/25 
3/25 
3/28 
3/29 
3/29 
3/29 
3/30 
3/30 
3/31 
4/03 


4/04 
4/20 
4/21 
4/25 
4/27 
4/28 


5/02 
5/02 
5/03 
5/11 
5/11 
5/11 
5/12 
5/22 
6/05 
6/21 


HB 918 INTRODUCED BY BUCKLEY 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO APPROPRIATIONS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 16 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

2ND READING PASSED 70 
3RD READING PASSED 71 


TRANSMITTED TO SENATE 
REFERRED TO FINANCE AND CLAIMS 


HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 18 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED AS AMD 31 
38RD READING CONCURRED 35 
RETURNED TO HOUSE WITH AMENDMENTS 

2ND READING SENATE AMDS CONCURRED 84 
3RD READING PASSED AS AMENDED BY SENATE 91 


SENT TO ENROLLING 

RETURNED FROM ENROLLING 

SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 

TRANSMITTED TO GOVERNOR 

VETOED BY GOVERNOR 

VETO OVERRIDE VOTE MAIL POLL IN PROGRESS 
VETO OVERRIDE FAILED IN LEGISLATURE 


[C0122 DRAFTER: JOHNSON 


30 
28 


LC0558 DRAFTER: COLES 


ELIMINATING DPHHS REGISTRATION REQUIREMENT OF DAY-CARE HOMES FOR 
ZONING PURPOSES 


3/24 
3/24 


FISCAL NOTE PROBABLE 
INTRODUCED 


3/25 
3/25 
3/28 
3/29 
3/29 
3/29 
3/30 
3/31 
4/03 
4/04 


4/05 
4/07 
A/I17 
A/I17 
4/19 
4/20 


4/21 
4/28 
5/04 
5/04 
5/08 
5/18 
5/19 


HOUSE BILLS 753 


REFERRED TO HUMAN SERVICES 

FISCAL NOTE REQUESTED 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 20s 1 
COMMITTEE REPORT — BILL PASSED AS AMENDED 


2ND READING PASSED 78 22 
3RD READING PASSED 72 27 
TRANSMITTED TO SENATE 

REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 10 O 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 50 0 
38RD READING CONCURRED 46 1 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 553 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


HB 919 INTRODUCED BY FALK LC4629 DRAFTER: M. MOORE 


CONSTITUTIONAL AMENDMENT TO REFUND EXCESS GENERAL FUND REVENUE 


3/25 
3/27 
3/29 
4/06 


INTRODUCED 

REFERRED TO JUDICIARY 

BILL WITHDRAWN PER HOUSE RULE H30-50(3)(B) 

MISSED DEADLINE FOR REFERENDUM PROPOSAL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 920 INTRODUCED BY BEDEY LC4620 DRAFTER: HARDIN 


REVISE CAPITOL COMPLEX LAWS RECOGNIZING US SENATOR THOMAS CARTER 


3/25 
3/27 
3/28 
3/28 
3/30 
3/30 
3/30 
4/03 
4/03 
4/04 


4/05 
4/06 
4/07 
4/07 


INTRODUCED 

REFERRED TO LEGISLATIVE ADMINISTRATION 

HEARING 

TABLED IN COMMITTEE 16 0 
TAKEN FROM TABLE IN COMMITTEE 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 16 0 
COMMITTEE REPORT — BILL PASSED AS AMENDED 


2ND READING PASSED 97 3 
FISCAL NOTE REQUESTED 
3RD READING PASSED 95 4 


TRANSMITTED TO SENATE 

REFERRED TO LEGISLATIVE ADMINISTRATION 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 
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4/19 
4/19 
4/19 
4/21 
4/25 


4/28 
5/01 
5/01 
5/03 
5/11 
5/11 
5/11 
5/19 
5/22 
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HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 5 0 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED AS AMD 47 3 
38RD READING CONCURRED 45 4 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS CONCURRED 96 3 
3RD READING PASSED AS AMENDED BY SENATE 88 6 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 637 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


HB 921 INTRODUCED BY MERCER LC4634 DRAFTER: JOHNSON 


REVISE LAWS RELATED TO STATE SETTLEMENT MONEY 


3/26 
3/26 
3/27 
3/27 
3/29 
3/30 
3/30 
3/30 
3/30 
4/06 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO JUDICIARY 

HEARING 

TABLED IN COMMITTEE 19 O 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

MISSED DEADLINE FOR APPROPRIATION BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 922 INTRODUCED BY KEENAN LC3482 DRAFTER: O’°CONNELL 


REQUIRE DPHHS TO DEVELOP AND IMPLEMENT AN OLMSTEAD PLAN 


3/26 
3/26 
3/27 
3/27 
3/29 
3/29 
3/29 
3/29 
3/29 
3/29 
3/31 
4/03 


4/04 
4/12 
4/12 
4/12 
4/19 
4/20 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO APPROPRIATIONS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 20 0 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

COMMITTEE REPORT — BILL PASSED 

FISCAL NOTE PRINTED 

2ND READING PASSED 100 O 
3RD READING PASSED 98 0 


TRANSMITTED TO SENATE 
REFERRED TO FINANCE AND CLAIMS 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 19 O 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 50 =O 


38RD READING CONCURRED 47 0 


HOUSE BILLS 755 


RETURNED TO HOUSE 

4/21 SENT TO ENROLLING 
4/26 RETURNED FROM ENROLLING 
4/29 SIGNED BY SPEAKER 
5/04 SIGNED BY PRESIDENT 
5/08 TRANSMITTED TO GOVERNOR 
5/18 SIGNED BY GOVERNOR 
5/19 CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 554 

EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


HB 923 INTRODUCED BY HARVEY [C3179 DRAFTER: J. WALKER 
REVISE WORKERS COMPENSATION LAWS TO INCREASE BENEFITS 


3/26 FISCAL NOTE PROBABLE 
3/26 INTRODUCED 
3/27 FISCAL NOTE REQUESTED 
3/27 REFERRED TO BUSINESS AND LABOR 
3/29 HEARING 
3/30 FISCAL NOTE RECEIVED 
4/02 FISCAL NOTE PRINTED 
4/02 TABLED IN COMMITTEE 19 O 
4/06 MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 924 INTRODUCED BY M. REGIER LC2426 DRAFTER: MOHR 
PROHIBIT LEASE OR TRANSFER OF WATER RIGHT OUT OF STATE UNTIL 2048 


3/26 FISCAL NOTE PROBABLE 

3/26 INTRODUCED 

3/27 REFERRED TO NATURAL RESOURCES 
3/27 FISCAL NOTE REQUESTED 

3/29 HEARING 
3/29 COMMITTEE EXEC ACTION — BILL PASSED 10 5 
3/29 FISCAL NOTE RECEIVED 

3/30 COMMITTEE REPORT — BILL PASSED 

3/30 FISCAL NOTE SIGNED 

3/31 FISCAL NOTE PRINTED 

3/31 2ND READING PASSED AS AMENDED 98 1 
4/03 3RD READING PASSED 98 1 


TRANSMITTED TO SENATE 

4/04 REFERRED TO NATURAL RESOURCES 

4/12 HEARING 

4/19 TABLED IN COMMITTEE 10 O 
DIED IN STANDING COMMITTEE 


HB 925 INTRODUCED BY BREWSTER LC3333 DRAFTER: M. MOORE 
REVISE LAWS RELATED TO TAX INCREMENT PLEDGED TO PAYMENT OF BONDS 


3/26 FISCAL NOTE PROBABLE 
3/26 INTRODUCED 

3/27 FISCAL NOTE REQUESTED 
3/27 REFERRED TO TAXATION 
3/29 HEARING 

3/29 FISCAL NOTE RECEIVED 
3/30 FISCAL NOTE SIGNED 
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3/30 COMMITTEE EXEC ACTION — BILL PASSED 15 6 
3/30 COMMITTEE REPORT — BILL PASSED 

3/30 FISCAL NOTE PRINTED 

3/31 2ND READING PASSED 67 32 
4/03 38RD READING PASSED 70 29 


TRANSMITTED TO SENATE 
4/04 REFERRED TO TAXATION 
4/07 HEARING 
4/17 COMMITTEE EXEC ACTION — CONCURRED AS AMD (a) 
4/17 COMMITTEE REPORT — CONCURRED AS AMD 
4/18 REVISED FISCAL NOTE REQUESTED 
4/21 REVISED FISCAL NOTE RECEIVED 
4/23 REVISED FISCAL NOTE PRINTED 
4/25 2ND READING CONCUR AS AMENDED MOTION FAILED 23° 27 
4/25 2ND READING INDEFINITELY POSTPONED 82 18 
DIED IN PROCESS 


HB 926 INTRODUCED BY M. HOPKINS LC3108 DRAFTER: M. MOORE 
INCREASE MAXIMUM ELDERLY HOMEOWNER AND RENTER CREDIT 


3/26 FISCAL NOTE PROBABLE 
3/26 INTRODUCED 
3/27 FISCAL NOTE REQUESTED 
3/27 REFERRED TO TAXATION 
3/29 HEARING 
3/29 FISCAL NOTE RECEIVED 
3/30 COMMITTEE EXEC ACTION — BILL PASSED 11 10 
3/30 COMMITTEE REPORT — BILL PASSED 
3/31 REREFERRED TO APPROPRIATIONS 
3/31 FISCAL NOTE PRINTED 
3/31 HEARING 
4/01 TABLED IN COMMITTEE 12 11 
4/06 MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 927 INTRODUCED BY M. REGIER LC4630 DRAFTER: JOHNSON 
AUTHORIZE ADDITIONAL AUTHORITY FOR COAL TRUST HOUSING LOANS 


3/26 FISCAL NOTE PROBABLE 

3/26 INTRODUCED 

3/27 FISCAL NOTE REQUESTED 

3/27 REFERRED TO TAXATION 

3/28 HEARING 

3/28 COMMITTEE EXEC ACTION — BILL PASSED 21 O 
3/28 REREFERRED TO APPROPRIATIONS 

3/29 HEARING 

3/30 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 20) —O 
3/31 COMMITTEE REPORT — BILL PASSED AS AMENDED 


4/03 2ND READING PASSED 82 18 
4/04 REVISED FISCAL NOTE REQUESTED 
4/04 38RD READING PASSED 67 32 


TRANSMITTED TO SENATE 
4/05 REFERRED TO LOCAL GOVERNMENT 
4/11 REVISED FISCAL NOTE RECEIVED 
4/13 REVISED FISCAL NOTE PRINTED 
4/14 HEARING 


4/19 
4/20 
4/24 
4/24 
4/25 
4/25 
4/26 
4/27 


HB 928 INTRODUCED BY J. FITZPATRICK 


HOUSE BILLS 


COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 
REVISED FISCAL NOTE REQUESTED 

REREFERRED TO FINANCE AND CLAIMS 

HEARING 

REVISED FISCAL NOTE RECEIVED 

TABLED IN COMMITTEE 

REVISED FISCAL NOTE PRINTED 

DIED IN STANDING COMMITTEE 


CLARIFY BOGC AUTHORITY OVER PRODUCED WATERS 


3/26 
3/26 
3/26 
3/27 
3/29 
3/29 
3/30 
3/30 
4/02 
4/03 
4/04 


4/05 
4/12 
4/19 
4/20 
4/21 
4/24 


4/26 
5/01 
5/04 
5/04 
5/08 
5/18 
5/19 


HB 929 INTRODUCED BY GUNDERSON 


FISCAL NOTE PROBABLE 
INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO NATURAL RESOURCES 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 
FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO NATURAL RESOURCES 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 555 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


STUDY BILL ON THE IMPEACHMENT PROCESS 


3/26 
3/27 
3/30 
3/30 
3/30 
3/30 
3/31 
4/03 
4/04 


INTRODUCED 

REFERRED TO LEGISLATIVE ADMINISTRATION 
HEARING 

TABLED IN COMMITTEE 

TAKEN FROM TABLE IN COMMITTEE 
COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

3RD READING PASSED 


19 


58 


34 
34 


10 


62 


LC2200 DRAFTER: MOHR 


42 


16 
15 


LC2389 DRAFTER: EVERTS 
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TRANSMITTED TO SENATE 

4/05 REFERRED TO LEGISLATIVE ADMINISTRATION 

4/18 HEARING 

4/18 TABLED IN COMMITTEE 6 0 
DIED IN STANDING COMMITTEE 


HB 930 INTRODUCED BY GALLOWAY LC2846 DRAFTER: CARROLL 
REQUIRE ONLY ONE LICENSE PLATE 


3/26 FISCAL NOTE PROBABLE 
3/26 INTRODUCED 
3/27 REFERRED TO TRANSPORTATION 
3/27 FISCAL NOTE REQUESTED 
3/29 HEARING 
3/29 TABLED IN COMMITTEE 12 38 
4/06 MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 931 INTRODUCED BY GALLOWAY LC2889 DRAFTER: COLES 


PROVIDE A PARTIAL PROPERTY TAX EXEMPTION FOR HIGH EFFICIENCY 
TRANSMISSION LINES 


3/26 FISCAL NOTE PROBABLE 

3/26 INTRODUCED 

3/27 FISCAL NOTE REQUESTED 

3/27 REFERRED TO TAXATION 

3/29 HEARING 

3/30 TABLED IN COMMITTEE 21 0 

3/30 FISCAL NOTE RECEIVED 

3/30 FISCAL NOTE SIGNED 

3/30 FISCAL NOTE PRINTED 

4/06 MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 932 INTRODUCED BY READ [C4519 DRAFTER: E. SULLIVAN 
REVISE FUNERAL SERVICES LICENSING AND DEATH CERTIFICATE REPORTING 
LAWS 
3/27 FISCAL NOTE PROBABLE 
3/27 INTRODUCED 
3/27 FISCAL NOTE REQUESTED 
3/27 REFERRED TO BUSINESS AND LABOR 
3/29 BILL WITHDRAWN PER HOUSE RULE H30-50(8)(B) 
3/29 FISCAL NOTE RECEIVED 
3/31 FISCAL NOTE PRINTED 
4/06 MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 
HB 933 INTRODUCED BY READ LC3986 DRAFTER: HARDIN 


ADOPT THE ORIGINAL 13TH AMENDMENT 


3/27 INTRODUCED 

3/27 FISCAL NOTE REQUESTED 

3/27 REFERRED TO STATE ADMINISTRATION 

3/30 HEARING 

3/30 TABLED IN COMMITTEE 17 «1 


HB 934 INTRODUCED BY SHELDON-GALLOWAY 


HB 935 INTRODUCED BY SHELDON-GALLOWAY 


HB 936 INTRODUCED BY SHELDON-GALLOWAY 


HB 937 INTRODUCED BY SHELDON-GALLOWAY 


HOUSE BILLS 


3/30 FISCAL NOTE RECEIVED 
4/02 FISCAL NOTE PRINTED 
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4/06 MISSED DEADLINE FOR APPROPRIATION BILL TRANSMITTAL 


DIED IN STANDING COMMITTEE 


LC3761 DRAFTER: WEISS 


CONSTITUTIONAL AMENDMENT RELATING TO STRUCTURE OF REDISTRICTING 


COMMISSION 


3/27 INTRODUCED 

3/27 REFERRED TO JUDICIARY 
3/29 HEARING 

3/30 TABLED IN COMMITTEE 


17) 2 


4/06 MISSED DEADLINE FOR REFERENDUM PROPOSAL TRANSMITTAL 


DIED IN STANDING COMMITTEE 


LC3767 DRAFTER: ALLEN 


STUDY OF MARIJUANA IMPACTS DURING PREGNANCY INCLUDING LASTING 


IMPACTS 


3/27 INTRODUCED 

3/27 REFERRED TO HUMAN SERVICES 
3/28 HEARING 

3/30 TABLED IN COMMITTEE 


20 O 


4/06 MISSED DEADLINE FOR APPROPRIATION BILL TRANSMITTAL 


DIED IN STANDING COMMITTEE 


FUND FATHER-EDUCATION PROGRAMS IN STATE PRISONS 


3/27 INTRODUCED 

3/27 REFERRED TO JUDICIARY 

3/29 HEARING 

3/30 COMMITTEE EXEC ACTION — BILL PASSED 
3/30 COMMITTEE REPORT — BILL PASSED 

3/31 REREFERRED TO APPROPRIATIONS 

3/31 HEARING 

3/31 TABLED IN COMMITTEE 


LC3779 DRAFTER: ALLEN 


18 #1 


17 6 


4/06 MISSED DEADLINE FOR APPROPRIATION BILL TRANSMITTAL 


DIED IN STANDING COMMITTEE 


PROVIDE FOR LICENSURE OF ABORTION CLINICS 


3/27 INTRODUCED 

3/27 REFERRED TO JUDICIARY 

3/29 HEARING 

3/30 COMMITTEE EXEC ACTION — BILL PASSED 
3/30 COMMITTEE REPORT — BILL PASSED 

4/03 2ND READING PASSED 

4/04 38RD READING PASSED 


TRANSMITTED TO SENATE 
4/05 REFERRED TO JUDICIARY 
4/13 HEARING 
4/13 COMMITTEE EXEC ACTION — BILL CONCURRED 


LC3821 DRAFTER: SANDRU 
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4/14 
4/19 
4/20 


4/21 
4/28 
5/04 
5/04 
5/05 
5/16 
5/16 


HB 938 INTRODUCED BY KASSMIER 


MONTANA HISTORY AND FINAL STATUS 2023 


COMMITTEE REPORT — BILL CONCURRED 
2ND READING CONCURRED 
38RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 492 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


GENERALLY REVISE ENCROACHMENT PERMIT LAW 


3/27 
3/27 
3/27 
3/28 
3/28 
3/29 
3/29 
3/30 
3/30 
3/31 
4/03 


4/04 
4/14 
4/19 
4/20 
4/21 
4/24 


4/26 
5/01 
5/04 
5/04 
5/08 
5/18 
5/19 


HB 939 INTRODUCED BY GILLETTE 


PROVIDE FOR IMPLEMENTATION OF CERTIFIED COMMUNITY BEHAVIORAL 


INTRODUCED 

FISCAL NOTE REQUESTED 
REFERRED TO LOCAL GOVERNMENT 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO LOCAL GOVERNMENT 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 556 
EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


HEALTH CLINIC MODEL 


3/27 
3/27 
3/29 
3/29 


INTRODUCED 

REFERRED TO APPROPRIATIONS 
HEARING 

TABLED IN COMMITTEE 


29 21 
27 20 


LC2651 DRAFTER: CARROLL 


16 0 
99 0 
99 0 

9 O 
50 0 
49 0 


LC2082 DRAFTER: O’°CONNELL 


13 10 


4/06 


HB 940 INTRODUCED BY CARTER 


PROHIBIT SMOKING AND VAPING IN CARS WITH MINORS OR PREGNANT 


PERSONS 


3/27 
3/27 
3/27 
3/27 
3/28 
3/29 
3/30 
3/30 
3/30 
4/06 


HB 941 INTRODUCED BY FRAZER 


HOUSE BILLS 


MISSED DEADLINE FOR APPROPRIATION BILL TRANSMITTAL 


DIED IN STANDING COMMITTEE 


FISCAL NOTE PROBABLE 
INTRODUCED 

REFERRED TO HUMAN SERVICES 
FISCAL NOTE REQUESTED 
HEARING 
FISCAL NOTE RECEIVED 
TABLED IN COMMITTEE 
FISCAL NOTE SIGNED 
FISCAL NOTE PRINTED 


20 


MISSED DEADLINE FOR APPROPRIATION BILL TRANSMITTAL 


DIED IN STANDING COMMITTEE 


ESTABLISH A DOG TRAINING AND SOCIALIZATION PROGRAM IN THE STATE 


PRISON 


3/27 
3/27 
3/30 
3/30 
3/30 
4/03 
4/04 


4/05 
4/06 
4/13 
4/13 
4/14 
4/19 
4/21 


4/28 
4/28 
4/29 
5/01 
5/01 
5/02 
5/02 
5/02 
5/03 
5/11 
5/12 
5/23 
5/26 
6/05 
6/05 


INTRODUCED 
REFERRED TO STATE ADMINISTRATION 
HEARING 


COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 


2ND READING PASSED 
38RD READING PASSED 


TRANSMITTED TO SENATE 
REFERRED TO LOCAL GOVERNMENT 
REREFERRED TO JUDICIARY 
HEARING 


COMMITTEE EXEC ACTION — CONCURRED AS AMD 


COMMITTEE REPORT — CONCURRED AS AMD 
2ND READING CONCURRED AS AMD 
38RD READING CONCURRED 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS NOT CONCURRED 
CONFERENCE COMMITTEE APPOINTED 
CONFERENCE COMMITTEE APPOINTED 
HEARING 
CONFERENCE COMMITTEE REPORT RECEIVED 
CONFERENCE COMMITTEE REPORT RECEIVED 
2ND READING SENATE AMDS CONCURRED 
3RD READING PASSED AS AMENDED BY SENATE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 766 

EFFECTIVE DATE: 10/01/2023 - ALL SECTIONS 


86 
78 


761 


[C3178 DRAFTER: CARROLL 


0 


LC4083 DRAFTER: ALLEN 


14 


15 


30 


24 
24 
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HB 942 INTRODUCED BY MALONE LC2588 DRAFTER: MOHR 
REVISE WATER COMMISSIONER LAWS 


3/27 INTRODUCED 
3/27 REFERRED TO NATURAL RESOURCES 
3/27 FISCAL NOTE REQUESTED 
3/29 HEARING 
3/29 COMMITTEE EXEC ACTION — BILL PASSED 15 0 
3/29 FISCAL NOTE RECEIVED 
3/30 FISCAL NOTE SIGNED 
3/30 COMMITTEE REPORT — BILL PASSED 
4/02 FISCAL NOTE PRINTED 
4/03 2ND READING PASSED 52 47 
4/04 38RD READING FAILED 41 57 
4/06 MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 
DIED IN PROCESS 


HB 943 INTRODUCED BY FERN LC3669 DRAFTER: M. MOORE 
REVISE TAXATION OF PROPERTY USED AS A SHORT-TERM RENTAL 


3/27 FISCAL NOTE PROBABLE 
3/27 INTRODUCED 

3/27 FISCAL NOTE REQUESTED 
3/27 REFERRED TO TAXATION 
3/29 HEARING 
3/29 FISCAL NOTE RECEIVED 

3/30 FISCAL NOTE SIGNED 

3/30 FISCAL NOTE PRINTED 

3/30 COMMITTEE EXEC ACTION — BILL PASSED 14° «7 
3/30 COMMITTEE REPORT — BILL PASSED 

3/31 REREFERRED TO APPROPRIATIONS 

3/31 HEARING 


4/01 COMMITTEE EXEC ACTION — BILL PASSED 20 0 
4/03 COMMITTEE REPORT — BILL PASSED 

4/03 2ND READING PASSED 75 25 
4/04 38RD READING PASSED 73° 26 


TRANSMITTED TO SENATE 

4/05 REFERRED TO TAXATION 

4/12 HEARING 

4/17 TABLED IN COMMITTEE 8 4 
DIED IN STANDING COMMITTEE 


HB 944 INTRODUCED BY TUSS LC2208 DRAFTER: MCCRACKEN 


ESTABLISH THE MONTANA IN-DEMAND SKILLED TRADES INVESTMENT PILOT 
PROGRAM 


3/27 FISCAL NOTE PROBABLE 

3/27 INTRODUCED 

3/27 FISCAL NOTE REQUESTED 

3/28 REFERRED TO EDUCATION 

3/29 HEARING 

3/29 COMMITTEE EXEC ACTION — BILL PASSED 11 2 
3/29 FISCAL NOTE RECEIVED 

3/30 COMMITTEE REPORT — BILL PASSED 

3/30 REREFERRED TO APPROPRIATIONS 


3/30 
3/30 
3/31 
3/31 
4/03 
4/04 


4/05 
4/21 
4/21 
4/24 
4/25 
4/26 
4/26 


HOUSE BILLS 763 


HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 14. 9 
COMMITTEE REPORT — BILL PASSED 

FISCAL NOTE PRINTED 

2ND READING PASSED 86 13 
3RD READING PASSED 80 19 


TRANSMITTED TO SENATE 

REFERRED TO EDUCATION AND CULTURAL RESOURCES 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 10 1 
COMMITTEE REPORT — BILL CONCURRED 

REREFERRED TO FINANCE AND CLAIMS 

HEARING 

TABLED IN COMMITTEE 12. «7 
DIED IN STANDING COMMITTEE 


HB 945 INTRODUCED BY LOGE [C2293 DRAFTER: HENNEMAN 


REVISE GRIZZLY BEAR LAWS AND PROVIDE FOR THE TRANSLOCATION OF BEARS 


3/27 
3/27 
3/27 
3/28 
3/29 
3/30 
3/31 
4/06 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO FISH, WILDLIFE AND PARKS 

BILL WITHDRAWN PER HOUSE RULE H30-50(3)(B) 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

MISSED DEADLINE FOR APPROPRIATION BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 946 INTRODUCED BY BEDEY LC1434 DRAFTER: JOHNSON 


IMPLEMENT PROVISIONS OF HB2 - SECTION E - EDUCATION 


3/27 
3/28 
3/29 
3/29 
3/29 
3/31 
4/03 


4/04 
4/20 
4/21 
4/25 
4/27 
4/28 


5/01 
5/02 
5/02 
5/02 
5/02 
5/02 
5/02 
5/02 


INTRODUCED 

REFERRED TO APPROPRIATIONS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 20° 8 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED 75 25 
38RD READING PASSED 86 13 


TRANSMITTED TO SENATE 
REFERRED TO FINANCE AND CLAIMS 


HEARING 

COMMITTEE EXEC ACTION — CONCURRED AS AMD 13 6 
COMMITTEE REPORT — CONCURRED AS AMD 

2ND READING CONCURRED 29 21 
3RD READING CONCURRED 33 16 


RETURNED TO HOUSE WITH AMENDMENTS 

FISCAL NOTE RECEIVED 

2ND READING SENATE AMDS NOT CONCURRED 96 2 
CONFERENCE COMMITTEE APPOINTED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

CONFERENCE COMMITTEE APPOINTED 

HEARING 

RECONSIDERED PREVIOUS ACTION; REMAINS IN 2ND 
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5/02 
5/02 
5/03 
5/11 
5/11 
5/11 
5/12 
5/22 
5/22 


MONTANA HISTORY AND FINAL STATUS 2023 


READING PROCESS 91 4 
2ND READING SENATE AMDS CONCURRED 92 6 
38RD READING PASSED AS AMENDED BY SENATE 91 5 


SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 745 


EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


HB 947 INTRODUCED BY NIKOLAKAKOS 


REVISE ELECTION LAWS 


3/27 
3/28 
3/30 
3/30 
3/30 
3/31 
4/03 


4/04 
4/12 
4/12 
4/13 
4/21 
4/24 


4/26 
5/01 
5/04 
5/04 
5/08 
5/18 
5/19 


LC2608 DRAFTER: POWER 


INTRODUCED 

REFERRED TO STATE ADMINISTRATION 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 14 4 


COMMITTEE REPORT — BILL PASSED 


2ND READING PASSED 67 32 
38RD READING PASSED 69 29 
TRANSMITTED TO SENATE 

REFERRED TO STATE ADMINISTRATION 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 8 2 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 34 16 
3RD READING CONCURRED 31 18 


RETURNED TO HOUSE 

SENT TO ENROLLING 

RETURNED FROM ENROLLING 

SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 

TRANSMITTED TO GOVERNOR 

SIGNED BY GOVERNOR 

CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 557 


EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


HB 948 INTRODUCED BY GALLOWAY 


LC2867 DRAFTER: E. SULLIVAN 


REVISE MARIJUANA LAWS REGARDING SYNTHETIC MARIJUANA PRODUCTS 


3/27 
3/27 
3/27 
3/28 
3/30 
3/30 
3/30 
3/30 
3/31 
3/31 
3/31 
3/31 


FISCAL NOTE PROBABLE 
INTRODUCED 
FISCAL NOTE REQUESTED 


REFERRED TO BUSINESS AND LABOR 


HEARING 


COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 19 0O 
COMMITTEE REPORT — BILL PASSED AS AMENDED 


FISCAL NOTE RECEIVED 


REREFERRED TO APPROPRIATIONS 


FISCAL NOTE SIGNED 
FISCAL NOTE PRINTED 
HEARING 


HOUSE BILLS 765 


3/31 COMMITTEE EXEC ACTION — BILL PASSED 16 «7 
4/03 COMMITTEE REPORT — BILL PASSED 

4/03 REVISED FISCAL NOTE REQUESTED 

4/03 2ND READING PASSED 77 23 
4/04 38RD READING PASSED 76 23 


TRANSMITTED TO SENATE 
4/05 REFERRED TO LOCAL GOVERNMENT 
4/14 HEARING 
4/19 COMMITTEE EXEC ACTION — CONCURRED AS AMD 8 1 
4/20 COMMITTEE REPORT — CONCURRED AS AMD 
4/20 REREFERRED TO FINANCE AND CLAIMS 
4/21 HEARING 


4/21 COMMITTEE EXEC ACTION — BILL CONCURRED 12. =7 

4/24 COMMITTEE REPORT — BILL CONCURRED 

4/25 2ND READING CONCURRED AS AMD 34 16 

4/27 3RD READING CONCURRED 388 12 
RETURNED TO HOUSE WITH AMENDMENTS 

5/02 2ND READING SENATE AMDS CONCURRED 84 15 

5/02 38RD READING PASSED AS AMENDED BY SENATE 81 15 


5/03 SENT TO ENROLLING 
5/11 RETURNED FROM ENROLLING 
5/11 SIGNED BY SPEAKER 
5/11 SIGNED BY PRESIDENT 
5/12 TRANSMITTED TO GOVERNOR 
5/22 SIGNED BY GOVERNOR 
5/22 CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 746 
EFFECTIVE DATE: 5/22/2023 - ALL SECTIONS 


HB 949 INTRODUCED BY BEDEY LC1429 DRAFTER: MCCRACKEN 
GENERALLY REVISE EDUCATION LAWS RELATED TO DATA GOVERNANCE 


3/27 INTRODUCED 

3/28 REFERRED TO EDUCATION 

3/29 HEARING 

3/29 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 10° 3 
3/30 COMMITTEE REPORT — BILL PASSED AS AMENDED 

3/30 REREFERRED TO APPROPRIATIONS 

3/30 HEARING 


3/30 COMMITTEE EXEC ACTION — BILL PASSED 21 2 
3/31 COMMITTEE REPORT — BILL PASSED 

4/03 2ND READING PASSED 95 4 
4/04 38RD READING PASSED 92 5 


TRANSMITTED TO SENATE 
4/05 REFERRED TO EDUCATION AND CULTURAL RESOURCES 
4/12 HEARING 


4/14 COMMITTEE EXEC ACTION — CONCURRED AS AMD 11 0 
4/14 COMMITTEE REPORT — CONCURRED AS AMD 
4/19 2ND READING CONCURRED 31 19 


4/19 REREFERRED TO FINANCE AND CLAIMS 
4/19 HEARING 


4/19 TABLED IN COMMITTEE 11 8 
4/27 TAKEN FROM TABLE IN COMMITTEE 19 O 
4/27 COMMITTEE EXEC ACTION — CONCURRED AS AMD 13 6 


4/28 COMMITTEE REPORT — CONCURRED AS AMD 
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4/28 
4/28 


5/02 
5/02 
5/03 
5/11 
5/11 
5/11 
5/12 
5/22 
5/22 


MONTANA HISTORY AND FINAL STATUS 2023 


2ND READING CONCURRED 31 19 
3RD READING CONCURRED 39° 9 
RETURNED TO HOUSE WITH AMENDMENTS 

2ND READING SENATE AMDS CONCURRED 98 0 
38RD READING PASSED AS AMENDED BY SENATE 94 2 


SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 747 
EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


HB 950 INTRODUCED BY M. HOPKINS LC3123 DRAFTER: MCCRACKEN 


ESTABLISH THE STUDENT AND ADMINISTRATION EQUALITY ACT 


3/27 
3/27 
3/28 
3/28 
3/29 
3/30 
3/30 
3/30 
3/30 
3/30 
4/03 
4/04 


4/05 
4/21 
4/21 


FISCAL NOTE PROBABLE 

INTRODUCED 

REFERRED TO JUDICIARY 

FISCAL NOTE REQUESTED 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 11 8 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 66 33 
3RD READING PASSED 65 34 


TRANSMITTED TO SENATE 

REFERRED TO EDUCATION AND CULTURAL RESOURCES 
HEARING 

TABLED IN COMMITTEE 7 ~=#«4 
DIED IN STANDING COMMITTEE 


HB 951 INTRODUCED BY SHELDON-GALLOWAY LC4198 DRAFTER: PALLISTER 


MAKE THE ROUND DANCE THE OFFICIAL STATE DANCE OF MONTANA 


3/27 
3/27 
3/28 
3/28 
3/29 
3/29 
3/29 
3/31 
3/31 
3/31 
3/31 
4/03 
4/06 


FISCAL NOTE PROBABLE 

INTRODUCED 

REFERRED TO STATE ADMINISTRATION 

FISCAL NOTE REQUESTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 15 38 
COMMITTEE REPORT — BILL PASSED 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

2ND READING PASSED 61 37 
3RD READING FAILED 25 738 
MISSED DEADLINE FOR APPROPRIATION BILL TRANSMITTAL 
DIED IN PROCESS 


HB 952 INTRODUCED BY SPRUNGER 


HOUSE BILLS 


CREATE GRANT PROGRAM FOR AUTISM FACILITIES 


3/27 
3/27 
3/28 
3/28 
3/29 
3/29 
3/29 
3/29 
3/30 
3/31 
3/31 
3/31 
3/31 
4/03 
4/03 
4/04 


4/05 
4/12 
4/19 
4/19 
4/19 
4/20 
4/21 
4/25 
4/26 
4/27 


5/02 
5/02 
5/03 
5/09 
5/11 
5/11 
5/12 
5/22 
5/22 


HB 953 INTRODUCED BY GALLOWAY 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO HUMAN SERVICES 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 
REREFERRED TO APPROPRIATIONS 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO SENATE 


REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 


HEARING 


COMMITTEE EXEC ACTION — BILL CONCURRED 


COMMITTEE REPORT — BILL CONCURRED 
REREFERRED TO FINANCE AND CLAIMS 
HEARING 


COMMITTEE EXEC ACTION — CONCURRED AS AMD 
COMMITTEE REPORT — CONCURRED AS AMD 


2ND READING CONCURRED 
38RD READING CONCURRED 


RETURNED TO HOUSE WITH AMENDMENTS 
2ND READING SENATE AMDS CONCURRED 


3RD READING PASSED AS AMENDED BY SENATE 


SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 

CHAPTER NUMBER 748 


EFFECTIVE DATE: 7/01/2023 - ALL SECTIONS 


15 


10 


13 
30 
32 


62 
63 
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LC3735 DRAFTER: O°CONNELL 


33 
30 


36 
33 


LC4635 DRAFTER: POWER 


CREATE ELECTION SECURITY AND INTEGRITY COMPLAINT AND ENFORCEMENT 


PROCESS 


BY REQUEST OF SENATE JOINT SELECT COMMITTEE ON ELECTION SECURITY 


3/27 
3/27 
3/28 
3/28 
3/30 
3/30 
3/30 


FISCAL NOTE PROBABLE 

INTRODUCED 

REFERRED TO STATE ADMINISTRATION 
FISCAL NOTE REQUESTED 

HEARING 


COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 


13 


5 


768 


3/31 
3/31 
3/31 
3/31 
3/31 
4/01 
4/06 
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FISCAL NOTE RECEIVED 

REREFERRED TO APPROPRIATIONS 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

TABLED IN COMMITTEE 19 4 
MISSED DEADLINE FOR APPROPRIATION BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 954 INTRODUCED BY J. CARLSON [C1120 DRAFTER: SANKEY KEIP 


REVISE DAY-CARE FACILITY IMMUNIZATION REQUIREMENTS 


3/27 
3/27 
3/28 
3/28 
3/29 
3/29 
3/29 
3/29 
3/30 
3/30 
3/30 
4/02 
4/06 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO HUMAN SERVICES 

FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

HEARING 

TABLED IN COMMITTEE 19 O 
REVISED FISCAL NOTE REQUESTED 

REVISED FISCAL NOTE RECEIVED 

REVISED FISCAL NOTE PRINTED 

MISSED DEADLINE FOR APPROPRIATION BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 955 INTRODUCED BY COHENOUR LC1208 DRAFTER: O°?CONNELL 


LEGALIZE PSILOCYBIN USE FOR PTSD/MENTAL ILLNESS TREATMENT 


3/27 
3/27 
3/28 
3/28 
3/29 
3/30 
3/31 
4/05 
4/06 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO HUMAN SERVICES 

HEARING 

TABLED IN COMMITTEE 19 O 
FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


HB 956 INTRODUCED BY J. CARLSON LC4382 DRAFTER: M. MOORE 


REVISE PROPERTY TAX PAYMENT PROCEDURE FOR DELINQUENT TAXES 


3/28 
3/28 
3/30 
3/30 
4/06 


INTRODUCED 

REFERRED TO TAXATION 

HEARING 

TABLED IN COMMITTEE 21 0 
MISSED DEADLINE FOR APPROPRIATION BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 957 INTRODUCED BY GREEN [C1157 DRAFTER: CARROLL 


PROVIDE AN APPROPRIATION FOR AERIAL ENFORCEMENT OF SPEEDING LAWS 
ON HIGHWAY 212 


3/28 


INTRODUCED 


HOUSE BILLS 769 


3/28 REFERRED TO TRANSPORTATION 

3/29 HEARING 

3/29 COMMITTEE EXEC ACTION — BILL PASSED 10 5 

3/30 COMMITTEE REPORT — BILL PASSED 

3/30 REREFERRED TO APPROPRIATIONS 

3/31 HEARING 

3/31 TABLED IN COMMITTEE 21 0 

4/06 MISSED DEADLINE FOR APPROPRIATION BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 958 INTRODUCED BY BUTTREY LC0750 DRAFTER: J. WALKER 
CREATING COUNTY RECREATION ALL-BEVERAGES LICENSES 


3/28 INTRODUCED 

3/28 FISCAL NOTE REQUESTED 

3/28 REFERRED TO BUSINESS AND LABOR 

3/30 FISCAL NOTE RECEIVED 

3/30 BILL WITHDRAWN PER HOUSE RULE H30-50(8)(B) 

4/02 FISCAL NOTE PRINTED 

4/06 MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 959 INTRODUCED BY T. SMITH LC3062 DRAFTER: HESS 


ALLOW REGULATION OF ROADSIDE SOLICITATION IN UNINCORPORATED 
PLACES 


3/28 FISCAL NOTE PROBABLE 

3/28 INTRODUCED 

3/28 FISCAL NOTE REQUESTED 

3/28 REFERRED TO LOCAL GOVERNMENT 

3/28 HEARING 

3/28 COMMITTEE EXEC ACTION — BILL PASSED 11 65 

3/29 COMMITTEE REPORT — BILL PASSED 

3/30 FISCAL NOTE RECEIVED 

3/30 FISCAL NOTE SIGNED 

3/30 FISCAL NOTE PRINTED 

3/31 2ND READING PASSED 63 37 

4/03 38RD READING FAILED 32 67 

4/06 MISSED DEADLINE FOR APPROPRIATION BILL TRANSMITTAL 
DIED IN PROCESS 


HB 960 INTRODUCED BY FRANCE [C0141 DRAFTER: COLES 


REVISE PROPERTY TAX LAWS TO PROVIDE FOR RECREATIONAL LAND 
CLASSIFICATION 


3/28 FISCAL NOTE PROBABLE 
3/28 INTRODUCED 
3/28 REFERRED TO TAXATION 
3/28 FISCAL NOTE REQUESTED 
3/30 HEARING 
3/30 TABLED IN COMMITTEE 21 0 
3/30 FISCAL NOTE RECEIVED 
4/02 FISCAL NOTE PRINTED 
4/06 MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 
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HB 961 INTRODUCED BY WALSH LC2358 DRAFTER: GRAFF 


CREATE THE MONTANA ENERGY AND INFRASTRUCURE FUND 


3/28 
3/28 
3/28 
3/28 
3/29 
3/29 
3/29 
3/30 
3/30 
4/06 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO ENERGY, TECHNOLOGY AND FEDERAL RELATIONS 
HEARING 

TABLED IN COMMITTEE 9 4 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

MISSED DEADLINE FOR APPROPRIATION BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 962 INTRODUCED BY HELLEGAARD LC4269 DRAFTER: GRAFF 


GENERALLY REVISING ENERGY LAWS 


3/28 
3/28 
3/28 
3/28 
3/29 
3/29 
4/06 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO ENERGY, TECHNOLOGY AND FEDERAL RELATIONS 
HEARING 

TABLED IN COMMITTEE 13 (0 
MISSED DEADLINE FOR APPROPRIATION BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 963 INTRODUCED BY M. REGIER LC0928 DRAFTER: JOHNSON 


GENERALLY REVISE STATE FINANCING LAWS AND CREATE TAX REBATE FUND 


3/28 
3/28 
3/28 
3/28 
3/30 
3/30 
3/30 
3/30 
3/31 
3/31 
3/31 
3/31 
3/31 
3/31 
4/01 
4/03 
4/03 
4/04 


4/06 
4/18 
4/21 


FISCAL NOTE PROBABLE 
INTRODUCED 

REFERRED TO TAXATION 
FISCAL NOTE REQUESTED 
HEARING 
TABLED IN COMMITTEE 21 0 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

COMMITTEE EXEC ACTION — BILL PASSED 12 9 
TAKEN FROM TABLE IN COMMITTEE 

FISCAL NOTE PRINTED 

COMMITTEE REPORT — BILL PASSED 

REREFERRED TO APPROPRIATIONS 


HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 16 «7 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 67 33 
38RD READING PASSED 68 31 


TRANSMITTED TO SENATE 

REFERRED TO TAXATION 

HEARING 

TABLED IN COMMITTEE 7 5 
DIED IN STANDING COMMITTEE 


HOUSE BILLS 771 


HB 964 INTRODUCED BY GIST LC3196 DRAFTER: O;CCONNELL 


PROVIDE FOR LICENSURE OF CNAS AND PAID FEEDING ASSISTANTS 


3/28 
3/28 
3/28 
3/29 
3/29 
3/31 
4/05 
4/06 


FISCAL NOTE PROBABLE 

INTRODUCED 

FISCAL NOTE REQUESTED 

REFERRED TO BUSINESS AND LABOR 

BILL WITHDRAWN PER HOUSE RULE H30-50(3)(B) 
FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HB 965 INTRODUCED BY SCHILLINGER LC0915 DRAFTER: KREZOWSKI 
CONSTITUTIONAL AMENDMENT TO REMOVE SUPREME COURT RULEMAKING 
AUTHORITY 

3/28 INTRODUCED 
3/29 REFERRED TO JUDICIARY 
3/30 HEARING 
3/30 COMMITTEE EXEC ACTION — BILL PASSED 12. «7 
3/30 COMMITTEE REPORT — BILL PASSED 
4/03 2ND READING NOT PASSED 45 55 
4/06 MISSED DEADLINE FOR REFERENDUM PROPOSAL TRANSMITTAL 
DIED IN PROCESS 
HB 966 INTRODUCED BY K. SULLIVAN LC1506 DRAFTER: GRAFF 


PROVIDING AGRICULTURAL DATA COLLECTION PROTECTIONS 


3/28 
3/28 
3/29 
3/30 
3/30 
3/30 
4/06 
4/06 
4/11 


FISCAL NOTE PROBABLE 

INTRODUCED 

REFERRED TO AGRICULTURE 

FISCAL NOTE REQUESTED 

HEARING 

TABLED IN COMMITTEE 19 O 
MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

DIED IN STANDING COMMITTEE 


HB 967 INTRODUCED BY BUCKLEY LC2627 DRAFTER: JOHNSON 


CREATE CHILD CARE SUBTRUST 


3/28 
3/28 
3/29 
3/29 
3/30 
3/30 
3/30 
3/30 
3/30 
3/30 
4/03 
4/03 
4/04 


FISCAL NOTE PROBABLE 
INTRODUCED 

REFERRED TO TAXATION 
FISCAL NOTE REQUESTED 
HEARING 
COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 13) sO#88 
FISCAL NOTE RECEIVED 

FISCAL NOTE SIGNED 

FISCAL NOTE PRINTED 

COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING NOT PASSED 40 60 
REVISED FISCAL NOTE REQUESTED 

REVISED FISCAL NOTE RECEIVED 
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4/05 REVISED FISCAL NOTE PRINTED 
4/06 MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 
DIED IN PROCESS 


HB 968 INTRODUCED BY A. REGIER LC3370 DRAFTER: SANDRU 
REVISE ABORTION LAWS CONCERNING PARENTAL CONSULTATION 


3/28 FISCAL NOTE PROBABLE 

3/28 INTRODUCED 

3/29 REFERRED TO JUDICIARY 

3/29 FISCAL NOTE REQUESTED 

3/30 HEARING 

3/30 COMMITTEE EXEC ACTION — BILL PASSED 13 6 
3/30 COMMITTEE REPORT — BILL PASSED 

3/31 FISCAL NOTE RECEIVED 

3/31 FISCAL NOTE SIGNED 

3/31 FISCAL NOTE PRINTED 

3/31 2ND READING PASSED 68 32 
4/03 3RD READING PASSED 67 31 


TRANSMITTED TO SENATE 
4/04 REFERRED TO JUDICIARY 
4/07 HEARING 


4/13 COMMITTEE EXEC ACTION — BILL CONCURRED 7 ~#«4 
4/14 COMMITTEE REPORT — BILL CONCURRED 

4/21 2ND READING CONCURRED 29 21 
4/24 3RD READING CONCURRED 31 18 


RETURNED TO HOUSE 
4/26 SENT TO ENROLLING 
5/01 RETURNED FROM ENROLLING 
5/04 SIGNED BY SPEAKER 
5/04 SIGNED BY PRESIDENT 
5/08 TRANSMITTED TO GOVERNOR 
5/16 VETOED BY GOVERNOR 
6/05 VETO OVERRIDE VOTE MAIL POLL IN PROGRESS 
6/14 VETO OVERRIDE FAILED IN LEGISLATURE 


HB 969 INTRODUCED BY K. ZOLNIKOV LC1863 DRAFTER: J. WALKER 
CREATING A THIRD-PARTY ALCOHOL DELIVERY LICENSE 


3/28 FISCAL NOTE PROBABLE 

3/28 INTRODUCED 

3/29 REFERRED TO BUSINESS AND LABOR 

3/29 FISCAL NOTE REQUESTED 

3/30 HEARING 

3/30 COMMITTEE EXEC ACTION — BILL PASSED 19 O 
3/30 COMMITTEE REPORT — BILL PASSED 

3/30 FISCAL NOTE RECEIVED 

4/02 FISCAL NOTE PRINTED 

4/03 2ND READING PASSED 78 22 
4/04 3RD READING PASSED 77° 22 


TRANSMITTED TO SENATE 

4/05 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 

4/07 HEARING 

4/19 TABLED IN COMMITTEE (i) 
DIED IN STANDING COMMITTEE 


HB 970 INTRODUCED BY OBLANDER 


PROVIDE A PROPERTY TAX EXEMPTION FOR CERTAIN OWNER-OCCUPIED 


HOUSE BILLS 


RESIDENTIAL PROPERTY 


3/28 
3/28 
3/29 
3/29 
3/30 
3/30 
3/30 
4/02 
4/06 


HB 971 INTRODUCED BY KASSMIER 


FISCAL NOTE PROBABLE 
INTRODUCED 

REFERRED TO TAXATION 
FISCAL NOTE REQUESTED 
HEARING 
TABLED IN COMMITTEE 

FISCAL NOTE RECEIVED 

FISCAL NOTE PRINTED 

MISSED DEADLINE FOR REVENUE BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


REVISE ENVIRONMENTAL POLICY ACT 


4/14 
4/14 
4/17 
AI17 
4/18 
4/21 
4/24 


4/24 
4/26 
4/26 
4/26 
4/27 
4/28 


5/01 
5/02 
5/04 
5/04 
5/08 
5/08 
5/09 


INTRODUCED 

REFERRED TO NATURAL RESOURCES 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 
COMMITTEE REPORT — BILL PASSED AS AMENDED 

2ND READING PASSED AS AMENDED 

38RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO JUDICIARY 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO HOUSE 
SENT TO ENROLLING 
RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 
SIGNED BY PRESIDENT 
TRANSMITTED TO GOVERNOR 
SIGNED BY GOVERNOR 
CHAPTER NUMBER ASSIGNED 
CHAPTER NUMBER 450 
EFFECTIVE DATE: 5/10/2023 - ALL SECTIONS 


21 


10 


70 


34 
34 
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LC4540 DRAFTER: M. MOORE 


LC2722 DRAFTER: KOLMAN 


29 
28 


16 
15 


HJ 1 


HJ 2 


HJ 4 


HOUSE JOINT RESOLUTIONS 
INTRODUCED BY SHELDON-GALLOWAY LC0363 DRAFTER: MCCRACKEN 
REQUEST INTERIM STUDY ON MISSING YOUTH 
BY REQUEST OF STATE-TRIBAL RELATIONS COMMITTEE 
11/28 INTRODUCED 


12/19 REFERRED TO JUDICIARY 
1/05 HEARING 


1/06 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 19 O 
1/06 COMMITTEE REPORT — BILL PASSED AS AMENDED 

1/10 2ND READING PASSED 98 1 
1/11 38RD READING PASSED 96 2 


TRANSMITTED TO SENATE 
1/12 REFERRED TO JUDICIARY 
1/20 HEARING 


1/20 COMMITTEE EXEC ACTION — BILL CONCURRED 11 0 
1/23 COMMITTEE REPORT — BILL CONCURRED 

2/08 2ND READING CONCURRED 50 0 
2/09 3RD READING CONCURRED 50 =O 


RETURNED TO HOUSE 
2/18 SENT TO ENROLLING 
2/27 RETURNED FROM ENROLLING 
3/08 SIGNED BY SPEAKER 
3/14 SIGNED BY PRESIDENT 
38/15 FILED WITH SECRETARY OF STATE 


INTRODUCED BY BEARD LC1439 DRAFTER: M. MOORE 
REVENUE ESTIMATING RESOLUTION 
BY REQUEST OF REVENUE INTERIM COMMITTEE 
12/07 INTRODUCED 
12/20 REFERRED TO TAXATION 
4/19 HEARING 
4/21 COMMITTEE EXEC ACTION — BILL PASSED 21 0 
4/21 COMMITTEE REPORT — BILL PASSED 
DIED IN PROCESS 
INTRODUCED BY FRANCE LC1938 DRAFTER: HARDIN 
RESOLUTION TO SUPPORT UKRAINE AND U.S. POLICIES THAT AID UKRAINE 
1/13 INTRODUCED 
1/17 REFERRED TO ENERGY, TECHNOLOGY AND FEDERAL RELATIONS 
1/30 HEARING 
2/06 TABLED IN COMMITTEE 8 5 
3/11 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 
INTRODUCED BY MARLER LC4449 DRAFTER: PALLISTER 
JOINT RESOLUTION IN SUPPORT OF THE MONTANA TRAIL 406 NETWORK 


1/25 INTRODUCED 
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1/27 
2/01 
2/22 
3/11 
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REFERRED TO NATURAL RESOURCES 

HEARING 

TABLED IN COMMITTEE 14 #1 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


INTRODUCED BY T. MOORE LC0770 DRAFTER: KREZOWSKI 


RESOLUTION FOR CONGRESSIONAL TERM LIMITS 


1/31 
2/21 
2/24 
2/24 
3/11 


INTRODUCED 

REFERRED TO ENERGY, TECHNOLOGY AND FEDERAL RELATIONS 
HEARING 

TABLED IN COMMITTEE 11 0 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


INTRODUCED BY K. ZOLNIKOV LC1459 DRAFTER: GRAFF 


INTERIM STUDY OF ELECTRIC POWER RESERVES 


2/07 
2/09 
2/20 
2/22 
2/23 
3/14 
3/15 


3/16 
3/28 
4/04 
4/05 
4/11 
4/12 


4/13 
4/17 
4/20 
4/20 
4/24 


INTRODUCED 
REFERRED TO ENERGY, TECHNOLOGY AND FEDERAL RELATIONS 
HEARING 


COMMITTEE EXEC ACTION — BILL PASSED 13 (0 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 100 0 
3RD READING PASSED 99 0 


TRANSMITTED TO SENATE 
REFERRED TO ENERGY AND TELECOMMUNICATIONS 


HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED LY. <1 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 50 0 
38RD READING CONCURRED 46 2 


RETURNED TO HOUSE 

SENT TO ENROLLING 

RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 

FILED WITH SECRETARY OF STATE 


INTRODUCED BY MALONE LC4274 DRAFTER: HARDIN 


RESOLUTION ON LIVINGSTON ROUNDUP ASSOCIATION 100TH ANNIVERSARY 


2/08 
2/10 
2/16 
2/16 
2/17 
2/22 
2/23 


3/13 
3/20 
3/20 


INTRODUCED 

REFERRED TO AGRICULTURE 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 19 O 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 100 O 
38RD READING PASSED 98 1 


TRANSMITTED TO SENATE 

REFERRED TO NATURAL RESOURCES 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 11 0 


HJ 10 


3/21 
3/23 
3/24 


3/27 
4/05 
4/07 
4/12 
4/14 


HOUSE JOINT RESOLUTIONS 777 


COMMITTEE REPORT — BILL CONCURRED 
2ND READING CONCURRED 50 0 
38RD READING CONCURRED 50 «(OO 


RETURNED TO HOUSE 

SENT TO ENROLLING 

RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 

FILED WITH SECRETARY OF STATE 


INTRODUCED BY FRANCE LC4426 DRAFTER: PALLISTER 
JOINT RESOLUTION REGARDING YELLOWSTONE AND GLACIER NATIONAL 
PARKS 

2/18 INTRODUCED 


2/22 
2/24 
2/24 
3/11 


REFERRED TO ENERGY, TECHNOLOGY AND FEDERAL RELATIONS 
HEARING 

TABLED IN COMMITTEE 11 0 
MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 

DIED IN STANDING COMMITTEE 


INTRODUCED BY READ LC3985 DRAFTER: HARDIN 
JOINT RESOLUTION FOR MT HISTORICAL SOCIETY REPOSITORY OF ORIGINAL 
13TH AMEND 

2/21 INTRODUCED 


2/22 
2/27 
2/27 
2/28 
3/02 
3/03 


3/14 
3/27 
3/27 
3/28 
3/30 
3/31 


4/03 
4/06 
4/06 
4/12 
4/14 


REFERRED TO ENERGY, TECHNOLOGY AND FEDERAL RELATIONS 
HEARING 


COMMITTEE EXEC ACTION — BILL PASSED 9 4 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 93 7 
3RD READING PASSED 93 5 


TRANSMITTED TO SENATE 
REFERRED TO EDUCATION AND CULTURAL RESOURCES 
HEARING 


COMMITTEE EXEC ACTION — BILL CONCURRED 11 0 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 49 1 
38RD READING CONCURRED 48 1 


RETURNED TO HOUSE 

SENT TO ENROLLING 

RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 

FILED WITH SECRETARY OF STATE 


INTRODUCED BY VINTON LC4611 DRAFTER: E. SULLIVAN 


RESOLUTION FOR REAFFIRMING MONTANA’S COMMITMENT TO ITS 
RELATIONSHIP WITH TAIWAN 


2/21 
2/22 
2/24 
2/24 


INTRODUCED 

REFERRED TO ENERGY, TECHNOLOGY AND FEDERAL RELATIONS 
HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 13 (0 
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HJ 11 


HJ 12 


2/27 
3/01 
3/02 


3/13 
3/17 
3/17 
3/17 
3/21 
3/22 


3/24 
4/03 
4/05 
4/12 
4/14 


INTRODUCED BY GIST 


MONTANA HISTORY AND FINAL STATUS 2023 


COMMITTEE REPORT — BILL PASSED 
2ND READING PASSED 
38RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

3RD READING CONCURRED 


RETURNED TO HOUSE 

SENT TO ENROLLING 

RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 

FILED WITH SECRETARY OF STATE 


JOINT RESOLUTION RELATING TO ENVIRONMENTAL, SOCIAL, AND 
GOVERNMENTAL REGULATION 


2/22 
2/22 
2/27 
2/27 
2/28 
3/02 
3/03 


3/14 
3/20 
3/20 
3/21 
3/23 
3/24 


3/27 
4/05 
4/07 
4/12 
4/14 


INTRODUCED BY C. KNUDSEN 


INTRODUCED 


REFERRED TO ENERGY, TECHNOLOGY AND FEDERAL RELATIONS 


HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

3RD READING PASSED 


TRANSMITTED TO SENATE 

REFERRED TO NATURAL RESOURCES 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 
COMMITTEE REPORT — BILL CONCURRED 

2ND READING CONCURRED 

38RD READING CONCURRED 


RETURNED TO HOUSE 

SENT TO ENROLLING 

RETURNED FROM ENROLLING 
SIGNED BY SPEAKER 

SIGNED BY PRESIDENT 

FILED WITH SECRETARY OF STATE 


100 


72 


33 
34 


[C1239 DRAFTER: J. WALKER 


27 
29 


17 
16 


LC2908 DRAFTER: ALLEN 


JOINT RESOLUTION TO REQUEST A BAN ON PHARMACEUTICAL ADS ON PUBLIC 
AIRWAVES 


2/22 
2/23 
2/24 
2/24 
2/27 
3/01 
3/02 


INTRODUCED 


REFERRED TO ENERGY, TECHNOLOGY AND FEDERAL RELATIONS 


HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 

38RD READING PASSED 


HOUSE JOINT RESOLUTIONS 779 


TRANSMITTED TO SENATE 

3/18 REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 

3/31 HEARING 

4/05 TABLED IN COMMITTEE 5 64 
DIED IN STANDING COMMITTEE 


HJ 13 INTRODUCED BY J. CARLSON LC2325 DRAFTER: KREZOWSKI 


RESOLUTION FOR ARTICLE V CONVENTION FOR A BALANCED BUDGET 
AMENDMENT 


2/24 INTRODUCED 
2/24 REFERRED TO ENERGY, TECHNOLOGY AND FEDERAL RELATIONS 
2/27 HEARING 
2/27 TABLED IN COMMITTEE 13 0 
3/11 MISSED DEADLINE FOR GENERAL BILL TRANSMITTAL 
DIED IN STANDING COMMITTEE 


HJ 14 INTRODUCED BY SHELDON-GALLOWAY LC3760 DRAFTER: HESS 
ACKNOWLEDGE SERVICE OF KOREAN WAR VETERANS 
2/24 INTRODUCED 


2/24 REFERRED TO STATE ADMINISTRATION 
2/28 HEARING 


2/28 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 18 0 
2/28 COMMITTEE REPORT — BILL PASSED AS AMENDED 

3/02 2ND READING PASSED 99 1 
3/03 3RD READING PASSED 97 #1 


TRANSMITTED TO SENATE 
3/14 REFERRED TO STATE ADMINISTRATION 
3/27 HEARING 


3/27 COMMITTEE EXEC ACTION — BILL CONCURRED 10 0 
3/28 COMMITTEE REPORT — BILL CONCURRED 

3/31 2ND READING CONCURRED 50 0 
4/03 3RD READING CONCURRED 49 0 


RETURNED TO HOUSE 
4/04 SENT TO ENROLLING 
4/06 RETURNED FROM ENROLLING 
4/06 SIGNED BY SPEAKER 
4/12 SIGNED BY PRESIDENT 
4/14 FILED WITH SECRETARY OF STATE 


HJ 15 INTRODUCED BY FERN LC1030 DRAFTER: HESS 
RESOLUTION REQUESTING INTERIM STUDY ON SHARED USE PATHS 
4/06 INTRODUCED 


4/06 REFERRED TO TRANSPORTATION 
4/12 HEARING 


4/12 COMMITTEE EXEC ACTION — BILL PASSED 15 0 
4/13 COMMITTEE REPORT — BILL PASSED 

4/20 2ND READING PASSED 82 17 
4/21 3RD READING PASSED 77° 20 


TRANSMITTED TO SENATE 
4/25 REFERRED TO HIGHWAYS AND TRANSPORTATION 
5/02 HEARING 

DIED IN STANDING COMMITTEE 
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HJ 16 INTRODUCED BY KERNS LC2780 DRAFTER: HESS 


HJ 17 


HJ 18 


INTERIM STUDY ON TRAFFIC INCIDENTS INVOLVING BICYCLES AND MOTOR 
VEHICLES 


4/12 INTRODUCED 
4/13 REFERRED TO TRANSPORTATION 
4/17 HEARING 


4/17 COMMITTEE EXEC ACTION — BILL PASSED 15 0 
4/17 COMMITTEE REPORT — BILL PASSED 

4/20 2ND READING PASSED 64 35 
4/21 3RD READING FAILED 34 62 


DIED IN PROCESS 
INTRODUCED BY A. REGIER LC0877 DRAFTER: WEISS 
INTERIM STUDY OF FACIAL RECOGNITION TECHNOLOGY 
4/13 INTRODUCED 


4/13 REFERRED TO JUDICIARY 
4/19 HEARING 


4/24 COMMITTEE EXEC ACTION — BILL PASSED 13 6 
4/24 COMMITTEE REPORT — BILL PASSED 

4/27 2ND READING PASSED 61 39 
4/28 3RD READING PASSED 65 34 


TRANSMITTED TO SENATE 
4/29 REFERRED TO JUDICIARY 
5/02 HEARING 
5/02 COMMITTEE EXEC ACTION — BILL CONCURRED 9 2 
5/02 COMMITTEE REPORT — BILL CONCURRED 
DIED IN PROCESS 


INTRODUCED BY KARLEN LC4160 DRAFTER: MOHR 
JOINT RESOLUTION TO STUDY REMEDIATION OF SMURFIT-STONE MILL SITE 
4/13 INTRODUCED 


4/18 REFERRED TO NATURAL RESOURCES 
4/19 HEARING 


4/20 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 15 0 
4/20 COMMITTEE REPORT — BILL PASSED AS AMENDED 

4/24 2ND READING PASSED 96 3 
4/26 38RD READING PASSED 88 11 


TRANSMITTED TO SENATE 
4/27 REFERRED TO NATURAL RESOURCES 
4/28 HEARING 


4/28 COMMITTEE EXEC ACTION — BILL CONCURRED 11 0 
4/28 COMMITTEE REPORT — BILL CONCURRED 

5/01 2ND READING CONCURRED 47 2 
5/01 3RD READING CONCURRED 47 2 


RETURNED TO HOUSE 
5/03 SENT TO ENROLLING 
5/04 RETURNED FROM ENROLLING 
5/11 SIGNED BY SPEAKER 
5/11 SIGNED BY PRESIDENT 
5/11 FILED WITH SECRETARY OF STATE 
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HJ 19 INTRODUCED BY K. SULLIVAN LC3209 DRAFTER: GRAFF 


HJ 20 


HJ 21 


INTERIM STUDY OF PUMPED HYDROPOWER GENERATION 


4/17 
4/18 
4/25 
4/25 
4/26 
4/27 
4/28 


4/29 
5/02 


INTRODUCED BY MATTHEWS 


INTRODUCED 
REFERRED TO ENERGY, TECHNOLOGY AND FEDERAL RELATIONS 
HEARING 


COMMITTEE EXEC ACTION — BILL PASSED 10 2 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 66 34 
38RD READING PASSED 65 34 


TRANSMITTED TO SENATE 

REFERRED TO ENERGY AND TELECOMMUNICATIONS 
HEARING 

DIED IN STANDING COMMITTEE 


LC1034 DRAFTER: MCCRACKEN 


REQUEST INTERIM STUDY OF INCLUDING REGIONAL COST ADJUSTMENTS TO 
SCHOOL FUNDING 


4/18 
4/18 
4/18 
4/20 
4/20 
4/24 
4/26 


4/27 
5/01 
5/01 
5/02 


INTRODUCED BY COHENOUR 


INTRODUCED 

REFERRED TO APPROPRIATIONS 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 16 2 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 81 17 
38RD READING PASSED 76 23 


TRANSMITTED TO SENATE 

REFERRED TO EDUCATION AND CULTURAL RESOURCES 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 7 ~=#«4 
COMMITTEE REPORT — BILL CONCURRED 

DIED IN PROCESS 


LC1388 DRAFTER: HENNEMAN 


INTERIM STUDY OF AGGREGATED TRACTS OF LAND 


4/18 
4/19 
4/20 
4/20 
4/21 
4/27 
4/28 


4/29 
5/01 
5/01 
5/02 


INTRODUCED 

REFERRED TO LOCAL GOVERNMENT 

HEARING 

COMMITTEE EXEC ACTION — BILL PASSED 16 0 
COMMITTEE REPORT — BILL PASSED 

2ND READING PASSED 88 12 
3RD READING PASSED 79 20 


TRANSMITTED TO SENATE 

REFERRED TO LOCAL GOVERNMENT 

HEARING 

COMMITTEE EXEC ACTION — BILL CONCURRED 6 1 
COMMITTEE REPORT — BILL CONCURRED 

DIED IN PROCESS 
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HJ 24 


HJ 25 
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INTRODUCED BY KERNS LC2315 DRAFTER: 
INTERIM STUDY OF ACCESSORY DWELLING UNITS 
4/18 INTRODUCED 


4/19 REFERRED TO LOCAL GOVERNMENT 
4/20 HEARING 


HENNEMAN 


4/20 COMMITTEE EXEC ACTION — BILL PASSED 15 1 
4/21 COMMITTEE REPORT — BILL PASSED 
4/27 2ND READING PASSED 78 21 
4/28 38RD READING PASSED 75 24 
TRANSMITTED TO SENATE 
4/29 REFERRED TO LOCAL GOVERNMENT 
5/01 HEARING 
5/01 COMMITTEE EXEC ACTION — BILL CONCURRED 9 O 
5/02 COMMITTEE REPORT — BILL CONCURRED 
DIED IN PROCESS 
INTRODUCED BY BARKER LC2802 DRAFTER: POWER 


INTERIM STUDY OF DISASTER AND EMERGENCY SERVICE RECOVERY RESPONSE 


4/20 INTRODUCED 
4/20 REFERRED TO LOCAL GOVERNMENT 
4/21 HEARING 


4/21 COMMITTEE EXEC ACTION — BILL PASSED 15 1 
4/24 COMMITTEE REPORT — BILL PASSED 
4/27 2ND READING PASSED 91 8 
4/28 3RD READING PASSED 88 11 
TRANSMITTED TO SENATE 
4/29 REFERRED TO STATE ADMINISTRATION 
5/01 HEARING 
DIED IN STANDING COMMITTEE 
INTRODUCED BY BARKER LC2735 DRAFTER: ALLEN 
INTERIM STUDY OF PRISONS 
4/20 INTRODUCED 
4/20 REFERRED TO JUDICIARY 
4/24 HEARING 
4/27 TAKEN FROM COMMITTEE; PLACED ON 2ND READING 
4/27 2ND READING PASSED 56 44 
4/28 3RD READING PASSED 55 44 
TRANSMITTED TO SENATE 
4/29 REFERRED TO JUDICIARY 
5/02 HEARING 
5/02 COMMITTEE EXEC ACTION — BILL CONCURRED 6 5 
5/02 COMMITTEE REPORT — BILL CONCURRED 
DIED IN PROCESS 
INTRODUCED BY BARKER LC2753 DRAFTER: MCCRACKEN 


REQUEST INTERIM STUDY OF SCHOOL FUNDING 


4/20 INTRODUCED 
4/20 REFERRED TO EDUCATION 


HJ 26 


HJ 27 


HJ 28 


HOUSE JOINT RESOLUTIONS 783 


4/26 HEARING 


4/26 COMMITTEE EXEC ACTION — BILL PASSED 13 0 
4/27 COMMITTEE REPORT — BILL PASSED 

4/27 2ND READING PASSED 86 13 
4/28 38RD READING PASSED 76 22 


TRANSMITTED TO SENATE 
4/29 REFERRED TO EDUCATION AND CULTURAL RESOURCES 
5/01 HEARING 
5/01 COMMITTEE EXEC ACTION — BILL CONCURRED 11 0 
5/02 COMMITTEE REPORT — BILL CONCURRED 
DIED IN PROCESS 


INTRODUCED BY BREWSTER LC1397 DRAFTER: HENNEMAN 
INTERIM STUDY OF THE REGULATION OF SOCIAL NETWORKING SERVICES 
4/20 INTRODUCED 


4/20 REFERRED TO ENERGY, TECHNOLOGY AND FEDERAL RELATIONS 
4/25 HEARING 


4/25 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 12 0 
4/26 COMMITTEE REPORT — BILL PASSED AS AMENDED 

4/27 2ND READING PASSED 89 9 
4/28 3RD READING PASSED 83 14 


TRANSMITTED TO SENATE 
4/29 REFERRED TO JUDICIARY 
5/02 HEARING 
5/02 COMMITTEE EXEC ACTION — BILL CONCURRED 11 0 
5/02 COMMITTEE REPORT — BILL CONCURRED 
DIED IN PROCESS 


INTRODUCED BY K. SULLIVAN LC2792 DRAFTER: GRAFF 
REQUEST AN INTERIM STUDY OF AG DATA COLLECTION 
4/20 INTRODUCED 


4/20 REFERRED TO AGRICULTURE 
4/25 HEARING 


4/25 COMMITTEE EXEC ACTION — BILL PASSED 19 O 
4/26 COMMITTEE REPORT — BILL PASSED 

4/27 2ND READING PASSED 87 13 
4/28 38RD READING PASSED 82 15 


TRANSMITTED TO SENATE 
4/29 REFERRED TO AGRICULTURE, LIVESTOCK AND IRRIGATION 
5/01 REREFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
5/02 HEARING 
5/02 COMMITTEE EXEC ACTION — BILL CONCURRED 10 O 
5/02 COMMITTEE REPORT — BILL CONCURRED 
DIED IN PROCESS 


INTRODUCED BY YAKAWICH LC1928 DRAFTER: O’°CONNELL 
INTERIM STUDY OF CONTINUUM OF LONG-TERM CARE SERVICES 

4/20 INTRODUCED 

4/20 REFERRED TO HUMAN SERVICES 


4/21 HEARING 
4/21 COMMITTEE EXEC ACTION — BILL PASSED 21 0 
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HJ 30 


HJ 31 


HJ 32 
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4/24 COMMITTEE REPORT — BILL PASSED 


4/27 2ND READING PASSED 91 9 
4/28 38RD READING PASSED 93 6 
TRANSMITTED TO SENATE 
4/29 REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
5/01 REREFERRED TO STATE ADMINISTRATION 
DIED IN STANDING COMMITTEE 
INTRODUCED BY C. KNUDSEN LC1599 DRAFTER: MOHR 
STUDY OF TAYLOR ACT STOCK WATER RIGHTS 
4/20 INTRODUCED 
4/20 REFERRED TO NATURAL RESOURCES 
4/24 HEARING 
4/24 COMMITTEE EXEC ACTION — BILL PASSED 138 2 
4/24 COMMITTEE REPORT — BILL PASSED 
4/27 2ND READING PASSED 91 9 
4/28 3RD READING PASSED 95 4 
TRANSMITTED TO SENATE 
4/29 REFERRED TO AGRICULTURE, LIVESTOCK AND IRRIGATION 
DIED IN STANDING COMMITTEE 
INTRODUCED BY C. KNUDSEN LC1619 DRAFTER: WEISS 
STUDY OF CRIMINAL FINES, FEES, AND FORFEITURES 
4/20 INTRODUCED 
4/20 REFERRED TO JUDICIARY 
4/24 HEARING 
4/27 TAKEN FROM COMMITTEE; PLACED ON 2ND READING 
4/27 2ND READING PASSED 93 5 
4/28 38RD READING PASSED 92 6 
TRANSMITTED TO SENATE 
4/29 REFERRED TO JUDICIARY 
5/02 HEARING 
5/02 COMMITTEE EXEC ACTION — BILL CONCURRED 7 ~#«4 
5/02 COMMITTEE REPORT — BILL CONCURRED 
DIED IN PROCESS 
INTRODUCED BY J. CARLSON [C1144 DRAFTER: ALLEN 
INTERIM STUDY OF BARRIERS TO PROVIDING AND ACCESSING DAYCARE 
4/20 INTRODUCED 
4/21 REFERRED TO HUMAN SERVICES 
4/21 HEARING 
4/21 COMMITTEE EXEC ACTION — BILL PASSED 15 6 
4/24 COMMITTEE REPORT — BILL PASSED 
4/27 2ND READING PASSED 53 47 
4/28 3RD READING FAILED 37 61 
DIED IN PROCESS 
INTRODUCED BY DOOLING [C1223 DRAFTER: MOHR 


STUDY OF WATER STORAGE 


HJ 33 


HJ 34 


HJ 35 


HOUSE JOINT RESOLUTIONS 785 


4/20 INTRODUCED 
4/21 REFERRED TO NATURAL RESOURCES 
4/24 HEARING 


4/24 COMMITTEE EXEC ACTION — BILL PASSED 15 0 
4/24 COMMITTEE REPORT — BILL PASSED 

4/27 2ND READING PASSED 97 3 
4/28 38RD READING PASSED 95 4 


TRANSMITTED TO SENATE 
4/29 REFERRED TO NATURAL RESOURCES 
5/01 HEARING 
5/01 COMMITTEE EXEC ACTION — BILL CONCURRED 11 0 
5/02 COMMITTEE REPORT — BILL CONCURRED 
DIED IN PROCESS 


INTRODUCED BY SHELDON-GALLOWAY LC3816 DRAFTER: O’°CONNELL 
STUDY OF ABORTION COMPLICATIONS AND ABORTION PILL SIDE EFFECTS 

4/20 INTRODUCED 

4/21 REFERRED TO JUDICIARY 


4/27 REREFERRED TO BUSINESS AND LABOR 
4/27 HEARING 


4/27 COMMITTEE EXEC ACTION — BILL PASSED 12. «7 
4/27 COMMITTEE REPORT — BILL PASSED 

4/27 2ND READING PASSED 62 38 
4/28 38RD READING PASSED 61 37 


TRANSMITTED TO SENATE 
4/29 REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
5/01 REREFERRED TO JUDICIARY 
5/02 HEARING 
5/02 COMMITTEE EXEC ACTION — BILL CONCURRED 7 ~#«4 
5/02 COMMITTEE REPORT — BILL CONCURRED 
DIED IN PROCESS 


INTRODUCED BY ESSMANN LC35380 DRAFTER: HENNEMAN 
INTERIM STUDY OF SHORT TERM RENTALS 
4/20 INTRODUCED 


4/21 REFERRED TO LOCAL GOVERNMENT 
4/21 HEARING 


4/21 COMMITTEE EXEC ACTION — BILL PASSED 16 0 
4/24 COMMITTEE REPORT — BILL PASSED 

4/27 2ND READING PASSED 85 12 
4/28 38RD READING PASSED 82 17 


TRANSMITTED TO SENATE 
4/29 REFERRED TO LOCAL GOVERNMENT 
5/01 HEARING 
5/01 COMMITTEE EXEC ACTION — BILL CONCURRED 9 O 
5/02 COMMITTEE REPORT — BILL CONCURRED 
DIED IN PROCESS 


INTRODUCED BY GALLOWAY LC2862 DRAFTER: HENNEMAN 
INTERIM STUDY OF THE LOCAL PERMITTING PROCESS 


4/20 INTRODUCED 
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HJ 38 


MONTANA HISTORY AND FINAL STATUS 2023 


4/21 REFERRED TO LOCAL GOVERNMENT 
4/21 HEARING 


4/21 COMMITTEE EXEC ACTION — BILL PASSED 15 1 
4/24 COMMITTEE REPORT — BILL PASSED 

4/27 2ND READING PASSED 75 24 
4/28 3RD READING PASSED 80 19 


TRANSMITTED TO SENATE 
4/29 REFERRED TO LOCAL GOVERNMENT 
5/01 HEARING 
5/01 COMMITTEE EXEC ACTION — BILL CONCURRED 7 0 
5/02 COMMITTEE REPORT — BILL CONCURRED 
DIED IN PROCESS 


INTRODUCED BY GALLOWAY LC2887 DRAFTER: GRAFF 
INTERIM STUDY OF ENERGY SECTOR REGIONALIZATION 
4/21 INTRODUCED 


4/21 REFERRED TO ENERGY, TECHNOLOGY AND FEDERAL RELATIONS 
4/25 HEARING 


4/25 COMMITTEE EXEC ACTION — BILL PASSED 12 0 
4/26 COMMITTEE REPORT — BILL PASSED 

4/27 2ND READING PASSED 97 3 
4/28 3RD READING PASSED 96 3 


TRANSMITTED TO SENATE 
4/29 REFERRED TO ENERGY AND TELECOMMUNICATIONS 
5/02 HEARING 

DIED IN STANDING COMMITTEE 


INTRODUCED BY F. SMITH LC4558 DRAFTER: MCCRACKEN 
INTERIM STUDY FOR RECOGNITION OF THE TURTLE MOUNTAIN INDIANS 
4/21 INTRODUCED 


4/21 REFERRED TO ENERGY, TECHNOLOGY AND FEDERAL RELATIONS 
4/25 HEARING 


4/25 COMMITTEE EXEC ACTION — BILL PASSED AS AMENDED 11 1 
4/26 COMMITTEE REPORT — BILL PASSED AS AMENDED 

4/27 2ND READING PASSED 77° 22 
4/28 3RD READING PASSED 77° 22 


TRANSMITTED TO SENATE 
4/29 REFERRED TO STATE ADMINISTRATION 
5/01 HEARING 

DIED IN STANDING COMMITTEE 


INTRODUCED BY J. CARLSON [C1146 DRAFTER: ALLEN 


INTERIM STUDY OF BEHAVIORAL HEALTH CONDITIONS AMONG HEALTH CARE 
PROFESSIONALS 


4/21 INTRODUCED 
4/21 REFERRED TO HUMAN SERVICES 
4/24 HEARING 


4/24 COMMITTEE EXEC ACTION — BILL PASSED 19 2 
4/26 COMMITTEE REPORT — BILL PASSED 
4/27 2ND READING PASSED 68 31 


4/28 3RD READING PASSED 65 34 


HOUSE JOINT RESOLUTIONS 787 


TRANSMITTED TO SENATE 
4/29 REFERRED TO PUBLIC HEALTH, WELFARE AND SAFETY 
DIED IN STANDING COMMITTEE 


HJ 39 INTRODUCED BY GIST LC2466 DRAFTER: ALLEN 
INTERIM STUDY OF WILDLAND FIREFIRE COSTS 
4/21 INTRODUCED 


4/24 REFERRED TO NATURAL RESOURCES 
4/24 HEARING 


4/24 COMMITTEE EXEC ACTION — BILL PASSED 15 0 
4/26 COMMITTEE REPORT — BILL PASSED 

4/27 2ND READING PASSED 97 3 
4/28 3RD READING PASSED 98 1 


TRANSMITTED TO SENATE 
4/29 REFERRED TO STATE ADMINISTRATION 
5/01 HEARING 

DIED IN STANDING COMMITTEE 


HJ 40 INTRODUCED BY FERN LC1339 DRAFTER: GRAFF 
INTERIM STUDY OF CRYPTOCURRENCY ENERGY IMPACTS 


4/21 INTRODUCED 

4/24 REFERRED TO ENERGY, TECHNOLOGY AND FEDERAL RELATIONS 

4/27 HEARING 

4/27 TABLED IN COMMITTEE 13 0 
DIED IN STANDING COMMITTEE 


HJ 41 INTRODUCED BY T. SMITH LC2694 DRAFTER: O’°CONNELL 
INTERIM STUDY OF FENTANYL ABUSE AND MARIJUANA USE 
4/21 INTRODUCED 
4/24 REFERRED TO HUMAN SERVICES 


4/27 REREFERRED TO BUSINESS AND LABOR 
4/27 HEARING 


4/27 COMMITTEE EXEC ACTION — BILL PASSED 11 8 
4/27 COMMITTEE REPORT — BILL PASSED 

4/27 2ND READING PASSED 64 36 
4/28 38RD READING PASSED 61 38 


TRANSMITTED TO SENATE 
4/29 REFERRED TO BUSINESS, LABOR, AND ECONOMIC AFFAIRS 
5/02 HEARING 
5/02 COMMITTEE EXEC ACTION — BILL CONCURRED 10 0 
5/02 COMMITTEE REPORT — BILL CONCURRED 
DIED IN PROCESS 


HR 1 


HR 2 


HR 3 


HR 4 


HOUSE RESOLUTIONS 
INTRODUCED BY C. KNUDSEN LC3379 DRAFTER: EVERTS 
HOUSE RULES RESOLUTION 
BY REQUEST OF HOUSE RULES STANDING COMMITTEE 


12/16 INTRODUCED 

12/21 REFERRED TO RULES 

1/02 HEARING 

1/02 COMMITTEE EXEC ACTION — RESOLUTION ADOPTED AS AMENDED 14 8 
1/03 COMMITTEE REPORT — RESOLUTION ADOPTED AS AMENDED 

1/04 RESOLUTION ADOPTED 57 42 
1/04 SENT TO ENROLLING 

1/16 RETURNED FROM ENROLLING 

1/17 SIGNED BY SPEAKER 

1/17 FILED WITH SECRETARY OF STATE 


INTRODUCED BY GUNDERSON LC2394 DRAFTER: ALLEN 
RESOLUTION SUPPORTING THE CARD CLINIC 
2/14 INTRODUCED 


2/22 REFERRED TO NATURAL RESOURCES 
2/24 HEARING 


2/24 COMMITTEE EXEC ACTION — RESOLUTION ADOPTED 15 0 
2/27 COMMITTEE REPORT — RESOLUTION ADOPTED 
38/15 RESOLUTION ADOPTED 100 0O 


3/15 SENT TO ENROLLING 

3/23 RETURNED FROM ENROLLING 

4/07 SIGNED BY SPEAKER 

4/13 FILED WITH SECRETARY OF STATE 


INTRODUCED BY SHELDON-GALLOWAY LC3759 DRAFTER: HARDIN 
RESOLUTION TO ACKNOWLEDGE SERVICE OF VIETNAM VETERANS 
2/17 INTRODUCED 


2/22 REFERRED TO STATE ADMINISTRATION 
2/27 HEARING 


2/27 COMMITTEE EXEC ACTION — RESOLUTION ADOPTED 18 0 
2/27 COMMITTEE REPORT — RESOLUTION ADOPTED 
3/29 RESOLUTION ADOPTED 100 O 


3/29 SENT TO ENROLLING 

4/05 RETURNED FROM ENROLLING 

4/07 SIGNED BY SPEAKER 

4/13 FILED WITH SECRETARY OF STATE 


INTRODUCED BY READ LC3987 DRAFTER: HARDIN 


HOUSE RESOLUTION FOR MT HISTORICAL SOCIETY REPOSITORY FOR ORIGINAL 
13TH AMEND 


2/21 INTRODUCED 
2/22 REFERRED TO ENERGY, TECHNOLOGY AND FEDERAL RELATIONS 
38/15 BILL WITHDRAWN PER HOUSE RULE H30-50(8)(B) 

DIED IN STANDING COMMITTEE 
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HR 7 


HR 8 
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INTRODUCED BY ROMANO LC3657 DRAFTER: KOLMAN 
RESOLUTION HONORING CHUCK JOHNSON 
3/24 INTRODUCED 


3/25 REFERRED TO STATE ADMINISTRATION 
3/30 HEARING 


3/30 COMMITTEE EXEC ACTION — RESOLUTION ADOPTED 18 0 
3/30 COMMITTEE REPORT — RESOLUTION ADOPTED 
4/20 RESOLUTION ADOPTED 76 23 


4/20 SENT TO ENROLLING 

4/24 RETURNED FROM ENROLLING 

4/29 SIGNED BY SPEAKER 

5/01 FILED WITH SECRETARY OF STATE 


INTRODUCED BY BERGSTROM LC3267 DRAFTER: GRAFF 
RESOLUTION SUPPORTING COUNTRY OF ORIGIN LABELING 
3/30 INTRODUCED 


4/03 REFERRED TO AGRICULTURE 
4/06 HEARING 


4/13 COMMITTEE EXEC ACTION — RESOLUTION ADOPTED 19 O 
4/14 COMMITTEE REPORT — RESOLUTION ADOPTED 
4/27 RESOLUTION ADOPTED 100 0O 


4/28 SENT TO ENROLLING 

5/02 RETURNED FROM ENROLLING 

5/04 SIGNED BY SPEAKER 

5/11 FILED WITH SECRETARY OF STATE 


INTRODUCED BY PARRY LC3918 DRAFTER: POWER 
RESOLUTION ON COLSTRIP’S 100TH ANNIVERSARY 
4/12 INTRODUCED 


4/13 REFERRED TO STATE ADMINISTRATION 
4/17 HEARING 


4/17 COMMITTEE EXEC ACTION — RESOLUTION ADOPTED 18 0 
4/17 COMMITTEE REPORT — RESOLUTION ADOPTED 
4/21 RESOLUTION ADOPTED 99 1 


4/21 SENT TO ENROLLING 

4/28 RETURNED FROM ENROLLING 

5/04 SIGNED BY SPEAKER 

5/11 FILED WITH SECRETARY OF STATE 


INTRODUCED BY MITCHELL LC1978 DRAFTER: GRAFF 
RESOLUTION SUPPORTING THE KEYSTONE XL PIPELINE 
4/18 INTRODUCED 


4/19 REFERRED TO NATURAL RESOURCES 
4/19 HEARING 


4/20 COMMITTEE EXEC ACTION — RESOLUTION ADOPTED 11 4 
4/20 COMMITTEE REPORT — RESOLUTION ADOPTED 
4/24 RESOLUTION ADOPTED 72 27 


4/25 SENT TO ENROLLING 

4/28 RETURNED FROM ENROLLING 

5/04 SIGNED BY SPEAKER 

5/11 FILED WITH SECRETARY OF STATE 


HR 9 


HR 10 


INTRODUCED BY WINDY BOY 
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LC1440 DRAFTER: O°CONNELL 


RESOLUTION URGING FEDERAL ACTION TO IMPLEMENT THE COMMUNITY 
HEALTH AIDE PROGRAM 


4/20 
4/20 
4/21 
4/21 
4/24 
4/28 
4/28 
5/02 
5/04 
5/11 


INTRODUCED BY WINDY BOY 


INTRODUCED 

REFERRED TO HUMAN SERVICES 

HEARING 

COMMITTEE EXEC ACTION — RESOLUTION ADOPTED AS AMENDED 20 1 
COMMITTEE REPORT — RESOLUTION ADOPTED AS AMENDED 
RESOLUTION ADOPTED 78 20 
SENT TO ENROLLING 

RETURNED FROM ENROLLING 

SIGNED BY SPEAKER 

FILED WITH SECRETARY OF STATE 


LC3925 DRAFTER: MCCRACKEN 


RESOLUTION RECOGNIZING THE VATICAN’S REPUDIATION OF THE DOCTRINE 
OF DISCOVERY 


4/28 
4/28 


INTRODUCED 
REFERRED TO ENERGY, TECHNOLOGY AND FEDERAL RELATIONS 
DIED IN STANDING COMMITTEE 


SENATE BILL TO CHAPTER NUMBER 


Bill No. Chapter No. Bill No. Chapter No. Bill No. Chapter No. 
SB ol... Ch. 152 SB 69............ Ch. 149 SB 152........... Ch. 331 
SB  Gessvexiceuss Ch. 638 SB “70 scseccesvss Ch. 232 SB: W54 ssecocseces Ch. 402 
SB “Asseuen Ch. 776 SB “Villssetseeis Ch. 426 SBe tb cssccneed Ch. 4038 
SB Baissiciessss Ch. 139 SB 74 ssseeisiss Ch. 400 SB: 158 siccccad Ch. 332 
SB 6... Ch. 639 SB 75... Ch. 749 SB 159........... Ch. 238 
SB: 77 sessed Ch. 11 SB: “76.take Ch. 316 SB iG 2ws Secceek Ch. 3338 
SB “Siseaunk Ch. 307 SB Tass: Ch. 2338 SB: 1635 isscecscs: Ch. 334 
SB 10... Ch. 640 SB “7Sissseasivs Ch. 427 SB 164........... Ch. 337 
SB ll... Ch. 641 SB 80............ Ch. 16 SB 165........... Ch. 430 
SBe “US secede ccoes Ch. 151 SB. 813 wscacis. Ch. 234 SB: 166 sscesesses: Ch. 338 
SB. ~ 16asccosces Ch. 420 SBY “83 bers cesike Ch. 428 SBMl6 7 seed Ch. 339 
SB U7 sieicis Ch. 223 SB 84... Ch. 317 SB 169............ Ch. 658 
SB 18... Ch. 2 SB 86............ Ch. 235 SB 170........... Ch. 340 
SB" DO seceseeets Ch. 767 SB 88........... Ch. 318 SBoUT ca scces Ch. 4381 
SB? 20 ise Ch. 76 SB; Olas Ch. 77 SB T7S iisicsnessd Ch. 341 
SB: 22 zens: Ch. 140 SB 93 a.scisiv Ch. 647 SB 174........... Ch. 342 
SB 22... Ch. 224 SB 94... Ch. 648 SB 176........... Ch. 482 
SB. 23 ccacccsoes Ch. 308 SB 96........... Ch. 649 SB ALT. cesecteees Ch. 3438 
DB: AZA csecticcen: Ch. 225 SB 98........... Ch. 148 SB T7Sksiancd Ch. 344 
SB 27 sicsscvesiss Ch. 642 SB 99... Ch. 306 SB 181........... Ch. 783 
SB 32... Ch. 421 SB 100............ Ch. 236 SB 182........... Ch. 659 
SB: B83 vseseeccts Ch. 422 SB: 101s cscs. Ch. 237 SB 184 enced Ch. 779 
SB: -S4 iscsi: Ch. 12 SB 102s ..ssccese. Ch. 15 SB 191 escoiee: Ch. 438 
SB) 8d 4sseais Ch. 13 SB 103 e324: Ch. 74 SB 195........... Ch. 660 
SB 36............ Ch. 141 SB 104... Ch. 650 SB 197........... Ch. 345 
SB: BV ssesecsecavs Ch. 423 SB 105........... Ch. 319 SB 199........... Ch. 346 
SB: 88 vsceeeiscas Ch. 643 SB 106............ Ch. 320 SB 201........... Ch. 4838 
SB 39... Ch. 142 SB 107 sissetecicss Ch. 321 SB 202........... Ch. 347 
SB 40... Ch. 14 SB 109............ Ch. 272 SB 208........... Ch. 4384 
SB AQ ecceecets Ch. 309 SB V1 casas. Ch. 147 SB 208........... Ch. 485 
SB AS isccieets Ch. 143 SB: V2 csecicces Ch. 322 SB: 209 ssiessseeds Ch. 661 
SB 45... Ch. 17 SB 113 s.ccsis. Ch. 3238 SB213 A.2.ce6 Ch. 348 
SB 46............ Ch. 644 SB 115... Ch. 324 SB 214... Ch. 349 
SBe AT ssveeseceues Ch. 646 SB 116............ Ch. 651 SB: 215 ssesesceves Ch. 239 
SB: AS i scruiesess Ch. 144 SB VT ssesteeessee Ch. 325 SB: 216 vssccecd Ch. 486 
SB 49... Ch. 226 SB: 120:...8:ci Ch. 146 SB 207 sscssecnd Ch. 487 
SB 50... Ch. 227 SB 121........... Ch. 50 SB 218........... Ch. 278 
SB: Ddiacsccexts Ch. 489 SB. 122 ccntec Ch. 652 SB. 219 2 hsc08 Ch. 662 
SB: HOsiniuiedy Ch. 228 SB: T28 sievscistes Ch. 6538 SB 220 visscosces: Ch. 350 
SB 64)sseeis Ch. 424 SB 124 sci: Ch. 51 SB 221s: ceseses Ch. 663 
SB 55... Ch. 310 SB 128........... Ch. 326 SB 224.0... Ch. 274 
SB: : OGissecessceses Ch. 229 SB. 130 ese cis. Ch. 327 SB 228 wcecoccees: Ch. 488 
SB. Od ssieonceces Ch. 145 SB Wed aaisceiee Ch. 328 SB 229 csiased Ch. 664 
SB 58 sissies Ch. 230 SB 184 3.8c0.563. Ch. 78 SB i282 ccc Ch. 489 
SB 59... Ch. 645 SB 185.......... Ch. 79 SB 284... Ch. 351 
SB» 60s escssex.s Ch. 425 SB 36 e:.sec0 Ch. 80 SB: 2864 cca Ch. 352 
SB: Gliscavet Ch. 311 SB 138 .....5..¢s¢. Ch. 329 SB 287 sisicsseses Ch. 353 
SB 62:43 Ch. 18 SB 142. 3..ccs80 Ch. 330 SB 240........... Ch. 354 
SB 68........... Ch. 312 SB 148............ Ch. 401 SB 244... Ch. 355 
SB: 64 scccescccss Ch. 313 SB 144... Ch. 654 SBe 24d csesesseces Ch. 499 
SB Gbdinwiei: Ch. 314 SB 148............ Ch. 655 SB: 246 vsccsscs Ch. 750 
SB 66iissscceiiss Ch. 231 SB 149...3ci33 Ch. 656 SB 247 siccceras Ch. 665 
SB 67... Ch. 150 SB 150............ Ch. 429 SB 252.0... Ch. 440 


SB 68... Ch. 315 SB 151.0... Ch. 657 DB: 253. sis.sss05 Ch. 751 


794 

Bill No. Chapter No. 
SB 254.0... Ch. 780 
SB 260........0... Ch. 356 
SB 262... Ch. 357 
SB: 263 ss03023 Ch. 358 
SB 264... Ch. 359 
SB 265... Ch. 666 
SB 269........0.. Ch. 360 
SB 270... Ch. 361 
SB: 274 vivesdoeces: Ch. 451 
SB 278 oiisicied Ch. 667 
SB 279.0... Ch. 452 
SB 280... Ch. 668 
SB 281........0. Ch. 404 
SB 284.......... Ch. 405 
SB 285.0... Ch. 752 
SB 286........... Ch. 453 
SB 288... Ch. 454 
SB 289.0... Ch. 455 
SB 2938.0... Ch. 456 
SB 294.0... Ch. 669 
SB 295.......0000 Ch. 670 
SB 300... Ch. 457 
SB 308... Ch. 753 
SB 307... Ch. 458 
SB 308........00.. Ch. 406 
SB 309... Ch. 459 
SB 310... Ch. 442 
SB-B12 aescssiess Ch. 443 
SB BBs seve: Ch. 460 
SB 8143520003 Ch. 407 
SB 321.0... Ch. 444 
SB: B22 ssi Ch. 671 
SB 328.......0000 Ch. 445 
SB. 824 ..s:c.s208 Ch. 461 
SB 325.0... Ch. 446 
SB: 827 ascends Ch. 673 
SB 328 esse: Ch. 674 
SB 330... Ch. 447 
SB 381.0... Ch. 448 
SB 832 csssccssees Ch. 675 
SB 334... Ch. 754 
SB 838 sissies Ch. 462 
Bill No. Chapter No. 
HB lu... Ch. 1 
HEB:  Dissssssvessds Ch. 769 
HB: Sissssvad Ch. 52 
HB: 3 Assiceic. Ch. 707 
HIB: “Ossssstsstvaee Ch. 763 
IB). -Gie<2eecee% Ch. 618 
HIB 7 vcsorscsiess Ch. 597 
HIB® 8igcsssscegess Ch. 708 
HB 9... Ch. 596 
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Bill No. Chapter No. 
SB 389........... Ch. 408 
SB 340........... Ch. 463 
SB 344.0... Ch. 464 
SB 345.......... Ch. 465 
SB: BO 1. f.gschecexs Ch. 768 
SB 352........... Ch. 676 
SB 354... Ch. 466 
SB 356............ Ch. 467 
SB 358........... Ch. 468 
SB 359............ Ch. 677 
SB 362........... Ch. 755 
SB 368........... Ch. 469 
SB O7 Sisvcinics Ch. 470 
SB 874........... Ch. 678 
SB 875.......06 Ch. 679 
S Bee T sicssnests Ch. 409 
SB: 37 8iscccoeests Ch. 410 
SB 380........... Ch. 680 
SB 382... Ch. 500 
SB: 38453. sc2dee Ch. 681 
SB: B91 ..ccanceexs Ch. 471 
SB 392... Ch. 472 
SB 398... Ch. 682 
SB 396............ Ch. 335 
SB: 897 iscccsnecsss Ch. 781 
SB 398........... Ch. 473 
SB 400........... Ch. 474 
SB 406............ Ch. 411 
SB 407........... Ch. 501 
SB 40 scsceecs Ch. 497 
SB 411.0... Ch. 362 
SB 49455: scscczs Ch. 336 
SB 416............ Ch. 412 
SB 419.0000... Ch. 503 
SB 422.0... Ch. 413 
SB 423.......... Ch. 414 
SB: 424)....scce03 Ch. 683 
SB 425........... Ch. 756 
SB 426........... Ch. 475 
SB 480 vsissscessss Ch. 415 
SB 482 iscchesks Ch. 476 
SB 448.0... Ch. 684 


HOUSE BILL TO CHAPTER NUMBER 


Bill No. Chapter No. 
HB 10........... Ch. 709 
FB: Da ssscocsecss Ch. 595 
WBS Wisc ccccers Ch. 710 
EB: Bish cessees Ch. 87 
HB 15............ Ch. 31 
HB 16............ Ch. 711 
HB: 18 sssiccese: Ch. 160 
HB 19.......0... Ch. 594 
HB 21... Ch. 81 


Bill No. 


Chapter No. 


SB 444 
SB 445 
SB 448 


SB 451 
SB 452 
SB 453 


SB 454 


SB 455 


SB 456 


SB 457 


SB 458 
SB 464 


SB 480 
SB 483 
SB 487 
SB 490 
SB 491 
SB 492 


SB 498 


SB 505 


SB 506 


SB 507 
SB 510 


SB 516 
SB 518 


SB 521 
SB 522 


SB 528 


SB 530 
SB 531 
SB 535 


SB 536 


SB 540 


SB 544 


SB 550 


SB 554 


SB 557 


SB 558 


SB 561 


SB 564 


Bill No. 


aruetieuks Ch. 477 
weiteeessees Ch. 757 
ey: Ch. 478 
waduchvees Ch. 479 
sphasesees Ch. 480 
sbiecentbe Ch. 275 
ee Ch. 481 
aitacniees Ch. 482 
sdeyenteecte Ch. 483 
hiispiss Ch. 484 
uctusieeice Ch. 685 
sisndoesndvee Ch. 416 
paneebgees Ch. 417 
asdecsiese Ch. 418 
ssbbepaee Ch. 686 
asieessess Ch. 687 
svuttive’ Ch. 485 
agebibens Ch. 419 
picsusineee Ch. 688 
eacesbeees Ch. 689 
tein bees Ch. 690 
ssdecwntbe Ch. 691 
ssheopsses Ch. 692 
Sesdvorndves Ch. 782 
eaebesteegte Ch. 693 
Aitsbiss Ch. 694 
agpaveiee Ch. 758 
sesdeosnaves Ch. 502 
shesgens Ch. 695 
sstecsiese Ch. 696 
soipensete Ch. 697 
sunsveedeee Ch. 698 
Settee! Ch. 699 
suativecsied Ch. 700 
agepensnde Ch. 701 
snesesneoee Ch. 702 
Sioassees Ch. 703 
wlatiereaise Ch. 704 
suhpevesie’ Ch. 759 
sisteerbeves Ch. 705 


Chapter No. 


HB 22 
HB 24 
HB 25 
HB 26 
HB 27 
HB 28 
HB 29 
HB 30 
HB 31 


Bill No. Chapter No. 


FB 823 ssccccicess Ch. 363 
HB 34... Ch. 116 
HB 35... Ch. 593 
HB 36... Ch. 240 
HB. 88.c.scc6.005 Ch. 162 
HB 89 se .csscee Ch. 5 
HB: AL... .cssses- Ch. 54 
HB 42... Ch. 117 
HB 48.0.0... Ch. 6 
HB 443.0 sce Ch. 3 
HB 45... Ch. 364 
HB AT cases. Ch. 365 
HB 48... Ch. 55 
AB 49s eccscee Ch. 118 
HB: D0 .issecsecss Ch. 56 
HB 61 secs seecces Ch. 75 
HB 62: cccsciceve Ch. 163 
HBe 8 siscsstscess Ch. 119 
HB 54... Ch. 57 
HB 55... Ch. 619 
HB 56 scc6.045 Ch. 58 
AB BS sissies Ch. 39 
TB OO sciesesss Ch. 20 
HB 60 secceccecss Ch. 164 
HB Glisccssccsess Ch. 7 
AB 6255. scses0v. Ch. 592 
HB 68... ccesssses. Ch. 241 
HB 65... Ch. 59 
HB 66 veccsscccuvs Ch. 120 
AB G67 esc .ce Ch. 8 
HB 68.0... Ch. 60 
HB 69 secs eeceess Ch. 61 
HB 7Oscccssssseve Ch. 42 
Bi iksciks Ch. 28 
TB. WD. cesstesnese Ch. 242 
HB TBssccaecccs. Ch. 27 
TB V4 sscsscesecvs Ch. 121 
AB. 7b ssesssssese Ch. 122 
TB: 76s essesescens Ch. 123 
FAB il Piscesereevess Ch. 9 
HB: (8s cccsseieeve Ch. 10 
FBe 79 ses sssee seis Ch. 165 
HB 80 ecstssses Ch. 124 
HB 81... Ch. 125 
HB 83... Ch. 62 
HB. 8432.88. Ch. 126 
HB 85... Ch. 63 
HB 86.26.0085 Ch. 64 
TB: “87 ..ccsssuiseve Ch. 620 
AB: 88 sss scscecese Ch. 127 
HB. 89 cscssssoce Ch. 128 
HB 91o. Ch. 621 
TB 92 eccscescvs Ch. 82 
HB: 98 sé.s35e8c8. Ch. 65 
HB 94... Ch. 66 
HB Obj ..csscs. Ch. 591 


HOUSE BILL TO CHAPTER NUMBER 


Bill No. Chapter No. 


HB 96.0.0... Ch. 129 
IB OF cesscsscees Ch. 622 
HIB: 98 sscsisae Ch. 21 
HB 99 secs secs Ch. 22 
HB 100............ Ch. 130 
HB VOU. a5%53 Ch. 590 
HB 102.0... Ch. 131 
HB 104.0... Ch. 132 
HIB 105 vescsccscse. Ch. 133 
HB 106 si cssiees Ch. 134 
HIB OF ssssesensss Ch. 243 
HB 109.205.5006. Ch. 166 
HB 10 vsssassctes Ch. 494 
HB UI ssaccecc Ch. 25 
FB VD es sescseuees Ch. 167 
HB 113 sssssssccss Ch. 26 
HB 114... Ch. 244 
HB 115 ssccsscck Ch. 366 
HIB L1G ssscncsnss Ch. 159 
FEB DDT seccsevece Ch. 135 
HB 118 vcccssves. Ch. 589 
HB 120 csi cosceie Ch. 41 
FB T21 ss ssscsinets Ch. 67 
FEB 22 scssscazesss Ch. 136 
HIB 123 vesincsscse. Ch. 29 
HB 124............ Ch. 68 
HIB 25s. cseissess Ch. 137 
FEB AY2T cesssevevess Ch. 138 
HB 128. scscsscees Ch. 712 
HB 129 siccscecs Ch. 89 
HIB AST ss scscssists Ch. 90 
HIB 182). 005.008. Ch. 158 
HB 133 i... Ch. 69 
HB 184.0... Ch. 91 
FIB 135 cs ssncesnees Ch. 245 
HB 186 s.sc..s0c0. Ch. 588 
HB 187.0... Ch. 713 
HB 188.386.0632 Ch. 23 
HB 189 ......00.... Ch. 24 
HB 140.000.0000. Ch. 587 
HB 141............ Ch. 623 
HB VAD sec custo: Ch. 70 
HB 143 ......0..... Ch. 92 
HB 144...5...65 Ch. 93 
HB 145.00... Ch. 32 
HB 146............ Ch. 94 
HB 147........005 Ch. 586 
HB 148............ Ch. 95 
HB 149.000.0000... Ch. 38 
HB 150 sissccscc8s Ch. 30 
HB TO] cssisess Ch. 96 
HB 153.00... Ch. 37 
HB 154.0000... Ch. 246 
HB 155 sssicsscess Ch. 97 
HIB 156. ..si0s080 Ch. 157 
HB 157 csssc.scess Ch. 33 
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Bill No. Chapter No. 


HB 158.00... Ch. 
HIB 1D 9 a5: dca Ch. 
HB 160.......0.... Ch. 
HB IG1 ccs Ch. 
HB 162. ss ccsatess Ch. 
HB 163.3. ..8<.0% Ch. 
HB 164.00... Ch. 
HB 166............ Ch. 
FB 167...cccisesccs Ch. 
HB 169... cscs. Ch. 
HB 170 esses saseae Ch. 
AB 1 TLiscsccsccces Ch. 
PIB 17 2essccisatess Ch. 
AB LTS ices: Ch. 
TB 174, .cissnsves Ch. 
HIB 170 vases cvexess Ch. 
HB 176. ccccssoces Ch. 
HB 18 .sicicces Ch. 
HBTS. svsacses Ch. 
HB 183.0... Ch. 
TB TBO ssscccssivs Ch. 
HB 186............ Ch. 
TB TST scsstsvhenes Ch. 
HB 188 vscccsicces Ch. 
HB 189). stisces Ch. 
HB 190 ja. cisccces Ch. 
HB 192s csesskesss Ch. 
HB 196.0... Ch. 
HB 198 sssccisntees Ch. 
HB 199 ....cssi0ce Ch. 
HB 200............. Ch. 
HB 208 .s....ecees Ch. 
HB 210 cccccseces Ch. 
HB 210 sc csdsces Ch. 
FB 212., ovessscses Ch. 
HB 218.0... Ch. 
HB 214............ Ch. 
HB 215.....sc.0e8 Ch. 
TB 217s esivvesses Ch. 
HB 218............ Ch. 
HB 220........... Ch. 
HB 221 viccsscccss Ch. 
HB 222.........0008 Ch. 
HB 224.......... Ch. 
HB 225........008 Ch. 
FB 227 .istssccses Ch. 
HB 228............ Ch. 
HB 229 sccccsssees Ch. 
HB 231... ccccsesces Ch. 
HIB 282. .cccccsss Ch. 
HB 2384............ Ch. 
HB 2386......0..... Ch. 
TB 239) se cesscess Ch. 
HB 240............ Ch. 
HB 241.000... Ch. 
HB 242.000.0000... Ch. 


98 

99 

34 
247 

71 
624 
585 

35 

83 

72 

73 
156 
155 
154 
584 

36 
153 

84 
168 

85 
625 
367 
169 
248 
583 
760 

44 
582 
581 
100 
170 
368 
249 
171 

45 
172 
580 
369 
626 
498 
579 

46 

47 
173 
493 
174 
175 
714 
370 
101 
449 
176 
177 
102 
578 
371 
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Bill No. Chapter No. 


HB 244.0... Ch. 
HB 245.0... Ch. 
HB 246............ Ch. 
HB 247.0... Ch. 
HIB 251 scssecsseees Ch. 
HB 254... Ch. 
FB 25D sss50cshe50 Ch. 
HB 256... Ch. 
HIB 25 Tissscscevstes Ch. 
HIB 262 )..3c0sc003 Ch. 
HIB 263: ssscssnes Ch. 
HB 264... Ch. 
HB 266.0063 Ch. 
FIB 267 isi.csiees Ch. 
FB 2:1 Oi sssesssseee Ch. 
HIB 278 ssssccescess Ch. 
HB 274... Ch. 
HB 281 oscccssescs Ch. 
FB 282), .scssnees Ch. 
HB 2838.......0... Ch. 
HB 284.0... Ch. 
FIB 286 cs3szecesi0e3 Ch. 
HIB 287 ss..ccssii0 Ch. 
HB 289.0... Ch. 
HI B:290 cssccccscees Ch. 
HB 291 csiccesiecs Ch. 
TB 292 escsccistis Ch. 
HB 295... Ch. 
HB 296........00 Ch. 
FB 297 osc ecesiees Ch. 
HIB. 298 wai .ccsssese Ch. 
HIB 299 ccsceeseees Ch. 
HB 302............ Ch. 
HIB 808 s.scccescecs Ch. 
PLB 805 ssisccesntes Ch. 
HB 306... Ch. 
HB 309............ Ch. 
HB 810 ..sicc.si0cs Ch. 
HIB BT ss cccsteee Ch. 
HB 312............ Ch. 
HB 813... Ch. 
HB 814 ..3ccc.i008 Ch. 
HB-B Gisenedvaves Ch. 
HB 817.0... Ch. 
HB 320 ...sccse0ss Ch. 
HB 821 ss:.csiees Ch. 
HB 322........000 Ch. 
HB B25 sssseescees Ch. 
HB 326........000 Ch. 
TIB 827 ciscccssess Ch. 
FB 331 ccscssnses Ch. 
HB 3382........00. Ch. 
HB 333... Ch. 
HB 385... Ch. 
HB 336.......... Ch. 


HB 388... Ch. 


577 
576 
178 
250 

48 
108 
372 
575 
574 
373 
179 
180 
104 

49 
573 
105 
374 
106 
715 
572 
251 
181 
571 
441 
107 
182 
183 
184 
375 
598 
252 
185 
600 
376 
601 
495 
377 
186 
187 
602 

88 
603 
108 
716 
109 
717 
604 
672 
188 
253 
254 
770 
605 
255 
189 
718 
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Bill No. Chapter No. 


HB 342............ Ch. 
HB 348.0... Ch. 
HB 346.000... Ch. 
HB 347.0... Ch. 
HB 348............ Ch. 
HB 852 cs sccisseses Ch. 
HB 353............ Ch. 
HB 355............ Ch. 
HB 806 vssecissess. Ch. 
HB 8585. cccssc0e Ch. 
HB 359............ Ch. 
HB 360............ Ch. 
HB 361............ Ch. 
HB 862.3 ccsseses Ch. 
HB 364.......0.... Ch. 
HB 365............ Ch. 
HB 366............ Ch. 
HB 367............ Ch. 
HB 871 sccsssssees Ch. 
HB 874........... Ch. 
TB 876 ssccccissess Ch. 
FB 877 ss éccssesss Ch. 
HB 879 siisssses Ch. 
HB 382............ Ch. 
HB 384.0... Ch. 
HB 385............ Ch. 
HB 387............ Ch. 
HB 388............ Ch. 
HB B92 ssi ccsssess Ch. 
HB 398 ss éscescsses Ch. 
HB 396 ..cccssssees Ch. 
HB 897 csccossesss Ch. 
HB 399............ Ch. 
HB 400............ Ch. 
HB 401............ Ch. 
HB 408......00.... Ch. 
HB 408............ Ch. 
HB 410............ Ch. 
HB 412 ccssssses Ch. 
HB 417.0... Ch. 
HB 418............ Ch. 
HB 422............ Ch. 
HB 424.000... Ch. 
HB 425.0... Ch. 
HB 426............ Ch. 
HB 427.0... Ch. 
HB 4838............ Ch. 
HB 485............ Ch. 
HB 487.000... Ch. 
HB 488............ Ch. 
HB 489............ Ch. 
HB 440.0... Ch. 
HB 443... Ch. 
HB 447.00. Ch. 
HB 449.000.0000. Ch. 
HB 450............ Ch. 


190 
110 
606 
191 
607 
608 
192 
771 
193 
609 
719 
610 
256 
720 
611 
612 
613 
378 
257 
258 
614 
599 
259 
706 
260 
615 
261 
194 
262 
616 
617 
627 
195 
496 
196 
721 
558 
2638 
559 
197 
198 
379 
722 
199 
200 
264 
560 
561 
723 
265 
562 
380 
381 
563 
628 
266 


Bill No. Chapter No. 


HB 452.000... Ch. 
HB 455............ Ch. 
HB 456............ Ch. 
HB 457.000... Ch. 
HB 458............ Ch. 
HB 459............ Ch. 
HB 460............ Ch. 
HB 461............ Ch. 
HB 465.00... Ch. 
HB 469............ Ch. 
HB 470.,...00.05006 Ch. 
HB 477.0... Ch. 
HB 482............ Ch. 
HB 485......0..... Ch. 
HB 486............ Ch. 
HB 487............ Ch. 
HB 488............ Ch. 
HB 489............ Ch. 
HB 490............ Ch. 
HB 491.000... Ch. 
HB 493............ Ch. 
HB 497............ Ch. 
HB 499............ Ch. 
HB 500............ Ch. 
HB 504.000... Ch. 
HB 505......00.... Ch. 
HIB D1 Os asssscesce Ch. 
HB 513... Ch. 
HB 518 sccccevces Ch. 
HB 519 ss sesaciss Ch. 
HB 520............ Ch. 
HIB 521 | sess sveee Ch. 
HB 523........... Ch. 
FIB 525 sesscccsees Ch. 
HIB 529% s.sesccseae Ch. 
HB 581.0... Ch. 
HB 534... Ch. 
HB 5385......0.... Ch. 
HB 536............ Ch. 
HB 5389... Ch. 
HB 541... Ch. 
HB 543.0... Ch. 
HB 544.0000... Ch. 
HB 545.0... Ch. 
HB 549............ Ch. 
HB 550............ Ch. 
HB 555......00.... Ch. 
HB 556............ Ch. 
HB 557... Ch. 
HB 560............ Ch. 
HB 561............ Ch. 
HB 562............ Ch. 
HB 567............ Ch. 
HB 5695 i.3:...8%50 Ch. 
HB 573.00... Ch. 
HB 575... Ch. 


564 
565 
267 
268 
724 
111 
566 
382 
269 
725 
567 
568 
629 
569 
570 
630 
383 
270 
505 
504 
271 
201 
726 
506 
305 
202 
203 
384 
204 
304 
727 
507 
385 
205 
386 
112 
508 
387 
206 
728 
509 
388 
488 
303 
510 
302 
207 
511 
301 
208 
512 
513 
486 
729 
300 
389 


Bill No. Chapter No. 


HB 576 sesccsecccsve Ch. 631 
HIB 18s. cssctieve Ch. 299 
HB O79 sissscese Ch. 209 
HB 580............ Ch. 514 
FB 582s cece. Ch. 298 
FB .b88 sisscsctsese Ch. 390 
HB 584.00... Ch. 210 
HB 585... Ch. 211 
HB 586............ Ch. 297 
HIB O87 sicsescescve Ch. 772 
HB O88 sessscceve Ch. 515 
HB 590............ Ch. 516 
HB 59 Lsseciscceuss Ch. 517 
HB 692 sicceseces Ch. 518 
HB 593............ Ch. 212 
FB 6963 sccsecess Ch. 730 
HB 9 Tivsscsscceuve Ch. 519 
HIB B98 si. csscccese Ch. 296 
HB 601. cssecese Ch. 391 
HB 603............ Ch. 295 
HB 610. ccs Ch. 294 
HB 612 sicccsccces Ch. 520 
HIB 610s ssisscsss0 Ch. 220 
FB 619s .cccseccss Ch. 521 
HB 622............ Ch. 522 
HB 625 s..cessecsve Ch. 392 
HB 681.000... Ch. 523 
HB 685............ Ch. 487 
HB 686............ Ch. 293 
HB 639 si.c8i.68. Ch. 213 
HB 640.0... Ch. 292 
HB 641.00... Ch. 632 
HB 648.000.0000... Ch. 773 
FB 6b 2s s.cesceccse Ch. 731 
HB 655.00... Ch. 291 
HB 656............ Ch. 524 
HB 659.00... Ch. 290 
HB 660............ Ch. 289 
HB 661.00... Ch. 288 
HB 663............ Ch. 214 
HB 664............ Ch. 221 
FB 665 s:.cesisscs Ch. 215 
HB 668............ Ch. 525 
HB 674.00... Ch. 526 
HB 675. .cccscccsss Ch. 222 


Chapter No. Bill No. 


0) an lpereererrere HB 1 
Chi 2 cassccacsas SB 18 
Chi B ciiesciveses: HB 44 
Chie 4 hsstetecs HB 30 


CN. DB gesssstdessess HB 39 


CHAPTER NUMBER TO BILL NUMBER 


Bill No. Chapter No. 


HB 676. ssceesscies Ch. 527 
HB 679 s.scscsseces Ch. 528 
HB 682............ Ch. 287 
HB 684.......0.... Ch. 286 
HB 685............ Ch. 529 
HB 689............ Ch. 530 
HB 691.......0.... Ch. 393 
HB 698............ Ch. 775 
HB 695.......0... Ch. 285 
FB 697 cosscsscces Ch. 531 
HIB TO 2 sesssssness Ch. 394 
HB 708 ssssccscces Ch. 284 
HB 705........... Ch. 532 
HB 706 sssccvsccss Ch. 533 
HIB 7109 ssecsissiets Ch. 283 
HIB TO ssscsssecss Ch. 216 
FIB: 71:2 wscnccessns Ch. 395 
HIB 715 :c.scsccsceis Ch. 534 
LB (2A es evcsseass Ch. 490 
HB 724.......s000 Ch. 396 
HIB: 729 sccecesvees Ch. 535 
HB 788 csiccsscese Ch. 732 
HB 739 vscnisssess Ch. 282 
HB 742.........0.. Ch. 633 
HB 7438............ Ch. 536 
HB 744.0 .8500 Ch. 281 
HB 745.00... Ch. 280 
HB 749.000... Ch. 537 
HIB: 750 wsstcesesss Ch. 397 
HB 751 .sccssccss Ch. 279 
HB 754.000... Ch. 538 
HB 761 sssssssccss Ch. 539 
HB 764............ Ch. 540 
HIB 76% sisiciscces Ch. 217 
TI B15 sessnaessaes Ch. 541 
HB 777 esssccsseces Ch. 218 
HB 783............ Ch. 733 
HB 786 ..siscsis Ch. 278 
HB 790............ Ch. 542 
HB 790 csvscs secs Ch. 543 
IB: 19D essesatsees Ch. 113 
HB 800 .esscsscces Ch. 398 
HIB 802 ss scsessnsss Ch. 544 
HB 805.......0.... Ch. 277 
HB 809............ Ch. 219 


CHAPTER NUMBER TO BILL NUMBER 


Chapter No. Bill No. 


Chie 6 sisestesireeie HB 43 
Chis" sxhustea: HB 61 
Chy 8 -csuek. HB 67 
Cie: Oveteticesen: HB 77 
Cy. WO Siscesivstes HB 78 
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Bill No. Chapter No. 


HB ST». ccssccccs Ch. 276 
HB 816 ssi.ciisccs Ch. 764 
HB SIT iscvsstecees Ch. 765 
HB 819.00... Ch. 774 
TB 821. ssccvsciee3 Ch. 761 
HB 823............ Ch. 399 
HB 830............ Ch. 734 
HB 833 ccs csssess Ch. 545 
TB 835 wcssccscices Ch. 735 
HB 836 sasscisiccas Ch. 546 
HB 840............ Ch. 547 
HB 845.000.0000. Ch. 548 
HB 846.00... Ch. 736 
HB 852.00... Ch. 634 
HB 855.......0.... Ch. 737 
HB 856. secs csevees Ch. 762 
HB 862............ Ch. 491 
HB 864............ Ch. 738 
HB 867............ Ch. 635 
HB 868............ Ch. 778 
TB 872) sscccsscess Ch. 739 
HB 874............ Ch. 549 
HB 880............ Ch. 550 
HB 881 sscdssscces Ch. 636 
HB 883............ Ch. 740 
HB 886............ Ch. 551 
HB 8905..césssses Ch. 741 
HB 892.000... Ch. 742 
HB 902............ Ch. 552 
HB 908............ Ch. 743 
HB 904............ Ch. 744 
HB O18 vsscccsecess Ch. 553 
HB 920............ Ch. 637 
HB 922. .iccsisces Ch. 554 
HB -928; ww vsssssses Ch. 555 
HB 937 wsscccscsces Ch. 492 
TB 9885 sscccsstees Ch. 556 
HB 941... Ch. 766 
HB 946.00... Ch. 745 
HB 947.000.0004. Ch. 557 
HB 948............ Ch. 746 
HB 949)... cssecces Ch. 747 
TB -9b2. sssessieess Ch. 748 
HB 971 vescccsccess Ch. 450 


Chapter No. Bill No. 


0) oan i eeeeerepree SB 7 
Chis 12 Sscaeeis SB 34 
Chi. LB ssceieces SB 35 
Chis LA weccisttce SB 40 
Chis U5: Ssietsiesees SB 102 
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Chapter No. Bill No. 
CH 16 neescks 80 
GH: VT siescccsceed 45 
Ch. 18... 62 
Ch. 19............ HB 24 
Ch. 20 scssesieess HB 59 
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C526. er tivaidecctlavccteeeunetecueteth oes cbecteudietesesveaetes BOA, ieccectestcteaechs snes Meiscdse avoedesstanctvaseeets tees 05/18/2023 
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CHeb4G.. shisuiircesiwesiceississtieritaeassciienncee anise WB 83 O vaasviess caesaswestusuessessisesacetesecssacnsvrerssteseay 10/01/2023 
(lo rb aan tee ap ree ee en Nn ner er ne RR CR Te MRD FAB 284 0s ceeetietscceesiet2icesdclestencecent staat eeeeeaeneee 07/01/2023 
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(GHD De “seve ssickaescccdcebuviasincesiassoansuvessdenaeebesienaretecast HIB 928: issisisiesvebeavepisdtbsateniselossovalsbaseateabenssenb 10/01/2023 
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C569 882326 sores, corcscrsti secs. cases pescoseesesecsesei tious ed V0 ts ecacsceveste ecto cheszsecaniescesters tassaeseseeeee ss 05/18/2023 
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or the date that the department of 
public health and human services 
certifies to the code commissioner 
that the centers for medicare and 
medicaid services has approved 

a state plan amendment for the 
enhanced reimbursement rate. 
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CT SGO8, 1 res cacereietvcxectecteeeeasteracetems eoadicesacahecareceeatts WL Ey VA aceon conse cect feeaecaszectenesteceveriesescosticeae 07/01/2023 
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S BO) G) ccscoctesstssssuncttestesaresietcte”.  --Geagucaeshagenecoetenes Effective on the date that the 


Montana department of 
justice certifies to the 


EFFECTIVE DATES BY CHAPTER NUMBER 


Chapter No. Bill No. Effective Date 
code commissioner that 
the federal department of 
transportation has granted 
a waiver to the state under 
[section 3(1)(d)]. 
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W663" Sreceiidiesdereiiiiscctdiseadeehgeeiesdeelat ca bests DB 22d is cesecsdhecseiss ciicedenessatesidheevcaneedsnetaaccees 10/01/2023 
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C754: csezicacasecencostusagdotmavesescsenseasniaaineostecenoattants Ps OA sca vcecotescatvasdtagancocsctonsouansoennistsacearmnaniess 05/22/2023 
CELTS: gscetnedivccvtcot wt hicteheanisin conto ets SB GOD sorsseseusscneek vices teeevaideevecayesuveesteeesanesiies 07/01/2023 
OTP: oah5 cesteceoecnscasesscsnueicass cme cossesnesesaceesseccontns A Bae: 2A 5 ee NIE ona Oe a So eR eR SNE 05/22/2023 
MOVED. sicasactscacsiicaaneuseidcscusdutieacteeedectinscesieett sts AA es fess sie tesicnicciic opeoes cies ste tuecsssvasteeaeecies 05/22/2023 
CWE T 5S: Sesbischcctieesmeceibes fuse lie ec tends sadsttovextse anaes Bi O25 hoes eeriers ccnesttacreihe tecoseesdabeesahe cab ties 07/01/2023 
CAFO) civieicncevencs hcsscars saree teererensaeierem deere SB O61: scsecseceste cos saetociczsees eecasieecievs eee 07/01/2023 
MCT FOO" Seshe ct caclecc etic tet sueceove ante seen vecsseucancstenees FEB U9 O osts2)cdeesdeviecis sasvvcssdeceadanasauade sea ss casisesnvees 05/18/2023 
CU FOL: cxeisnccshcanesctees cs tescxecsve lance cectaabaiasseescibioases FIB 821 ccscccssatccccoonsscossssncceoseseencconsssesesdsncsosnes 07/01/2023 
Ch. 762 §§ 1-138 and 15-18... cessceceeceenee FB BO Giecscccerecadadeonedsandeasaciacerseeeossaeuenccattassents 05/23/2023 

Us crctvccvvicdenncs voususabcccuseusecusccevunceuscesusi> , _  deteddvensbeasesdvtersssesvusdountestetenecenecerstemoes 07/01/2023 
MOTE FO Ok hates catessesectanccui econ yaccees ceoucaevesnesesteceameceenees BG eceeecacsecietes sandsdetcatzccsacckectcacneetesessevensenee 05/23/2023 
MOP OA 2 ba2etcsdeessn setvesstesstacsseitacsussuassissetestetttenat FAB UG Sis teessehevosdssicadacsca scans debcodaa Seesesstestebexeeees 06/05/2023 
(CT FOD: satcudecst cieansnsteeceuian sees fuilde datutasvensan aneeae ts PAB BACT sca s% é ve causes drm tsadvicsdsnSieesnibestanessantadetsaaeeice 06/05/2023 
CAS FOG® cstescdietieiea sds Nis bevcsiaveibes aietssssestanesseeesttley A OA ss e25 soso deeeedscd octesiaect ueectauesneseites sseooes 10/01/2023 
(CTR FG 0 . socossctacasetva teas totescnceevebetecdcsacenasteeeeicees WT, Oc totes Orc, ea oe tote Bocas al ch 10/01/2023 
CH FOS: lictsocsissshesstiepsvstasoneceve totes quacsavnitsseessumiseess DB B51. sissscssosencsosacedensteseesivastevssvecsseeasdvecseence 10/01/2023 
CS FOO! ssssdeccaterescossesasdoressvecsensenivasaiastncessecsmunraned UB. Dra cvevasedeecasvosueatecessectemanesearaeaeeseatsastinsion: 07/01/2023 
CEE TAO: Gen cetevetstcccstcsessssvet tices tueiewieiseerntceees FU ye eo ess ctedes fee snavewsdi vest. ven Seecaeiaedesesctuestiversiats 07/01/2023 
(Oy a ey alee rst nacre RED a ee IB BOD heiivieresacdcaces eaten ciacvestcouasei avestarescaweaneoee 06/14/2023 
CUTTS csisscisiceccticasectsad csvesestubectieddsdessseagesetsidescess MAO Oil sos cedeseteasudeiisuesrteabeciaslvostes eueesinecdiees pases 07/01/2023 
OTTO: Sestasseesecseatea ses cssnctesc tare saatiavewtncaceeees FB GAB 6. ssf vecucsteseestandeish Gancodiescaneseestasttieseee 07/01/2023 
CAT TAe cctuiticinsvancs Stnesscasieaeessea donee easeisesemecdoueredons US Ua scectoacstecvsvsnsaesessoreseusaesteestessiseranvareeads 06/14/2023 
MOTE P De aesSictucs seca ce Secontetasgec save onsissianave easiest THB 698: css20sdeiskesiecds cases casdecontessngiadessiexiasdseapeets 10/01/2023 
Clie FIG. ccissisacsesabesccnds wus sasneactveianebdcctead pia ssecseteiseses SB Asc cheetotuk veaite auc eheeeanees tebete sense yeseqeaie densseeees 06/08/2023 
Ch.77T -§§:8-9 and 11218. 5. cccccsvssccccsscesexsagescesese TUBE (29 cccvccerecadadvennedsandeasacazeesansevenesoenceastensons: 06/08/2023 

SOs coastetoustuusreriestsiestscctedtereeceencaascceees 4 «|««~*« ve dee eeens cers seneseusdosnteest te acects ers rovensaes 07/01/2023 

Be Wane cccitircete tase tele . ___denebeh tea ecten stasaie aed cas ning iaSectascsiues 07/01/2025 
CU TTSY . ochtsadscessieadenccstvacsedtesssediteotsasessea Pesastiwowenss FA BB 68 sisisdesudevecedvteiasd cotentsvbeendzateuiasisedeterebesd 07/01/2023 
OTTO) Sahudec Sesvtectieec ches ceeesnts atstates encase a OA stot oo ccc etiam amstasccea se tachenaees rate ovtanstsieeate 10/01/2023 
Che 780° -csictcascsvaiesencerevestvesesieredhestiateteersdvesseeseiaes Bi 254) ssseetssdes socsevecsseeesbanesivevasesedsessgaasetweeee 06/29/2023 
MCT SFM coats te teh i ettcede ictal bas BB OT cas 2 sed ds ick cass canze tended ake Seb ecdacstestssteccadcte 06/29/2023 
Ch. 782 §§ 4 and 9 oo... cccccccccccssseeseeceesseeeeeeeenes RS By SOO i Annet fetcatecteds vaietebeacssucsteseauncsscpareeesneveee 07/01/2023 

§§ 1-3, 5-8, and 10-12. ccccecccsccesccesccsecsee | sauecuuveusvestvccsusesusesaccesecasaesteceseceaeeeneeen 01/01/2024 
CHS 3* sincere Quersttescarieiotcinen avesteavas hs uabestals Be USD. ssecestescenccs awssaedeves desvccayebdwedesteevenvesesss 10/01/2023 


818 


MONTANA HISTORY AND FINAL STATUS 2023 


EFFECTIVE DATES BY DATE 


Effective Date Chapter No. Bill No. 
OVW BO/Z O28: ach voecssesdisiadi cctnetvoidatesiaabeteceshinssbdaaabeesast MGMic. TA, shctecctetcavtetaces cotassaceeuceeseeenuseseeeeeesectoenstek HB il 
OZIUG!2 O28: scidvcnssssvaedesicrestcagivaoessiaoccdd sadecaveaslstoneses Gis “1G scietesccsaseiats Ges aasieeedetansadetcemeteeeedacdinsiaas HB 43 
OZ NG O23, caessetersovestaavarsasssdseaussaveeasecnieeveesiieeetias Chis, “SistivecekicuinSduskuteeeteeatan HB 67 
O2/NG/2 OD Biivessaadcdsdsacadesdscaavscengvées dias sha dcaebuaatecaas GH [Oe ccceusesteccccshaiticdedvaesten alesse cteedletevenersisde oeks HB 77 
ODZING/ 2028 is csctdcovondssicainitiestondsves cansaisasenebssteniestocate AG His, jl Obes ec tetscaact salcesnsstestienasenvsneteeseanieeeetaeaenteud HB 78 
OZIVG/2 ODS: sscccsverncsicagscestucasiaionsssetacssassestecoaneseeneats Gis UB 2s cc cdecewvereotesesversaessuaiesshesstevsraceneecsenteneetenes SB 35 
O22 OD Bec asVectnicsstavescivesdocres idea euecboehieseanisxconats Cg. 5 UD cacti cee ked beac cosnileniseds eovnnc Teneevees Meee dseeeees SB 102 
OZ 2312028 siassczescsessedesaas cusses ageeesse cas cadeoeedeaueseenats Oi, WG ies 2s 2 iiee Sek sicsss evesana renee csascoune dacazbeevessanenes SB 80 
OZ 231202 Bich ecadesisutssadéeatuaccoiie bes asstes Cecsehlessateasosess (67 cee (Ly ea a RE AP SB 45 
OZ A312 O28 cseccicacedavessvscekseaecvaaies Abaca star lensiostetawines Mie. UB esetee Sees eco ot aber dent ee tear deed ates SB 62 
OZ 282 O28 a cas csacecvcvacnes ceeseusatennssouieisacenveveenceaseei es Chg 2. O) ssciccetieets toiceisscs stave esd iacenatenseee Seseneees HB 59 
O 2/28/2028 siciaces icc ssdshesiasds cavvoasesecsaseben sadeeaden tests cats OHS 22. ee ccecctsedbaeevebs ic ceéchan esi contstendeadetscevcsadacotés HB 98 
02/28/2028... ..cccccccccccccccceccauseaeceecececeeseeeeaueaeeeeeeess MGs, Arcee cee sac aca valev sa ganevuieaarvorcessteeheueess stun geeteaes HB 99 
O2/ 28/202 Be iscccsacvsosissondecancsacddoisecienctaassastazeondeasveads His, 2B) cccczdossavssetecsassevanarsaasonsaaiedezeseractemancosseeseds HB 138 
§§ 9, 20, and 24-27 
O 2/28/2028 sipiciscscacsesuahastercsacoessevessasseessncbeonss eaneasens Gg, a ostres Se casccteaae es easasacnenetsnecakc lense eeesee sevens HB 139 
OS/O2Z/I ZOD Bis chive cscePetssnasdeteccocad ies iveracevessendssadaiaveiast MCU, 22 Orcas Be eax esha desoPass eden canvass tecuaesveieeesecsseteses HB 113 
OB/O212 O28: sccdicassitvasdeveosseciatieones Mesctstsadataisnslessteass ASH 7 DET xx cha cccvdessaztcusea ioeeesosteansbcttaceakengckes dea tenestes HB 73 
O22 OD Ber co, cctcce sez seczcsscseseveaties ssavscisecurtveenaateeats Cis. 1D Sivsei cece: tacccsuseiesevanevseisueniseeetaraeea eves HB ‘71 
OB/O2/2 02 Bivcea said vcdsdsdectesdecs sevceadecessetessaadecaseeaatecats GH. 22.95. ccneszintscdavsbas2uczedsheniendaceatecenicceekeseenschacsots HB 123 
08/02/2028. sscsdcsseebesseaisacicstonss es soavsiabvaneicstendsaverabs ACs) secs alice ot uc'te sa cosestacasscecnstetaisauceeesetaeoeneeac: HB 150 
03/02/2028: sccccascesdicaascoatucaciasonvecetueicasadsneceanesesseats Gig 82h cc ccccorsaecastesnasuevens saaacostaestgosasamaceeesemeeusuesies HB 145 
OBO ZI 2 OD Bs cise ast sAindestaceactedeteceessddxceeabehitssakees covets Cg: BB eseteck cesdedtnascaSeedisu seus tevdie devbecvel tevecasesudeeess HB 157 
OS102/ 2028 vasa ccssssoresdadesnincsssvesnsvessae sas seameeoteaerasaeais OEY. $8 Dees cecs esac sancsiee ss evesteavenincsagecanecaceiecesesauperie’s HB 166 
OBH02/ 2028. ciicacestestssuaseatntacoinsius taastiacessdhdeseadswevare ec Tee | oR PON PE Ie: ER HB 175 
OS/O2/2 O28: acdivscscavesatecegeccatsveonss Gascest oxdeiaviosewtsncaes Mis, 2B cceeee tees tstne tees ateveatanetet tee tears eeceateaaseesas HB 153 
O22 O28 aces ceecnceesacnes csassuscseasssousessteateeveaniaeneads Cig. BO eset ccez: ices touseievesetess eens nieeeatereeeeeenntees HB 58 
OSLO2/2 OD 8 ssneacsiiccdedsaescasdscaayoconiecades sis snadedederiaseseate Oi AD 22 cccectssd estas bas bis oe éches anda coatstuntestete ces cisteeskes HB 70 
03/02/2028.......ccccccccccccecceceaueeseeceeceeeeeeceaeesseaeeeseess Cis, SAB acs cette nea va ev sa genessiedarpooanese beeen geese teas eaeeixe SB 191 
OS/ 13/2 OD Bs ices ccavensdestandscancacaddoassciasecasseectatucndeasnents Gig 24 cso cseesacecaswcsgavesans tena ionetcizdeeseeacteonenessatesads HB 192 
OTB OD Beis serstetatecbaco rectus ies 2a ebectenties te aver tee CE. AE: ssctiect eevee duce’ snenediud see soeuc Teveesoovansuseatevcedioeet HB 222 
§§ 1-4 and 6-10 
OBINBI ZOD Bi sch cecsceseissndsceaedcoideswssashitecesdinesbesudeensast AGT cect is Act ce tees asta ves sashieenaneaanesebeceusedstansesectortstes HB 251 
OBIS 12 OD Bi sveirerecdsevscusiconss Aeivesnsecvecdiesdscatteseceseetes (Gis. AO echoes ccetduss vetesresustamee teceuwet dea eadaaiesdenesees HB 267 
03/13/2028) sirstvicshessninieevinvsaeaioeace Chi) Oiscivecc nei hes Seis SB 121 
Pe ROT DOR ORE ME ACER NCTE R RRS RTE ERE AOE §§ 2-4 
03/15/2028... .cccccccccccccceecesueeueceecececeeceueeuseaeeeeseess 0 TELS rn a ae HB 3 
OS/1G/2O28: secvscsssoossseascossucactaioavacetucscassestecudneseseeats Gis 8B 258 ceccesecueetsieeveeans saaaiostueatgnsaaractecseneeaenesees HB: 31 
OBC) 2028 ccessttcnidcstacescieesducves dies checborAieeseencexcoxets CEs. 1G iss ct evked bed cost dui scas ses dest caval diececdeeseeews HB 50 
OS/NG/2O2 8 iiss sccacsceoessadcsniscassesgeeessscascuneeesdesessenests GBs. 2B Tes iesceciies ferzeccvislavescua venue coanecene cocaselesesauperes HB 54 
OGIVGIZ0 28 ecsicadsevssteisadectnascosdevestaspesetessdhisseadediars ec TAL | cea PN HB 56 
§§ land 8 
OSIIG/2 0238: csrssvecstieesieesnnisvisaseiesavond reetnvevi aaeheenaee co tm EE EE ee HB 69 
OS/UG/2 ODS sisccsas tte sedsaesds sd csstecsasdecdesiasdadiertertastecate AGEs 1G Bes ccs ¢c2s02 aeexcbaitescesvoes teil conte bead cdats caves sdadekes HB 85 
03/16/2028... ccc cecccccccccceeccaeeeueeceececeseeceeeauseneeeeeeess iis, OAc 32s ceca cacstalcess gassesicas vensseustevnngeese se tieoeateies HB 86 
OSIUG/2ZOD Bis caccevccnccccseadsces casts dveschecctavecaseataanbessncere Gs OD oes cic doves ee versosdevenenvsaus iotencandtvovdracteoseneesabesias HB 93 
OS UG 2 O28 ies setts iaice stares cantews rele dscceeavstoutessansexesaae CE 3. GG ised ccs dase’ casio sche sig encdeveeseotesseectsesevseeees HB 94 
OS/UG/2O28 saci cecascccsentedesies caaroesteveskssicecaacbevess acveaeune Es, (Oss csscecedsccstciexes sat evaedeaten casa ccanecacatecaneeseneeies HB 133 
OBIUGIZO2 Bis iets cd Peis sdcsdettesvotad bes iassetecesscvdesasatavetest MOVs. My eae Boe ace ava de sP odes edencuate este eavae test ecesesevteaes HB 162 
OBITG/2 O28 scidicassdteasdeveosseciadeeanes Masccdtsadacssuslemateass (Gis TD atc eccstessastduaa ak Leesan ctatccanbnatiedavieteoeuies HB 169 
Oa G2 OD Bis co, saz cee sez sccncsscseseveubies ssavscisecureveemiatenans cn PS HB 170 
OB/UG/2OD Biicensakdvcdsdsdecteadecatevciadecessalessnadeceseeaatecazs Gis. “TAs ccncscesiscdevsiaitaccedshes tent cxskeeniike ees es SB 103 
OB/23/ 2028 is eratdcsrecbescadeatidscondseeseeaskisssenutdsteciepontats Gis. 0D cadeiess toece de vasdesansbaxiauasianaseie iatsaaseessstasgenesete SB 135 
OS) 2312 O28: sicesascosdissanasasncaasnamasocetacsstaaaetscuanesesneads Gis Ol cit cocsancoaztesavaeeanessasioasnessoraes cactaccaneeseiesiat HB 21 


§§ 1 and 3-5 


EFFECTIVE DATES BY DATE 819 


Effective Date Chapter No. Bill No. 
O3/ 23/202 Beri. devszisasosasdtcntessecbadeccettassnisaeavcasbarsieds CCU Dees hce ch vocee oo fac ass suseaciherarecatanaedesecraseeseaieons HB 92 
OSI23/ 202 8. cs ccaxccstewesncsaeccanes deccdbsndaccsdencseetetaocéaesns CMs 8B seis dcecveaicsssaessastesasa daareeaes (ober desiendimettteewmenes HB 167 
O23) 202 Bere seven sadotetvcssaceeiauesssacseeaseteasesvarevezstces eR: cee Pe ee ee HB 178 
OS/ 23/2028: oi sds Sasiiasdecssestangedeadsiss os tiasden ciate oubelanies Og Bess 2ocaees seeks cds Sak cbse ccaceceatcceseeleacececesseeaseece HB 183 
O8/2T 2028 vcccicsscsssacedacusisbanesasabsvvasehdstuniseooss ovaisvass GES 8G oc iisccdivessvetgeccevsnasstesswesdsonaseeseonges cancsepninpeats HB 28 
OF NT 202 8 vcescscesnesesaeaadersocecesues savvesegcceadeestantietaeese Cl: OST cesecocseccdncposzersanessvnsargegsacsectecsenieecuestineste se HB 13 
§§ 2-3 and 6-7 
Ol 18) QOD B ccsss sesceaivespicendenscasardacacaveosanesasecossasabees Cc Veit oo ee eRe ar eee HB 313 
OATS) ZO 28 vcccccesssateasedavadeauseavbesscvssdeds sandesives spdeacers Os gic |: Ne 2 Re em eo HB 129 
OF NS/ 2028 ie ccscaccrsidataveiasccdece dbncedsadapecersierdenaspeacinens Chis OO aeissccteieshissieeaesietteetaen bec testes HB 131 
OA) 18/202 Sorc: tersisvciescevecsiens tteeseveenurasanneninesieerveues Chi. (98k sen Ries See ae ee HB 144 
O4/VB/QODB: cccavssesncisdi casdebasgicsavstaastedeastexeandscavecdavees (OT, OA ss ct bees ssechs seedy sevtus Fican teas lsesteacsceceecesbeerseats HB 146 
04/18/2028... cceccccccccccccceeeeeeeesesceeeceeseeeeuueaseeeeeess MOE, 9G evi sccecieLactsceaceechansinssasdeshasceseueseedeacesneteezees HB 151 
OFT 8/2028 vecesscsasndeceacazeeravesdesdevevescdhacecndetnanstetenese CT N00. vercececstntecsscesenteves scsdesesdeesicoacecdactcendesence HB 199 
OAS) FOZ Bere hae: chscrcesetarscovetenstuateredeusccasvevmtedeas eet: COTO aecet eee eos ve ctaaie vei costco cent osbes in eededeeeesceeek HB 232 
OA) V8) 2028s cc cciccccdestesespiccstecccssacevaxeceessezeadescaseeetees CCG ct 0 5 ee a HB 254 
04/18/2028... ccc cececcccccccceceeueeeeeceecececeeceaueeseeeeeeess CO ive ste cade case desea eea costes vaesececeeeeessctess HB 266 
OAL VSO 2B es ccs. ctssvicoosnFagdcets ca dapbssusdsistetateeeiercoassatesss Clie WO Des avecer es Vascsasdctuncrans ateodden conevsesiemsteseecesneeds HB 273 
ONS FO DB svcsivcevescesccssteeaes axevinestnvaesanstiseesdecsseesesees GE WD) goecs ost arasetars sees tacetbece weexecbeseineessotseeneees: HB 531 
OAL VN B/2O8 8 sisnds csseicesdedsadebihdecds danssasagecsadecs soeceasebisois Gis VV) 63s 22024 3csc5 tas 2s concedes te ceek sles cbcdece jestantucsszsteat tak HB 795 
04/18/2028. ..... ce cceccccccccececceceesseseeceeceseceeeuenseseeeeess sy sve [SIR oP gn HB 25 
OAL18/2O2 8. vs.cecesscxsaseeptdecgudeesdscnancsntaceacetea seeotwesesiee ASV oes dcohes chazsavecetuecsaavoonioseaivestestisessescstesianeyse HB 42 
OATS OD 8 reeconctavecevdsdtvavsaneedvvcdceutseesdee ceeceescueebsestes Gs VS csesyctctucsecsdouses chose te cteeneedencteeecuvesdsebessees HB 49 
O4I1.8/2OD Biss cesesse ccs tiscasin cages devvasevaanceacsgeveageasssouavess GTi UO sc3 22 cas cshasesavosssen sac scuncctesesnescseeaesnacereusteneuas HB 53 
OA VB) QO 28 ss aduccs ciknitesveelscsidsstaesectisdetisvhssuereeeteountte is FE ccd cecees Deo a teeta. cats cacvencitecteesedisasiert: HB 74 
OAITS/QOD Ss aces cvsccecesisvevarseakeassasndessetenccutsncantee wees ACV DDE hte steel es eas nes eck otievinaeabtacsteceebedesteieseass HB 75 
OAS ZO D8 eters t cos senesevecsencaeceeseustesccetucsoesanesttssiiats Cb VIF ss giee oe ccseess sens sguseus weeandveceesbceeeeeeoseneceuraeeess HB 88 
O4/VS/QO DB visszicccssosseccdecsvexeands cvngetasgeadsiadencs cae iensvesd Gig VIO stones ccavetasziceetscas te cesccavecestecesi thd atstsievae HB 96 
04/18/2028... ceeccccccccccececeeeseeceeeececeeceeeaueaueeeeeees Gs] sae [| 0) ne ee HB 100 
O41 S/202 BS ieeteressecnandccddescen daaveriaveisesecstieatacseedteeaniss AS ABA es sccses eccsaaveradssacaseectes sen loceeeteteoesapectessenesee HB 102 
ONS ZO DS: stecsseetiscatavessercoveadeececsbestevtsseesdocavchess Gs Wat Yee eee ne HB 106 
OI V BI QOD B iscces ccteasisus ieassevengneesaaswscedeecoses caaeoeaseeast GS US ah cocks ski vidas sxe vacasecheo caacccanesansueteneedeocsuarens HB 125 
OF VS) QO 2B sis ccceteisoissivsseceldesevelecaesacsdsesismedecetoaschects i] at 0 Rae eR RR SB 21 
OATS) QOD Bs ce ox csssasusteonsscdaaccaneadiossiasstcavesceaereeDitaocess GT, VAT oe sce ccs causes i soeedadennebeenteanendeeecdeaedacesaaaee?s SB 36 
OA USI ZO Das, srececsecsieasivntetecesadessavessveesesesatensarvteteeaes Ge sagt eg ve eee SB 39 
O4/VS/QO D8 viscid. cds isschdasgecsazecsngaceass tes stadacebeocsaaeceseeise Gig VA evn 2) sees bi5 2, s edshas donde ccadecesdecteke ieee sducsteatias SB 48 
04/18/2028... eceecccccccccecceceeuseeeecesceeeceseeaueaseeeeess Bt set 1a aU SB 57 
OATS) QOD Bcasceceszicsavisnsagegsossesdeeduanaacvastecapecteeaiateetas AGH TAG se cccesvceczcesaaveoas szansoutneasdoroceracessancesenesoasasy's SB 120 
OA VO DO DB a5 Navestacevcoccech covuddescussbecdiveeanncsssscdsahess Gs cat Gy es a ee a a SB 111 
OAV 9/QO DB. veces dcvcasadeapanssaiacegeseweeseaceceveodagessancasyects Gig VB Mack ics Maes ded capo cosme cane coeasndecesaupestereugs SB 13 
OA TODO 2 Bos hes ocvivontéaviedtsigestaitwstoacessthtsteddewseeetects WSs 1B ccedecteces avn sessssavesaseusucteinenisesstieeetesetetosesiess HB 176 
OFT TO DOD Bice cccsniesesdatsnesa sccteteiseadess sedseeverserianrcseteas ACT VA tessa oi cates taesd stein enat sec tuendteneteeaateeieeenes HB 173 
O20 Deore ts crsve ees csasstecsscnseavensecserseseunccecsteeeeaes Ge mt 5 1 nr ea HB 172 
OV ODO DB vsesss csicaseoiasdecoadsdanganssdeccveiadecanyoasadecsveeise Gis 15 Fine eh2 2c dcvsbexds cous aeaieeducvatectekects colevescducsseeiiss HB 156 
§§ 2-4, 6, 8, 9, 13-18, 20-22, 31, 35-37, 41, 
and 43 
OUTS) QO DS i aeecencs vhs cchusssveveetet onde tisvecmeseentetetateat Chel 56 ik siti eeeseWledsst te aon etaacess HB 132 
OI 19/202 Bvvcdosccveaveieticcessaseascaaceeevareicevensegosdevees ences GT 1G 3 xc cieces Seatac eae eaters ees oeese rae eeueseueeeeietecna: HB 52 
OAT 19/2028 siiccedetnconsatasscebeeeceabevsavissdvavaselsenesivessess Gh mt 6 47 (denen RC DP HB 112 
OA VOD OD Bs cevevese ita ecAuenteveccdvenssevesevcensteSveceueee cece de (GT; 16 hese tcc ecce cesta ec Apeedivectevee des Seve Seeereets HB 187 
O19) 2 OD as. steerer. sess tensceeuc ecsvieessivceiesareccssatereneens es ant ey 2 ee eee HB 224 
Al TO/QO2 8s secci sks ccesiecesdiadagslencieds cvavacasdecaadoasesectaes ses Gis VD cesses ts 2 cs eshte enecdin taken keds cxtieeas eas HB 228 
04/19/2028... cecceccececccecceceeeceeeeceeceeeseseeaueeaeeseeeess Gd ste Ay ene ane ne HB 239 
O4/ 19/2028 vic ccwencosucsasavacabesensyesdietanesesetetenumatestecees GL sexseccescuesciadsevecspussanavaeaigooneseeeseteesssesvetucsass HB 286 
WAL VO ZO 28 ceisccuctdtcancabitdualentucsssoisvinesvendesassseeeececss Gi, VBS erecss ees cae csui cased ios uvsahebeeiecatesevtcas theeseedesteeass HB 292 


AITO ZO 28 vccccccoeosie iasixtene.ditcavencosiace sive chavienseceyaeies ACV AV BOS sabes sies sages bee decescatescines dates sevuets eceageaeven tees HB 299 
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Effective Date Chapter No. Bill No. 
04/20/2023... cecccccceeeecccceesececececcececeuuceeeeeeecceeeeeess CH VSG raccsiscedcbvsndivescccdoisesssssioas cidesdosesdabsusesissesees HB 310 
O4/2O/ ZOD Be csi cccees saver secessanctaecenies degececdsseseeudeveseleies CT ABB Bees ees ieee ccenied fe eacsoteant teacaneieses Scat HB 326 
OFA 0) 021 00/72 eee ee ee Chae 0 Bre cicoess sctaswes Bhaveleusoavesanssavecattesdeevnusieneeens HB 510 
O42 OIZODS saceecehcs co cex Siastecenvccintacdedsterescte cosas: 204s ees cenzecaevetetts te ac viStan ooh eee ereereana tees HB 518 
O4/2O/ZOQB. vvecsacccosnsssessssnoceseeissnccvssesenssssncsssseesessens CC: DOG ix. hoses cssaacdcedunesocaisSohisstecseseseosaovnssinniancnecsts HB 536 
O41 2 0) 2O D8: ascctasvoeueataseseestesarennasesdecsoateosneassnenstseae MOV FUG oc cigs on nets sassaneshes ietaniceestapacsceetassecnenesstoietee HB 710 
OA FAI QO DBs idccssccdosecstseeves Se sccasdodavdeclaceseatssseees hes 2 Ore ctos cbse Niece ees ac Pew acess tau dscns duces turexeeees de HB 615 
AIPA DOB cscs os cibes ccsncocekinsends eresdeaeseceessunnenceiess CCTs FD sags sates alee tasestensnecesasetac ouesnaceeesteeesneoet SB 24 
OA PAIZO 23 ood scccsvenessddseguccssaeneteedeedssosiasinecsodegeeedee C22 Ge scds ec cce dais asceacsencd dessus tutsteeasescieaeosasaneotaste SB 49 
AIPA AO DB vise Seatentivectocsds sh cesar ecees casedieiats el bacends scans OF Bio sic crecido sds ttcs Sestent heii sadeeeiesns sss sae SB 53 
§§ 3 and 4 
OFIPAIZODS aos eotescccexvclistedcnvs baazectedebestestecesteisstne: CC DO aca caen Bs tas hante cate slomecanevetes ts ceacetesteniee atte SB 56 
OA F AI 2023. 2 dchcscosdesssosdesnccessniaooocenesseoessencsovaisooasats CH 230 i sceseictssossdsiuassetnst obsannes gett ientiosadeswassnentiese SB 58 
OF PAIQO 28s sc cecasetsvesacessnee caseescieesanec sonseasd cad eesanew ones (OT BF ss ccocsec renshazsaafenencacdatosvesnsacotacesesecoeneananieeee SB 70 
OBI PAIZO D8: sccccetscx ocecussecous Sovetessds Sudecdeecseuncessexvteess COA ch sverscesttadicsnak cu vueceosesesteunoueree.ciuceebursewuets <3 SB 81 
C1 B21 021 022 ea (CB) eee 5 | 6 eee meee aCe NSO aT PT NN SEY SB 100 
OFF AIZO 2S: b.cvscdecvdecesasssnwscsstuncecdeeesssssdsivessiaeconssete Oa 275 17 ge nea le OR SB 101 
OMI PATIO D Bisse ectsaectctesacatsn ee aecodheesaaiesdesteonsteteazeaneh Gite CO as fo tosice ceateans ta scais ssc oeaien aes csanteans eae SB 159 
OFF A) DOD 8 owsocs tecssisdssosesdacesseeacd asedneseioesauesoenestuvects CT 29 ic cieuessract sv eesavcnedocesueas gusnenseeiserotves otaina eee SB 215 
OAD BI ZO DS: 2 viekcs seecenzcisstedeave bekdecduceszscagcecesissinceuees CTPA O Byers tts tt hs ote cence beadevstencsc an lebautontsessey HB 36 
(07: 25) FPA (72 ae ne I CH 248 vas ociseichisocscatnatbicnerosnissssgtaveianteessetsstespeseeeee HB 188 
4/25/2023 is: cccasessecatoesseevasaceaiasessuseteaesnteacoreee uate (CTE 25 O ee secdeces tec utentnc ones cet ostthesssshosestresteessneseestaest HB 247 
OA FB ZO DBs isco. cccoicacossscovtednevestdstaucesbseseesddeseeceeiedss CT D5 a he seein tate cron sdtessesbetvusvecencntnteha reed HB 284 
OAD 5/ QOD esicc checks Socnss cass dass cadcsdeeesnbacsieossseuenceaees COT? 5G esecs cesar ssthevesncseste tenes ne stteseeeescieerornceenees HB 361 
OAYF 5] ZO D8 occ cckcsdecctstevccecsdodecisdscosisscbcadecsscbessseesines C25 ae, ooccicscacteisa chdecoos decd vostesedsdeoedéecosersides pessatie HB 379 
O42 BQO DB rai: eccic ste ties octes Lotsa esieatbuestes aaaenessoeeedaes COTY 2 Oe eek se eee ness aetna et eee tate HB 387 
OA P BI 202 Bssiesccs 5: sane! ousateacecueveckesesoergeezseccscousaasatods (CTs. 2 GBs ricvovscsveosivevsesicocsasteavies esvans Serechereversaeecas HB 438 
O42 5) QO DB oc cae sce cacers ocseacdees tesco decsndslesteets tonescseaes (CTT OF ch cates ta ecco tances eacesteseecanocreeecsnestepeeeees HB 489 
O4/ P6120 2 Biccss siccsseccsdnesasecceosssencssssizencgesessedessantoooes C27 2k sc cvsciasssd couvie suesensdenisvas cuadseepensoous svaiseenceees SB 109 
0) DAG) 1 0143 ne eee COT BT acc scan feasvcingesciseo-sostandsostianca easectesssentaence HB 744 
OA OI 202 Base sss. Sit cccustenvederevstvovel acosesseteeeeseas eosin CPB Bac icesess coven SouctcbsctNevecduts duncsveteisendosesaectenues HB 709 
OAI2 6) ZOD Bez cicei scies soaks cates Sebeseitooneee sncoeceeedenssienceaees MOT 2B Goats see tccsesnceaes esceaeaiase seasesnt noon eeeas seus eee as HB 684 
O4YP.61 2028 ccc sciscccveclsssnsiedcbsessssussbescsmadesessosissssedsess CEB asta eo os caw covtins des tosescianteaanteescoscssteoncedsenee HB 660 
4/26/20 28s icc ce cces ss cone davesscDesgeteanan chesesdesdetasuasanses CO OF cat ca ctisccssse cece cvastcndeasedestesnsd tei ceucsedsoes Ga uteee HB 640 
OA P.O) 202 Biss. scsessicccsesadsescdnssdeeeesdbacoesadbesscnteeapeosens CT 24, cass svssssartciuesdeusecoes eoesacntsteoeseaesdeeossbashenes HB 610 
OAIP 6) DO DB. 2 ocee oo 5cs ots 2s ackdss oecavscentbaditeleuns<ecseee castes Qi ate. | eae nen perenne Ree or SPS ST mre ee ee eee, HB 603 
04/26/2023... cecccccceecccccuuecececeeeeceeeeeecesssuuecseeeuness (CH 2 9G oii si sss icsseesdnedsnaeoesesdopissbessensseonorncabanienencs HB 598 
OF DG) 20 28s wocsdessnceocuiatincssvssazocsanstoctossanceacneagaaeuete C998 icsceccsccoszasensteccnschessutasessactonarstestesaeesesenenee HB 582 
OA 26/ 2.02 Besccovceess cccunedcbscests fos sesaseeennidsedeeeeeievens ees (Gea | 0 aan ae on mE ey ee HB 550 
CF 5 4.0 1b 2A 0 2/13 en cn (CB) ee 10 |S ae UC Eon ON SB 42 
O5/OL/ QOD Bn. coececesécvewasssscedessssnssesssdéncessssessessvncevess CF Oe och vac cececs teas des mesienstnes casteetessaiactutsssacaatncs SB 55 
(O5/OL/ 2028 ics ee Cutan fete edi a cea ee te See OO kos etek Urata acelees feb ncdaeadsaedemeaneaae SB 61 
(05/01/2098. siic33 eechcoscneions mete Ree (Ch B15 it voacsiescsaenecaveraisassivievets ianscaues Auvetewecaeeies SB 68 
O5/ OU) DOD Bi vcd co teccintecaccscds2ecvstectsdedssveavens eexseeeates OT UG cca ated estat case tsag cas cetesteceete us tata SB 76 
(0510) 1 524 0 12-5; San Feist oducts ixssnssneeieacnveesasieiavecoetbesesitocncsietisatacs SB 84 
(9557101 W424 0 12:3 ee Oe eo oP COTE 1 eases esteseavcash sen oats nsanianstaseesssaiscenetsenaaneate SB 88 
OB / OD) QOD Bese cescecssi cx snstvoncceeedoscbessih dudecdeecens Iwao Gs (Be eo PA Lege ee Oe a Gr SB 107 
C5 A 1 2A 0 213 Serre er Se PO (CO eee 1 0 en TOP a SB 128 
O5/ OUI 202 Biicescvcsciesscxiocvccscccesscshessessesessesscetsesyhecsves’ CH 2 asad iced sassea st Uenciecutiaaste esaca dedeuecsdeossisesdesetnes SB 158 
O5/ON/ ZOD Bees cecacsectticcstecsescseta ae ccdbes gasesoveucetereeeabexs (OTB SG eh Sis os feces vastiancnstasceanen sonndtasendsenesasteansane SB 414 
10 5y A 10 524 0 12-53 ee ee (CT AOA cscnstwsisnciaveresneastans sures saasctebesweobessnenies HB 110 
OB/OT/ ZOD Bee. cee a Sobeks cece coos 2eceecctihtcdecsoctessteexeccoenees COT AO sccs artes cate tess ota tosesvetsatecaeetemtccteatneceusacs HB 306 
05/02/2028: sscscecccissencesosdessssnsnatosdecescobspsesisesancdeooss CHB 38 iisdocacabchisacsessonssined cssveiabeconteesentbocnts tepuseiees SB 166 
OBI OPI AOD S rete cccdesvide cos socctwease cone leevecusencenduseyeeeanees Ot ees sctcsen fee sucsctnsoneasaeserseeeacedossateesenatenseneect SB 178 
O5/OZI2OD Bre seevcsaiecv cnc svdecos betta Giza dcdnnesesxesveniweseoeses OT 4b roast Nevecasvectetscasrecsivsheaveidnctetnectetatsenees) SB 197 


D/O 2/2023 x. 22. citstcesittaveesen tecuseecdteadevesaatcanseceaensenees MCT BAG cigs cess tas cacteeshaness getesi can yeceveidescagesaataneanives SB 199 


EFFECTIVE DATES BY DATE 821 


Effective Date Chapter No. Bill No. 
(05/02/2028 ccvoetvouisasesasdtcatevescbabeccettassnisadavanebaiabads CURB cae dos ceed sade Se eeaiicice utsas sth es denssteueccusesoressiseeece SB 237 
05/02/2028. cciccrsccstcsescsaeccanes deesedbendaccsdeacapetetaocésbsss C4 ect toes senicscsge dSeateun sn tan anes dstandusentsnckitateeed SB 240 
ODO 2) 2 O2 Bice: sevens setetucssetentauesssncsesesateasenearsver tees CT BOF cic sees evcdievediesadoredvesstacntawvebuscseeareeasstees SB 411 
OB/OB) 2028: sds Sasiiasdecssestangedeadsiss hadicsden ciate oueelapies OT BG cic bo sce rstei8 sds Be us da neeca ve tanecadeenues ac teasee sees HB 186 
05/03/2028 ......ccccceeceecccccccceceeeeeueeceecececseseaueeueeeeeeess CH: B69 oes cc osisicsssesnesonhappesansyeiasne sstuesebasovntassnesbager HB 215 
05/03/2028 SG cesaccusndosvesatcoemrvecsennandsesseagencsaetenstestease CB TO ieoeceseetesaateesncoras comes sipaniessroctansenteasunacinemee os HB 255 
S/O) ODD eeecavecstecsets iecesevet Neaestvcccesassavecvendesentetets CO TA ascii este cctcadunctute vet die cacentcewucecteese na tvasenweees HB 274 
05/08) ZO QBs «ses ccseecszecishanacagsccagacaves exvashenes agveonsesaeees (CG) avs i> ee ne RR oan Re OT HB 367 
05/03/2028... ceccceecccccccceeceaueeseececeeceseeceaueesseeeeeess Cis BB Sins cccvaedeenciiaasvsacteesdevseet bevtes?seussutieeusoateeresmeeed HB 488 
OSLO S/2ZOD Bs cincaccssedetseistacectss cabicsvstatsvesanceasssdeoeaéease CHS 8 Grats oes sescteatssicctnceants dade doeaes danza destmen aeaceapeeee HB 529 
O5/ 03/202 Bd sesecoseyecesieusateesesiers uaseencascioees evenness (C8 8 Oe sieveiuass hvsiniesvartsines serosa osteo neseeeaeeeioee HB 575 
O5/ 03/202 Bisiséscssctss2ledecsdeacs cds densvtaneecsadetand tacstonesess (@) cess (0 i [eer ee ener a nee ramen ee ce OPMR AL ae eS HB 601 
05/03/2028. ..... cc ceccececcccccececceeeeeeececeseceeseeaueeseeeeeeeas Ch. 892 ooo cieeccececcccccccceeessesuecececeeceuueauenseseeeeeesees HB 625 
O50 3/2028: socenicvccesvescepeccdadsesnisaielopeeconcecaneevesseipedes 3 OA ees foe cite ease che denen ces sont ceavecaues ees hades saves HB 702 
OSLO SI202 Bien ie eiieoselitodd ccasessisebecncexiehiaehebeete Stet C38 OB ives couetecscee ie ieee doi duesaviecvanc Sees ebeeievec SEE HB 712 
OB/OB) 202 8 xcsicccsssessseeiasebiag cadescsvedvsiveaspasecnceess cusebexs CG) a ee (0 emerson as pees eget te tp mt oro re TENE SB 143 
05/03/2028. .... cc cceeeececcccccececeecseeuececeececeeeeceaueessnsss CAF soe ere otteecateasteeseetodsesnssacsastectiesacaicieesneess SB 314 
O5/ O83) 202 By coces ccvccsiet iavestsacineasiasvdaisa fratcok ck rotiaveas CO AD sess tassesua dst nc sben dace oeseeesd dawsdeseisshaeanene SB 416 
5/03/2028 sereecsovs cicactavescteesecstssicssacaseeeassenesetonin es CU AUG eos ce oendeseinvacacceunedseune fenieesueei aves cusieoereasesed SB 4380 
OSLO BQO 2B sssaccasvssesgieds cskeses nis cassia sgedeagedingecds cancers CT AS oe ccten ahs stengeccevea thc cesiecteseas ee conte caiucieveieeiese SB 483 
05/04/2028. .........cceeeeccccccceccceecceeseseeceeeeseeeeceeueesees CHAO so citzcccds ststeissacevetaticowasssestesdedssubesensoteosiantene SB 16 
05) O4 202 8. roves aeeosanastanecagecaasessanseeastotecssaseeebionanaas ADDS oa focus ctersssvecesrsanaussussesntseseeerdortassosarigetoes SB 33 
OS OA ZOD Beccles erates shabtanlecencossaeestutsvesdsecsansnsevoiesies ss AD Gass eeesiss Poss saved tive ste due cnet ens sucausesatadeeaveaseeee SB 71 
LO Fey {0.79 2] 0 52/5; See ree oS ABO eerie crates tess cencsauecstesessasusse ccones asupaenenee SB 165 
05/04/2028... ceeeeecccccccececeecceesseeceeccceeeeceeueesneens CUA ats feiss ence ute vested edad ss sca civensttesteteveteeaseste SB 171 
O05 / OA QOD Bs acer scanssesissecarieateasiavedesseieneautsn cant tees (CT AB as ota se cuss hes ecicest Saas outentswcateeesets neusneuen SB 176 
OG OA FO D8 eogecicees teressveczencsieeteusdas ceassesaessnest esses CI GAS Be sicctehessus sscateeveccssaunvetesescssetessvereasnueomaesee SB 201 
5/04 202 Berivcc ccc czecieticstescssdecsnvecindecenésieacaccussatetss CT A esses Bison ts teautcesve senciuticsbevesscecanesteatvccseeiescese SB 208 
05/04/2028... cececeececcccccececeeeeeeeeececeeceseeeeaeeueesenses AS Gace zones ova tebe peaci tate vovadssanieetncncteiseeencesiastese SB 216 
O5/ OA) 202 By ecvevcivsesaavesderacads teacisas fees coadeaaeestiananses (CABS oo sovcs sic dorsdseosdecnsewadaeznendesseepooreaeeazacsiecese SB 228 
OSI OA QOD Beat oicesustbtaddctesessvdei eck covetfeacactsatoccsives GN AAS aera teaseedtcavehc anu bduteetast x iesouesecteeedheaseeee SB 331 
OBO S/Q2O 2B sesiesessesnssisiapediag es beoenses vas svanngaueacecss conweeae CE fed ectec seh cscs cesa ues csceeoteeseaeceasne ceenc aces nnesence SB 274 
(01591 05510710): CA! arse cate etoccccsss'sttendetocete ns sutsveessteeece ictvessees SB 288 
O5/ OS) QOD Bs csces vccssesaiacescsacagedebassceaseieatceskendsniineness (GTi A Oasis ssa bccvsah sseceuber donee desieatedctasdesnsesaseceaseess SB 309 
DLO 8) ZOD 8 sersccrsuscicceionzsceecneearseiiens ccasaes sescneseesetin es CAG Vs secs cas seve, szcanseereccacaedesesdaeevetovesscceeeparsescter SB 324 
OBIOS/2O 2B ssisaccasvatesevage coccscaads conshiasgedeshediides ds canvsase (CN AGG occas essa cctenshecevs tat ahcecacencetecateeccuieadsveiee ese SB 354 
O5/08/2028. ......cccceceecececcccececeeeeeeeececeeeeseseeaeaueesensss CAG Be shies conteisvenccvsnucers cenceGusenstnceeesteiesosbisieniee SB 358 
05/O 8/2028, veces acennapasvsngcancabvacetanssessteteoasaatesdionaness HAG Os ondc.cs1, 2ocsavesatonacaacecteceeactesdestecdsasesseoeuaneess SB 363 
OB/OB ZOD 8 ccc seie avs cen cossan tts tsvektiscneestcencclivess UAT Oe ss ccecue teas covetcexcbestettuveceuens cuctateseatuesvevesneeet SB 373 
O5/O 8/202 Bis vcevesssciestesavesderediaeieeacesceaseinuencsdercscavers aos orhc cea vnseees se acsarestnetecsusnesconescaspteseten SB 392 
05/08/2028. .... ccc cceeeececccccceceeeeeeeesseeceeeeeeseeceaueesseess RA ie te encased esaes tothvec ted edadesaceasvvesntoesaeteveiesssecte SB 426 
O5/ OS) 202 Bs csceeeecusdicetssecceseateeeioiedaiseteaecesnss anrcenses | a Pe GSoC  e SB 4382 
O50 8/2028 xine ieccssttessuecahexeteessetdsseea aes oiranessess nes OIA TG csscctihcsstssteeeccsuccusine nc oveescssinersurssconieomeimenee SB 448 
OBO 8/202 Basics. ccdecsssetedeestevcandecaneeussdedeate des gavaeiareeess TT aici Bocce Petes eve get ehoaicstawauscecon cs teneuces teteeouce SB 451 
05/09/2028. .....cccccceeeeeccccccececeeeseeseseceeeeceseeseaueeseness CU FBG iviie dt scnds oes ined beace babes ceeds sentesoncs sasdsussncsvacanuect HB 567 
O5/TO/202 8 esce, descsevwocdaetatadesvaciecciseveecteeasaavesdicnaness TAO yee fovcs siete ssaeoseccsensvanezetedeavacaeseiseteseenenan dees HB 971 
OSGI ZO Dass eetcieaes scloteseccascovvsePedueseet itech bacecsstecstucss AB kare Scns se sbcane Bucs dueieswuncoste cueves eooeiee cine coe SB 51 
OB/VG/QO 28 i. ce. ccsscussesdedetiadelieemsaiceiseacsiesagas des cacaveat (we 10 (@ eprom sprees te Nb en EAS AT PRINS ETN HB 721 
§§ 1-3, 5(1), 5(4), and 6-11 
OB TGI2O2 Bis voces coensiestcebsncs iaeaberevencteiehcagecctsentsninaavens CO AO Betas ak Ac cc atniee cactcndaenase chs ornesebvencsswcnde HB 225 
OSMEH ZO 28: x ccestercsthnclinasenseveesstawersteeseuseonreceisviin A (AS a sccises sews bszcnuceetedievhaassvseriases niendeenseneveusense SB 245 
ODT QOD Be siszicececsecctctiez cesta teduexepteceess lev ctetecueee sth GTS BO Oscscestcdsavsbes trend sbes sec ed ec sea casduces cstasiiaddasteeuiss SB 382 
05/18/2028... ccc cececccccccccececeesseeeeecececeeceeeaueaueeeesees Ch, 504 i. cicsscssesidessssdestabedoussstesitsssesssbbvessastestaneess HB 491 
O5/ 1B) 202 8 caccccecscenssdovdees ctacexcuestecuaveessaccopadeesntepentss OR BO Dives cove sus ccsasscoctcrsencestataginesssecatestenssseuissencsed HB 490 
OOPS ZOD8 ait Satctaretseetacoes eye vecasiedinessmereeteivess i eset eveas i tevec bu een avsecheavat ace ston tieeun cost HB 561 


OD/1S/ZOD8. veiesdevestescexibcchasseteveesseinsdecersstiversccannnees CD18 sissies ts iocscstes cares tensa sivisvicesesotans ataaceveueass HB 592 
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OB/UBIZO 2B iach Fnececssdissudedeinececidedessssbedeceshivereisidavs tact Fee edict cede t cast en esasetavsvaeducnes eit escsesstoneesectietstes 
OB) LS) QOD: sé cusses deereseseacsestaercveardssstasbszesasstatveoraes AG: DA GiscctccccscassszecsaaceSteeedestanehetenccanstdegsadavesdesesees 
Oa NS) ZOD Bs, bescecasseuscssneiteistensseuseessnenes sseveusteenaens yo 7 (a ee ne eee 
OB / VE) QOD BS iseseoseh sed cas aasdeaskotssivadsdaaiasste ceva asineess G29) s. Scsesccsees eadsbei ch eiecaaee iendadeaketibeceheies i Gecaaes 
05/18/2028... cecceeeccecccececceeeceueeceeceeeseseeuueeaeeeeeeess TB lea oe ccrsaacatehenst ousendetacvensrenessesausecseetisstecsnes 
OSGI 2028: iseccaudeoonsssancsnsetogerameateedecsandeasnsasiaieesecnes C5535: .s<.tecsasvescnssadauseenesteacsasstetesseasgeeaecsane setae 
OSI POD Be buck cescrsencevint.siideeceststecuscestsenvecivincres ek CO BG ek es vsecee Nie oes oie Deve cee dik decaset audeedeteseeesds 
O5/VEIZO2 Biss cosidcsssscasiecascvecegoueses aveedavemmanesbonseaceiess age fs > PRE aN a Re a Tee Orr 
O5/VS/2O 28 i wiicidevensserdesiectechesnets vevssastecvtacedad sbavecees ce 571 eer a oo Pe RR POs AO 
OB/TB/ ZO? Bs ice cunceadsnsthaccatesdepecswsleedsvestsveabsaciaddvesetass Chis DAB! ca seeseteeks cabstaceaat ta caaeceaceedes seas deaestesae eines 
ODN 8/202 Bvcscavastvetevsveesenncs tome taatiasasroneanansevter eens ts Ch: 558) insievs Gussie eee 
ODI VE/IQO 28. cecsces cadccsdveashadagecscevtesGeeaseeciadecanteateateass OT DGD. be cdceviests hecuaes tenet ceeseiededdes tevesstvcaseitistelvacs 
O5/1 8/2028... cc ceceececcccccecececaeeeseeseceeceeeseeaeeueenenens ME OD ag sche wacssniesehaus te pese eee saiacdeaeecesteeteck caateeeeseee 
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OF OT 2028 vess ccces csccnseveesconecs coaseesvenceveesstuessneseetenesy Ch. 
OTOL 2028 is cesticeeeihticteslevise cose anaes Ch. 
OP OT/ZOZS: scsscsaescesis evans cssdssandvsecsesstssesnetuasentagensease Ch. 
OT ON Z OA BY sesovevesecoanscestarseatetesestissesesestvesiaicostan ees Ch. 
OTOL ZO 23 ie scccideccssncusiscveis netcoschsendassbseschussunencevintey Ch. 
OT ONI2 O28 ois) aeevecsisialnc Rass tessgrics ineceaeacuianeecevanes Ch. 
OGL O TI ZO AD: is vest navccesedsucesoasissstcsesusuhucsessuasesessnasuvarsss Ch. 
OTOL 2023 ws. ccceccenesoevasseansaveevedbesrvescoucatcoseasSevvendes Ch. 
OTOL 2028 oi scctiies Nisin scacaate Natieteeitieeen Aisin teaees Ch. 
TOT) ZO 23 saccsstschesiapansteanatintesanseesaossannencesenteetnrses Ch. 
O TOT ZO 23: ten aecvacccsecaivstesnsteayeseavedenteceasnenstesete ae Ch. 
OTOL 2023 se scsascccsnnvedsiescssvees covbscdeuestassdussvevncseueesees Ch. 
OT OW ZO 23 ss, sa25:Fescestitenteustinudsgesares ten csauresescasereesés Ch. 


Chapter No. 


825 
Bill No. 
DOD ees des cescesaevesiescescauasaseah avers weanesseeriniesnieauvens HB 298 
DA ace ddeecasiesitassa cscsusecteutseeanasten ce taaetaeeeakeaee HB 3381 
DOD seeecsasuvs doureuees eegeeieanssupeunesseeeraiges eeuspaue HB 3385 
ZOG cc asdeceive bans coussskecendedeatstandeiaecs stusetenss tees HB 450 
Dif ll cstecuutestegaveiaca Seniacessesek sieve geneetee eters eas HB 4938 
VAc\ 0 eererer eer ere pe ecrecee enter eer Pecrtceercrrerrs HB 745 
ZBU scssibeiieccasesyeusssceiaededusdesgc couse ceiateseesieeseeweaes HB 682 
DOM coc seuacgaaesusseseeaee naeaseaeeesciaseasneucsnanessaeenneeee HB 655 
Mle ssiccates eaes ie eos Ta aaa ssdeseutnwes skasie es cessteeeicwecsaereee HB 557 
OO stators ste auesteee se tudkss ces neseesdsasitiacesentioneneseeee HB 504 
BOW seascdeascevigcsesesavess avnccaseseaesseenssvusceueeoeaes eres SB 8 
DLO sds Sieeecsaee sua geevecsdaad ems teeesadecanta cha dessatetdasecs SB 113 
SDA casi ecencnetne seen se seseincosseenaineiees iepeneceese ieee SB 213 
OOM caccadscteiadvavs Su cecuetunc adits desveeewia foewessedesteseee SB 244 
OD oss cevavedeusscyesssveseaeesaustscas vavewsdeusceventeedeearesss HB 32 
Oil Oisepexsavsssesaevesegsaeeseasseteescieeeaseaeeeae susveeieneees HB 231 
PNA sates eve ctosSeraes suvaecesepatnesee satus eadenseace tones aates HB 513 
DOO seuceaweatnansseancssesmuiea cece ora seeteteeaceerseseaeasneed HB 523 
DOO.sisaseaecesvaassaveesesaueessundegedessesssaedasienccaees gases HB 543 
ALO O26 is 3 sdsadietiedscdeeeien bic ssavedsvi cease aguieaaeieeaeee SB 74 
§§ 1, 3-7, and 9-19 
AUTH. ce iocd.cSndeteasccesccuansesuaeesioess nec oneasanesee seen esate SB 32 
AD coecersshiedeiki acheter eee SB 60 
BIDS aes Seseecnai sia sncen gadaeaccaoesnencsageesmantendsaeeeeee ek SB 83 
Li i eet erento Perr teen tere eee ner eee tr ene re rT SB 444 
SS tok coeth oes se dec ecieges oseeeeesetucia cassis ies seneseace HB 544 
AGT. sos cweece us cigecesstea WereesnrTeseiaeae eee HB 862 
DOI sevdisdidsndsiangecds dsaendesiucants copsucsavsasndeeee celextons HB 521 
LO rok stGscsea ve cecacceassscees epcnevitescedeee tise seneeyuaiese HB 549 
Ol Diipaioreeees st occcest sabi ssanssessesmeciss tea eseasese comnetienise> HB 562 
BLD vheseety dock cdsiceccaeieah oan Seuecevets epuvadecscasti vets HB 588 
DO as ves Sec azhiclatcc canassessansveangeceeeeawaseusvencen see agens HB 597 
DA se asseefecunvese esses svsesdnctceneessnssssesteaeeesntseesien: HB 619 
DOA ausdveecteescuicecnoshssoesnonetce sos cnateeeaencenstets meee HB 715 
Dil saweavacsanses decaneous pues eunceave cae aseuyesecpanueuassensees HB 749 
DAD sistas ateds felieccepis casas iapgeasensieaaecendeseccunteceas toes HB 8838 
DA gehisbes oscccturtvbieisass neeeeeveweiiaessateriaeenesstiees HB 840 
VAG edeseatcectcactncievatesnesseesnendecanissenassineseeccte aeese HB 845 
DOO) eaves cusccstacevasdvsaseadebddeetcesessevceetetsuet ieaesave HB 880 
DO Dinstsercssaeiseencc aes seassencuadeas tan sadevasseveungecseavaees HB 902 
8§ 4and 5 
OO reeroeeeiese stk tecseta sso ctehcnacceamssesatsteneueesteensses HB 918 
DOA iceasceouncs esas iueaepusseaen cnpeseesutgupasteeassencegureues HB 922 
DOW wavieasssidcandstendiuesveces tacaude landesdeesasetengicmaeees HB 947 
Die iss ovhicbasedacs settee gesge nek ence penanedacksietaeea orev ats HB 287 
Dl: enasesacentacég cueonsaassanaenscactcessa cays ise sence na seaeetios HB 270 
DAA sctvuscevet hosakaasebeayasctaced eds esbicsyie sacks wneeteaess HB 257 
Del dw ahiven cans eesee sea iueaee aoc sa anconea esd eeesaeuenseaneen tas HB 244 
DA Di Noose ccactteavsumeaseaasdacedives sit sieestoereeereseseeona HB 220 
§3 
DBO sssuccisascdensoubecsaneseavedeancsyesassecseuuce ner ossevewe HB 214 
DG As ssevessegicaevetes laws Nicci see aetna eds eters: HB 174 
Ay sas ohh ne tue tunis assantencs seer suas sava ete eeenonanaaaa HB 19 
DOO ees ee cevvunsss toate ivassesrescessshopacieseteseecuteretnas seas HB 11 
DIG sieseeasadcwesscansscineesteteressiees anaes Tee HB 9 
DOT vacsiesaadecanes deacon sneve seg pocmontenasaevesdauesasncoess HB 7 
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Effective Date Chapter No. Bill No. 
OTIOW 2028 scidsecsseesisindssarnecoocdsvsssensderesdonessdaasavesacs MGR OB dn acct vec cot vuaeesanesebtenuseseeeecesectiresteh HB 297 
OF OL ZOD: sci cucees dceresaseansestaercveaadssstastszepasstestvesteses A OO Ne os. eccseeecovecccsce fSeeedestaneeteaccanet dca sadavesdesesaes HB 305 
701 ZOD Bs. berscecaeseuscssnziteiscunssceeveessnines sesevecsdeeuaees C602 cies se csvestieisdnasabiseeecsveesteseteveebevtenteaes HB 312 
OTOL QOD scseosehcscd cas icasdecssdetsaitadsbeaiassdeceveatasieeeas CGO Se. secesieeecdeveheisheieccave sends ckektibecekeies ci Gacsaes HB 314 
O7/O1/2028.... cc ceceececcecccececceeseeuecesceeeceseeaueeaeeeeeess Cis GOT aoek cvs txiscecicsiussivenessnaarbeocsenesaenenseessenisstacsiys HB 348 
OTOL 2028: cccccanieesdistaccsnsstegeriwendesdecaandecenaaseaieesecnte Chi 6085. :ctscsasvetsnssataithenss sea cerasteceosesseentcszanessvaistes HB 352 
§§ 1-4 and 8-10 
OTOL ZOD 8 sescvscscscesccseiessivenngousaseseocouavenapeaneaeeaeeeons CHG UG x isis cele ices ss esteattenievansebeceecstveoreseraseeee HB 393 
O7/O 1/2028... ceccececcccccececceeseeseecececeeseueeaueneeeeseeeas 5) se 61 (67 Re OR A Oo RA HB 396 
OPO V/QOD Bi ice ecesdsnschaccasesdegeocdessdspevatacepeaepadéveancses CO GS: 2 ceictiks abstxadencthaceiee ia tacessthest eee HB 6 
OF ON 2O2 Be csctonrcvetivsresssinds tomer setae reesstnstenewees te Ch i620) ce. iiciisies asses lece Bena HB 87 
OTOL 2028 .a casevrsdecsasctasdlacsieesticdecssercitedenceteadieeie COTS G2 eccccdeierdesdisvaeesena ies ceescad dade cs beets sds catevciatadeacs HB 91 
§§ 1, 2, and 5 
OTOL 202 B vic ccccnesers vazdeutececerdscanavedsaapencenes canseensseesse CWC 2B ccssccsencevensssiadeswscoversdvecaeaceeeecestesoeeuerssoctxe’ HB 141 
OPO TI ZO2 Bisa seenc tetera stevs dott ccas esti eencenis eeseetni ovens CHG 25 ei caicscdeecs cnedesessseueieies ee eecik wails HB 185 
OTOL 2028: eicsscdestivcsssescteaces etend aVesarvanerse veannsonesccars C628 a5 scs hie hevhsasnds abe sansacaenecdebesues cubed caseeestveuas' HB 449 
OTOL 2028 wccceisesiessscheseiss savesvosedeversind casvesdebevverssass 1] cel of | 5] ean aR ee em ane A an Re HB 881 
OPO W202 8 viccsccscsssissscdaseedenestexdoeadsinacdedandeptcsusleessec C63 a: cscct svcieaevabedanondabec device feretateeestedtascenessiays HB 920 
LOAF AG Wb? 0 25 (pre rereeRe PO Rr neon eeeTe e ee 7 0 eee oe ee SB 10 
OT/O W202 8 ie itictsssiccsdsiecdas de cosevcs sds canee sade ctaceosecavars OT 65 Dies 26 sh bcsdsda ee laadeccazecescecde cascvcsstvcsassdusiuveeds SB 182 
§3 
OTOL 2028 cccacdcrsevevevsoateccesncnstnasseecspdesenewesnensasnenses COT OG4 ccc ces es cesses eset ses tvevedbdeslecwasa carts Ceseeceteougeeeusnss SB 229 
OPO L202 Be steises eee ts tests tectaet visa dae verde eterna CH 669 2 sesccctstete eves eines ne encores SB 294 
§§ 1-8 and 10-16 
OT/O T2028. iiccidessesseveessadssdenscondsivetssadeaductectessadebacs CH G16 as sesiccds cedeciesiisasessadtsssteseenarestecse tetveieecstoes SB 352 
§ 4 
OT ODIZO2 Bdicssceicweis saves paaveivas sev sesand tesss cecoreessmne ees Chv688ies scenes eS SB 498 
OTOL 2028 vicccedscsasiccsdeueveasta condecesdesandetsaducsateaen essere OT GOB ess ce cs505 iaadeccadebesteiadecey cs cde contecrseecoaksctsisséses SB 518 
§§ 1-6 
OGIO 1/2028 visccacosssveecoveievcccengesendasvndisoccscendeseeasscee sve COBO 98 ccssncs cissersveituoianssastecsetscecdseceaegtesteaasaeaseeedes SB 536 
OF OW ZOD Be cketecce Setcovestes estes cou seedtcseussevstemieeentedis OHS LOB ececgiice oes cteesdo sek cate vevetanesdestevesc eek eseetenzebeedes SB 564 
ODO T2028. scssiecctesccscssateacchesaaoes ssbaanausenendesgvespescays OTs LOG iss sascsschishicessis ints gates dedeccebcshevesteeesnavaeecotabes HB 382 
OTOL 2028. ccccteecsescscisssnsstanasecancvesataenacessbetsssatsdacs CU? THO Biss cde cesecaiassstcl bes test iccovocnc cuiteacecsaccecssveetessoseoks HB 8 
OPO QOD 8: ., éscccitsacissssdeves dencseteteeesMececdssedavanswsieevsts Chis FAO ce ttieeortsseavecibaesec ove ebecuavetancad eoeses HB: 12 
OF OT) 202 Bei oc casststescecssteiseeses sess enees cures oceuvevecen ates Che Tl Sakina iene Sei HB 16 
§§ 3 and 6 
OT/O W202 8 viccscscsiesscencsiandatensvandas seasssaaiepencendsteassbats TN Doo con 03228 oa acena ash vavessscnes viseseseiateetsisaaetibasees HB 128 
§§ 12, 14, 15, 17, 18, 23, and 30 
OTLO TV) 2O2 Bincass vic nssesivve este een vnetabeseiesin ds sduasdiesstaestees C716 eevesaveck cos ovie fone escent HB 317 
§§ 1-30, 32-53, and 55 
O TOD 202 By ccreetiededectstastidsstvescidesdvssevarnisdsadoansvadetasd ca fib ens RR RO ER HB 321 
OF O QOD 8 eccscedisstcss suetesn oben divecdeteiseedienescsasioveueees OM TBs ces cA fede cast cue eno cotede deca oe, HB 338 
OF O 1/202 Berk scossisweseuneronasa ness eescveepevee ctcbenvasveanseees ea 7 0 pea EE ve HB 362 
§2 
07/01/2028... ccccccceccccceececeseceueeceeceeeceeeeseauaeeseeeeeess 72M isi essetsvssiencssandsodeskansgeesaceesectesesedecoesunpenss HB 403 
OTOL 202 8 cece ccasnccocncsxes danseceaderaavaeeneseendesssinsteteees CO 72 ov ecceccesev ered: os ani sauaeasdnesaedcbocaesceeeneesesdestase HB 569 
O TO 1202 Bi stvascsecsssveseten coraioeetecsnck eucscdseooundeveseethe ©) cg 02 1 [ene mee Oe nO ee ee mS ere HB 652 
OF/OW ZOD 8 vesccicvacdesdesseeeuesiecccsganaiessepes abeabaeaauesebeds eV 3 7 (oe re HB 855 
OT/OW 2028 sv iccesescovedevessins scavessvbsoessssaadsesiaccesssvuasdanss CTV 18 Bie caceccivocdeciounncasetcesssunvsvseesenatdesseteesshateces HB 864 
OT OW QO 2B a ccctattiecestisdecse date cnanésisacttencnsetiaschsss Clie 78 ica vscetereeshsscs§ saiteveak fea scdeen cameron eee needs HB 872 
§6 
OF OW ZOD sss dd osstesbadundelahdecds ds bostiagecastecwsivieatoiaines Ong 14 ces csces fc beccsatecsa Sess tuteacsGenteselceieeapeaceabeiasi es HB 890 
§§ 3and5 
OTOV/ ZO 2B ee os ncsssedeesacstaccans ceenisnsedansagesenceasstonverdsass CS FAA ocesvesies anesavaut coersuecbersctasesteeidstsasdaed aetna ese HB 904 
§4 


OVOL/ 2028: eiiiss iit hin aetna Che 746 ates tevn casino nea HB 946 


EFFECTIVE DATES BY DATE 827 


Effective Date Chapter No. Bill No. 
OTOL 202 Bedi. hevszisasesasddcstesseebaderesttarsnisadtvcssbarsians COREA cos cece whvocee ooo cosas usoasistheravesstoraudessceeeeeseartens HB 949 
OP OL QOD Bs vec cvevscssssy inscéeasa dan vacuvds dacestaseadeteiaoséveans COS TAG fives doe cvsaics ssa cttantevaad tbr Bec desieedimetttee needs HB 952 
O70 FO DB oes ovecatasstetstesestavesevcc has ientes suisevaraversices Oc ag 5 > ee ae ee SB 362 
OPO W ZO 2B is cd Seiesdesdheasdeceadecdezeosvesadecsskecanascaavelaaies OTs FD Sen 22cee%s Seb8s ods cash das bvteaveluadecdatehencscdecssieasiees SB 522 
O7/01/2028......ccecceeceececccccceceeueeseeceececesesceaueeueeeeeeess (27D Do vck cocdivesavesaescedetavevassiesuteresceseontes coacsereesieess SB 561 
OF OW ZOD veccccccosndosvosagoveeervecsennandsasseegencsaetensvetiease CH FGA cevercecdescntvosatstasesavstecavsasesectonsenicestestineaee<t HB 821 
OF ON BO Do erevasetetess vende chssvetsVecksincocenesviaceviedesaneetars Cis TOD sce Move ge cctna a ctevers tacos. settee beuedeneeceneahe HB 856 
§14 
OT/OW QO DB ss cccoescocdsevessensseacesecessendssdasacende coset onaseenss CTE 76D ocsccicvcccoiiceisssavssisemssasansveresceceedseeueetesieeetecss HB 2 
OT OWQO 28 as Rese ett HisdicateltbicoasGlsactssendeedseees Gia FTO ee os sceevioastes Sha schncctd tesa dadees oes stetaes atitessacaetess HB 332 
OT OL 202 8 i iccscterscsaverscosaivasastevs maseaneveseeesseeneeers CHEW 1 2icssteiccis savers et ee HB 587 
OT/O/ 202 Bisisd ceadcdadiavescdes Bade ieesstsseecaste ts aticctboansais Gig 7 G8 seand cose tevcesiecanesdend loci shesticteesseoetbeecusteiiaeess HB 648 
O7/O1/2028...... cc cecccceccccccececceeneeseececeecceeueeauenseseeeeess s\n a Pm HB 29 
§ 10 
OO LW BO D8 ie scrsets tease ctinkicecrnaeivcseit aves poetetesiaees GE V18 ease tevcieen ieee iene ei HB 868 
OTIOV/ QOD Biescicesasccavecccscnsadasias cay svarsisessa seeassacsseeeeens G7 BB cates besesics cxiceveieraanecasnccass oneo ese esau SB 516 
§§ 4 and 9 
OD OV QOD 8 nccsivecdcssisesccenicadanitecvteasnteecedeesdogeadetess Ti: WG sess cis sais cascedeet ates ceseterete aie teesbetes HB 281 
LO LOMI2O2 2 ssecersvesescacsvesstactesvissisessncseueaieaeeseeseinn Gis Dh caseesseiccena sales Sosa tenes hevacsceeesdiseees tans geeeeeiee: SB 18 
ViQ/O 1) ZO DB sassssccsésiseeec dive behcicds csseecandodeadevsssoceagentsans GTi “ic cheeblecavoiteus favetetbeced dkescents cssiecasteSvavehesties HB 61 
10/01/2028... .occcccccccccccee ee eeceececcceeseeeeaseaeeeeeeeeeeeeeaes MOT, UD chacay ncaa enabeey cep seucy renee cetecenetecsdepiciesseassacesass SB 34 
LO/OL/ 2028: sccvsccsscestacacséougntvesneetancaeestepoeuaaavectecseedes AST, 2A aercca sis cinccaseceponsacacecncrasassesbestivesae dessesiastess SB 40 
TO/OU/2O 2 asia 2oevs caveedietessncetases coucsvesddveesayoiteverensess Gc aed 9 Ree ae ea ne en on cece ee ea HB 24 
LO/O1/ QO 28s ciisccssiscaseecaagessdeseocsseveandosebaevsaseasasoaanee’s GTi "2s asde tcbezatscsasceshancenssocsteuencsnc nese eenneee hee HB 188 
§§ 1-8, 10-19, 21-23, and 28-30 
VOLOW2ZO DB sce ciate catth degecowsiatsvestsseabeetieas asst azgecetsess Gis. DSc sexta sites sa Biasceden dus cesvaens test oaeniaeiteasaees HB 111 
MO ONIP OD 2s veas aveeescovccessatecsssieeeencantesssusaesaeseneecieess Gi BA gies Fecics sobs st pas eles eevarecetdbersencesarsseueiesiesk HB 160 
VO/OD) QOD sicss cass cdasecadasevenis cds cs sdecsndecende tar dcasstonance’ GSB Basis cgecsaveian ident cndeeGe ce bescandecsstecesdecia tess seas HB 149 
nO) (08 1220 753 err Gy A asescecdesebasssescnsssnenedendelunsiiteckdonasseeessveiseogse HB 120 
VO/O1/20 23) siscciccecsesvecsewsindecsvescan aaeecesdecatvvestecneeiee Gis. AD ss oncce ts canisevs ci sossenevechetecndetetestesteasecizeenaesse HB 212 
TOO V2 OD a errs acces tcuvcbentctevesotcssesdoncactestesseraieers Gig A sc teeet vet oath ioeevaanet dete caneeev eee oes covet dieceenscte: HB 41 
VO/OV/ ZO 28s ciskdiccadecadagonsdessayesseeesdivenseaveasecengoangess Gis SDD ecencsiczssaatesdseeongsanszcacs clues casescssevestevasessueneeus HB 48 
VO/OV/ QO 2B i vecesiashdtavcesseicvusde sands cosa seussdebesacesssvansedees Wie, OM cacecteuaccarattectepavacets cnveansecuseascesecieesseieesiesh: HB 121 
VO/OVW2O DBs asics Mescéadstdcgedsws'saksves sencansetesadosssndsteadesieee Tis. TO eeschscxsatscasek easccseer sence deseacetctdeveweseteeeeeeiees HB 142 
MO MOUI2 OF Bs. tesevsvvcescacecevvetenvesveirebesaces seve ceseueeneenusets Ges aR A 6 eae ee SB 20 
VO/O1) ZO 28 easszscevistasecadiesteh keds 6 sei dando Rebiidecditaiewnen Gs UP gesciczbcsa coca tesene steal sence caste castecastvSeaesheato SB 91 
10/01/2028... ..ccccccecceccceseeeeeeececcceeceeeeaeeneeeeeeeeeeeeeeaas Gs \RmR > CO er mn rR SB 134 
VO/OL/20238: viv. cosccesesvenndsuseieesveetencaneetepessaastecteosenie’ GGW,, $80 aedcedhe, cinisavscetusseaacecteceonsctetestinesaeststeseisues SB 136 
TOO) 2 OD Bs iceg eave cevte fhe des tu cesavatvdscatesdsenssascieeversivere Gc an 1 em aa eee ee ne HB 134 
VO/O1/ QO 28 siiccesscceivesdargoanseisaveisiorcangwaessa ves siceasoaasess GTi 195 cades casesacsesascesntaaustccescetenesiescsheuesne censuses HB 148 
VO/ON/2O 23. asasesdectestcthvsssiectvssvchiatvsieehesacesteieatecees Cis OF ods cid cecescetes Rea vasteceonteascceusvescstcateosesieseteas: HB 155 
VOlOW 2023: cvctescdcecddecccsssisnetesscateetvendessstasaecetsiets GH; 98 se. fezeStsiestetascsaeh aoa eta HB 158 
LO/OLI2O2 8 s vere teueescncs tose saat saves voncsaenspeuveszoneenseateees Gos a9 © te ne ee HB 159 
VO/OD) ZO DB eases cds ciseelacese dest cdscssepcaadedaavevss pea daterance’ Gis VO ccsds ce bccavs tvndhcsnes bent cee ce lescandecesescasdecvatobtsseas HB 290 
0), 00240 )ts ee WO, VOB cate teareastarvesccieeecesacendeeatsstackeuseetve a eercoein HB 316 
VO/OT/ 2028) evo. dsceceasveckazasndanonescandaavacosnesaaveeenceaties AST; VO Os 25:cc.esczceessseevasesseasechetees decedesceeesaseesvesanesss HB 320 
LOOM ZOD Be his ates ht festve sats cxcueceas co ceusueehadsshceetsabeest Gig U UN oo voce tones voles eee tet can cece cic ceubs oooh iveeoeeee ess HB 459 
VOLO T/ QO 2B yess ccsissciesdebeonsheasebezagesedeansbsoeagesces coaeeeat GUNG weteetiscatcsstecscaseceecccaceaceesteoesseesne cate ieeeseees HB 34 
VO/OV/2O 28 ves vicsiuatisdeesaevasessadaivisslaeaevavevhesadsiasteceides Gh] a (92 0) ean Re ER eee RS HB 66 
VO/OW2O DB vescicsssssz Seaick doreaaiseassediancinbisiapacdssiesdssageeede Gis VDE acidic scan fae haces denet ateaoek tancestedasestaaieas HB 80 
TO/OLI2O 23 o. sescviiessSiecievaseeinseescsvocesvncsovesasuaestuess tint Cli 1 25 osseesokioeczieses dave eageanceeeencaeee en tas HB 81 
ViQ/O1/ QO 28 vass3 cies cccccescds cs vencipduceacstandendvesaseerads caveeess Gis TOG eos ts3c5secbck tu cdedvoasteacdessuccuea beestesdeedsdecsaeeeuas HB 84 
LO/OT/ 2023 s.icssscdscienssesiessvadsiacsssantebbanenssianiantncavesies i NO ae ses ea thea ve os nciehicatepencestietanseanateeeiee peetetesites HB 89 
§§ 1 and 3-6 
TO/OV/ QO 23. sis cone sctsceseendedkesviiats Gea sreesiieeataceeene steeds Go Veal 9) ae oa mR a re HB 104 


LO/OV/ QO 28 oas se daves das cen tiinshcak ieee ab cccesetneeessseannees CS USS iscsi bu decessebes ceveshtvesse russ vacesgeceuta taveacerestevnass HB 105 
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Effective Date Chapter No. Bill No. 
VO/OW 208s; Soessc cod scesecesseeeoagegeceesbseeeceSsnesddsedsincniss CBS Ae ctsceh SB ssadbacceceseiseessintous tbeedesestabeususissierss SB 5 
VOOM ZOD ccs vccsie sabes ceaicswab ch atelsuean <deesecdendssesbosleatadetine OH 1B ctcssdeesdste ceca hc sactoteansncteacanseiesessvacstsceiane SB 43 
MOOV ZO DB e. socas52e2 cecsticssdiesctedscucnaceveasoossneseceiaeeedias Ca AS ooc5 cress coctcees cceneecoessiocsatensoeessoesdesoneurteneears SB 98 
VO/O VU 2O DB oncccece, 2s dchescesSbesses eadedeateleiancdeeckeevaatecshs Che PSO scschteseeceveteides de eostesisestelncnaunee SB 67 
VOLOV/ 2028 vs. cscsscocdsssansesiecsconatsacesssisesencesnessestesandtes CD, a. tack cvsent sa desestasscnctcsheatbeeasatenieessaseesteausocedesee HB 156 

§§ 1, 5, 7, 10-12, 19, 23-30, 32, 34, and 54-58 
WO/O TF O23 cc25 ssecdecsssteces cow deceevebscvecbebebeuiwesaneseeucnes CD] aoe 51S Der eee anen  o na eRee eee RE R nS eT ees HB 116 
WO/O VW 2O 23 ccc: sass Sao. cadeeasscsaceconss seagocasesdesessercesenesse ie Uh eS soot esSac sce Sea sc se cance saz ccensconsteresessemeeel HB 27 
10/01/2028... cece ccecccccceeecceceeueceeeeeecesesuueceeseeeeeeees CV DG isto cx hetastsbaaa see voassesecspustactbedevesvtibavtuesswiases HB 38 
WO/ON2 OP cse coasts eceacsesatee se teccaens cence dbecncckahtssieaseneeee C166 tec ck esos Seance ete esses onsets HB 109 
WO/ODIP O28 sossssevetoesvuscessevieace wwheecnavs eecaceiseencoeenees (Che UGB isccieors svacssveseas esaciesvancsesevsnuse vanes rostuseenasee HB 181 
WO/O V2 O23 iecc secs cdecaseecis2vcvatedterleds dveevens etaeecenteeene COTTA oh cccs ct tf hevbantucencutusbeanecenet beasavaesteneseaece HB 211 
NOLO WFO 2B so: de henscseecsseedecsecssnedesossencoosnsscises suede senses’ CE; 1772 as Fersniwvsnossidsimassietiek essen sen dei vapentaosneebwasseenineee HB 213 
WOON DO 2B vic cn.2, ccrvacs shove stenesaesneeedet aesenderwssagereuverests COT A oe cosas cases canca hones cs vision ee seetes ta teesnesesn eee eee HB 227 
WO/O VP O28 ssseccssvcsosedeueeceeh caeakebecccadsvesccreeedexseswibenes CP Gy ales ouectoeevsncsetecsesens eibvancecas otek tees HB 236 
NO/O VI 2O DS vescssccestesiecsceedecncsecaes cx cenasaveestcessezcostecenne (CO) il a7 tsp Reem eo en MESO PRR POE NTT OE HB 246 
NO/OV/FODB: deccisssccceceovhecessessvncsosecdcndessscdovisessieeedss secs CH VOD sed ccdcceedotavceatoncsacbvosssdacuisnesecsostessssaucsteeee HB 291 
NOOW 2 OPS ssc stacinck asscdes ev dave castes deastacscidesteabdoeses dads Olys TBA, tess ctensss Sueecansh tenscssssagesciatinensteesentsneseen HB 295 
WOO VIP O28 vance cisccecsss oo cdoacbatevaweecacivesdsGasssbeeesseweche (CBO) ies diseciinssdotsaubesaavecsusssvavtadtscencnssoei sees tentenss HB 336 
WO) ODP ODS ozs on es2eed ccs sabes conde coleeceede coavesenoeceeeeoeseeeees CT TOO cas Bohs sohecavelangaceeeeishts ct caece hs ecoseslasduadess HB 342 
10/01/2028... oe cceccccceeecececeeecceeeeeeesssuuecseeeneeeeeens CH 19D cccccsascasssscssveisinsvccssspassnncstenesseses ovassnesceene HB 347 
NOON DO 2B vi ccccscrsecscsunccnteasves rte deevtsestecst evaeedvaawtecnt's MOA VOD ease rae teaechs Oe dcteestocesetandssentactaesevesnsteccmeseeee HB 353 
WO/OV/ DO DB ex: tos ck Avescesdvccs vc contebexswacescccsateedieieetsenaus CT 198 ovine es vente taieeninaccuvestes uctae sea vests HB 356 
1G 0.70 8 B62. 0 57/65 tee Ci ae hone tetes Meare, dears a cwashee caste tesaee eeceaeens HB 388 
MOOV PODS vec reis vac toot oe cscs dacenessevendesieed voecedeeniesssceatos CB OD ire osinidtd os dassa vi vnc tvs odstsusscastutavedesoosestewastee laste HB 399 
NO OW 2 OPS cake clic averse Reeth eta ester eles Gel nees Gi] ipa ILS [6 epee are ns Da nan an Papen re eps Pen ee HB 401 
WOOT) 2O DB: i. 5sescs seasoolasecn vevehesstesieacediessneseanese eeeaes (CS VOT osssisssvevascccbvacaseevscersuncs oelasscesteateassenmnenenser HB 417 
NO) OV PODS 2h cies tends ec ccesieede cones ueaseneveces chséscoseecsnaes CCT VOB rsnss fcc so ccdave bes teces saatecands dehee sea nceets ashes HB 418 
VO/OU/ QO ZB iii ccsseiencsosssscosdssncesoseisenocsavssesesesncsssnersess Ch. 199 ooo ecccccccccceseeseeceecceccsceeauesaeeseceeeeeeeeaas HB 425 
NO) OV/ QO 23 osssvcccaccseseccaieass costesctevestecscaisseesasensenees CT 22 OO ie cacti doneeseechecics fotasstanionte <praeseeseestetsenenaae HB 426 
WOON QOD: scssd cesses tieecesncives dosesea tet iedecds<cevuedvensseess CB OT red sree canct cutcestetsniciss caves duauctreeedectaeruese HB 497 
107.0 621 97/0 eee a eC TO 2 Dass sesso vale sce caneees oes sacccmnaeeeoeeceaes estes HB 505 
NO/ OVI QO 2B vicocevictncecevnssvdesscesvonsnedeccseessossdsineseitioness CTD eetaceicedsadsbeacedeuccteautvandtnesaceeteiencsistantecssnsente HB 525 
NO/OW 2 O28 is cscs seacieeestecciersdcadousics leaieydecicansdebosseniate CO DO Tass Setar atau Anse canensccndoeecsast need: HB 555 
Lf 07 01 024 0 923 ene ee CA 208 csssensereeivccesdsscsnbtasvisvsevdaescievetweoseteenaee HB 560 
VO/O VW PODS ec ceo weccdses cecetesecccetsbescdcdeessebcesdedeatstine |] a7] 0S eee eA Rene REE ttre nee PRR AE RON SECT DNS HB 579 
a0 0 8 1 71 0 5273 JB CW DO vecissosccsbeniassicscenesnepessssisyeenstcssenisetnisssateeante HB 584 
0) 0 102.10 92-13 een Pe CR a eracescsea tend sag sosanazescasssasearnacesesteennesacteeness HB 585 
VO/O VOB ree iccscbecend Secessbebcie de annccecuedessesveen Reeasete ae aca san teeta vewvac davies ue bouecestuecdiaescsuenentseaveeet HB 639 
070 a 20 92-02 le a CG] e/g peepee aves ee Rr HB 663 
VO/OV/2O Bs. cdcasadeccessevncedse<denanssdecstossshoesseesssavsasece Os Fab ree tecw ince ices tastdcccewsicds busbisissieosieseeecestvestesne HB 665 
VOMOW PO DB ces srtedteesdes colaace ces enters Baeceleeee ee aueess ©) Ley are aie ae ne ee eae HB 767 
1 {0 021 0 923 me a er er eee CDG csscrssiessoswexnecta aus ctveeeseseoearsuscbersstoveeweeeck HB 777 
VOLOV/ PODS: ccn2, ccavetes 2s. teccheshecéscsavecenseceszwassdbedeovnes tus (9) cA He eee ane RN Rr EE ENE: ARTES NS ee HB 809 
10/01/2028... eee ccceecccccsecccceeecceceeuecesseeeusessuueceeeens CU Fen ckcccct ssnassssectnelaveseeateuchissincestiedeebenceeaiavesce HB 664 
VO/OV/P O28 ecsccs Zeccscaseocacedansacensadtoscasvoctecteseeett steenese De oe toc roe teesn viecemecu ss cessaieunes Sores conavisaseeasaeseveeon HB 675 
NO/ OV POD Be coccdoec ete eccidcatne cs vuedencexeebevsceesecduslesvunecs a A cre sise teten eieeeeec au ete esnc vue owes etewee daeees SB 22 
W710 24 0 92-02 jae PO (@)] ae 17AY Monnet aoe eR De aOR On OS OO SB 50 
VO/OV/20 By ccocccsancceskssssescssscstsassigessesesencvesessesassanecs i hace cee enact eet ven nee eicaterinacinsteettesentexosketaessd SB 66 
NOOW PODS. tex scsi conics ceceesastesnes tabcestas scgnsdescuadesSeeicey OF Die eeteec shee e ceoe denies douse sucsass Siansaameeistae sees SB 86 
VO/O V2 OD ee. osstocecs tessessevsiseanessseiescdscseves Sesseeeeee CLS 2A sseceseiivuevs Sectesuestewsn dan ravdessanepoveenateveoeauberes HB 63 
VOLO V/ PODS oscc. acevs cesc5cde cos csececank cease ceexeoevesstoeunceees (a2. Ra ne tee PR a ES RON aE ee OS HB 72 
10/01/2028... ee cceccccceseeeccceececeeeuueceseseuessssuueseeeees Cis 248 os sitions sueautbsoetietonds oecsads biasvecesuehbessocdeaispesss HB 107 
NOON PO 28 os crcoscsfrs cai socacecavcoaustetacgsansostessetevesesesences MO A Gs po wacar cases vessusssaniteeaiatuetssest mnosueassoetinienciee HB 154 
VO/OV/2O 28: cose tedsccsecs anssyeesscndgenccssescuedseSsegsueteeses’ CDA vt cee ulosa vesnbeelieicst evs vin sa saeavbidavtveset bdevdesenevte HB 161 


MOOV /AODS, secs laseieas catatictecta nieeskiseeneeleees ludeestvaananaes (Hs DOS ssecsseslestescatcscenesteteasenueraecesseaterstavcacevinevenss HB 327 


EFFECTIVE DATES BY DATE 829 


Effective Date Chapter No. Bill No. 
VO/OL/2O 2B vs gassseeis cccacs vddssevssaviedecasduossbdsadtinasvisesdnns CDT. soe Sosciacd sade sSeves neste uceassthescnssstebeucustsoressiaaetsee HB 3871 
NOON 2028 csc sivccosescsecteccessaadsssadavcadsaestentetetetnecesthe DS eee sss enicsdnn cteenicanse teas canen sctacduentsnctineeanees: HB 374 
OOM O28 ersiaecciveescetstenssseussesseigas avers taisvetineseseiee (CGAY. 6 0: roctises doeretbsiiviussenssdvsevscastiuesbuscssessusenbaees HB 384 
VOLO VW PODS ve. he ccc Sees 08. ee ece se ictez shen caceeesseecistaceateoisees MO 2G Fiestas toes derek tae, seta ce, Geta cas tates seesananes HB 392 
10/01/2028... eee cee cece ccccs ee eeseeceeceeesceseaeeeneeseeeeeeeeenees C2 Gost woaistestvecscnde nevis onsen idssecosesicdiestetaste teiatee HB 410 
LOOT 2028 veces cesscesasszetesasstesdessaneantesssiniesvecotecasaae (GTO co csecscts cssasaantacicesnnstegavesseresticien utanaaieteneees HB 427 
TOS V2 2s csrvecectue sees deceststedeccestuesvsiereastevettsuenaevans Ci 2 OS oseutteevecs ccs cexsun cavticen oesteeceunceeteencesseeese HB 457 
V.Q/OT/ QO 28 rssescssiecas cides ges evestaecnnapaessecansscenseuases’ CB) e716) jae le Pea In OOP AN rR HB 465 
VO/O1/2O28:., vvesisesdesinsistinsnadedsvisseiacviactdba sevstsientecees CD 1 ios sieecine stocstcatan Pestdes deceidel sysstacBeusoccscenstasteocsesti SB 218 
VOLO 2028: oss cteacclsesdepcccusicaksntcatecedencteatieeancsaeeetseks |) RAY ee ae De oP nee ee ee SB 224 
TO/OU/2 O28 sevisevavocceeats toast esetees soaseteesstessoetenvees tees (G27 ic skcre sieves sane stvstesbans saree ceiaveetausaasevereaene SB 453 
VOLO VP OBB csccecccect5e2tedecedepsectetvoeroesSeesseecestlecstvoceets C1. eae cde cca en 2t cnceetune sce hashed castengatucvateneseess HB 811 
VO/OV/ 2028 vicccscesscsccestetnosntessostanndecsssssesseessdeseeneee CTT cescscoscessssseescesnessrecscensssvsssancsssnepecssssossenness HB 805 
VO/OVW 2028: sscvoitccccsvscdsriuatedccssesatadeveecevecuaveecenecaasdes 0 ee its eae che denne conte ceavecaues ee ctedes saves HB 786 
LO/OU/ 2028 ii. i5 evecabht Sadssiavetdatinn cere heeveeieie dacs a 7 ess ecccuwtvesivee ie ieee SOM dueecavecv anette eoedieveaaestee HB 751 
10/01/2028 sesicccssisseceeces Sac exvesciiedeatecesacedavscascaasters Be ces ect eases sates cess ace cw et teeter sesame conc ouesae eneeee HB 739 
VO/OV/QO2B ves ccstecievaresscidvonsstaasdeviaesesastebesatestivexsstere OBA ran eee cetteecasssstecdidesteisnssuteseencteesucacisesseene HB 703 
V O/ONVW2O 2B vases. cess cet se devasvies'dansscta sedate siapaccesesdsaessesees CO Bases taseusecse ne foals Saeews ae needa eascaetaaeed HB 695 
MO LOMI2 OD Bess rrecivencieeveavarsviniaseziveeestccnsaentacretinsovret> Ce 2B GB iseccncdtaviisccncceeecchesteascdseriasssswenszanienersseeren HB 661 
VOLO V/ PODS vcinz) cece cos bs coe ce seecdntbevacecendesdexsdeeeastecasseent 29 Ocaen2 has ist teced scatter nestestecuacstestectecsieetane HB 659 
HCO) (0 5 220 753 CO ieshietcacessahtsst cheese nanstaistynitesees cust es ostextaniese HB 636 
VO/OT/2O 28s asecceptecscadcecvessiniavsscstacseavensnsssavaseancatense’ CDOT eicreveshisostaasrecdcsencostasagaorecscectenisaseesnissevcsie HB 586 
TO/OV/ 2 ODS ase tsvesis ers cecevehcsvekdescesstewtunesstnasacaces heey arco r sae vestaetescects eessicsech caved Necusterveewveesn cess HB 578 
LO/OT/ QO 238 yeeicsdesesdiccesssccssacangenessecandeasvestavcstencadauees (a epee 0 |G papa erent en ears oe ri aed ep oh NOP ORES HB 573 
10/01/2028... cece cccccceeeceseeceecececeeceaueeseeeeeeseeeeeeeaueees is BOB i soecccse stat vance svecneosteseastadttectes tect yasuestavenesteeis HB 545 
VO/OV/ ZO 28: sss ssiestescstevaravcdiess Ost scceadasavsdtcvienRsa Atetes a aes} 02 ae Pe Pn Ee HB 519 
nO) (0 20 32 Namen ee ee ee eS Cie BOG bees ssie a3oe ss eesaneeeigsans ais earn eeeeeoeeeae SB 99 
VO/OV/ ZO 2B vscsdsscdecasisccad.deatenssyeadayecss caabeastscaadecett sees (3) aterro | 0s Rear ee ee a eile Mo Be nas ee ee re ma SB 23 
0), 00210 )ts ee a BS escdisossdsimattasnst sbaceo¥assuse iaphe peacehwalspdneteanesss SB 63 
LOOT) 20 2B scvcccsaesgerdravs<davesansvectacscnccndbeasindsans cageenes TR UD etcseactea sta tata ceccacdzanioses cataestastasncossaeeenineeneste SB 64 
TOOL ZO 2 B83 y craves cotecsaadsvekadbeseaverste retest vctkevessevcee oe OA hr gsies cede Sateceatievwedoudoct eat Nuevetasieeoeteste et SB 65 
VOLO V/ QO 2B vessesicssscetesde seossancecaseageiaauacsvsasaveeneveesseese CG] a ees [Sea mene Pan oe aE RST SB 105 
10/01/2028... ccc cccceseeseecceeececeeceaueeseceeeseceeseeanenes CH, B20 es voc ts tessdssnsdsispeesssuescssssbeneseeyesexsosdptoutesseess SB 106 
NO/ON ZO QBs cases igs csacecssvethassatees (ct stdasdadavssgdvlereancaaanes OT eos fa tics vcates Coast asnicanse thas dock seine sunteats teases SB 112 
WOON ZOD 3 oa5, astias cveessnetavesseasessncerasnevisssaateaeesavsesy ChB 2A en scaet cons aahereeacteveusices avvereanecuss otaybiewesrneses SB 115 
VQ/OV/2O 23 secs sdecasks send sds sbebeigeadagenes vac dhes wee caadecanasoes CO) a eee 1 eee re eee ee ie ER TENN nS ee ee ORC SB 117 
10/01/2028 ......c cece ceeseeseeccceececeeceaueesseeeeeseeeeseeanenes a 2 sca tctecocnestcats oceesdstcsoeessaveidesecuactivetssteinsnaeeie SB 130 
LO/OL/ 2028 vaccicceszecsccravsktetuesdeerectecsaniadsviasindenvacatoenss UR AS sas ceces sha ssa teovasetacaces.tapenscserarsscnesemssoneineess SB 181 
TOOU ZO 22s oy cesundecis eset ddecs sesnedteaeedutedtvcisasestebsesesane C8 29 ais socse Nee cgscedeue iste oon favecasa cuueetersaeaaeese SB 188 
VO/O V2 O28 ages Mescskescessvcssueucecaass sodas canaveasewesncvosaaanss Tt Ms cee cs tee sueses eee sttecaneve ince ceeeteensuceseteanetserctes SB 152 
VO/OV/ QO 2B vis sdsssacsecids doses vhasetes sateevecieddniaeaadedenta vieese Cis Bao tise teas dette avcdesu see octien bestest ractes oovtwostiaatvaneaseadt SB 162 
LO/OVW ZO DB cscs csvestsncsaes Gaadashss dss ncttedas an ashen Reeenes |) es 1 ee Pe eae a OD eee RS SB 163 
DOOM 2 OD Brosh ce vera scvnesstessee.aeeeeecevceisntenvastiacisneseecees es eee ee SB 396 
VOLOD/ ZOD) seco, cdeccsteceszecesdescasieiscecssesciecesveasazaeaeeeass Tas eecvstes sas tad tah cds canta dap tecantenes sbeteavaevteheueisee hae SB 164 
0), 00210 )ts ee Ch. 339 ooo ceeeececcccccccccccescesesceeceecceeceuaesasaeeseeseeeeeaas SB 167 
VO/OL/ 2028 icscccssesceaceavacotoesansscctsenaniandeaagendoass Qesens CT AO saseactec caste fees actven doves caeaeetastaenecaensanasaaten ere SB 170 
LOOM ZOD Be rycc dives vane cosadendeceseteasesctucetoreieescenis vee oe G34 isc ssvetavecsinesdtesens oot a deeasitudesder sauctvate st SB 173 
VOLO V/ ZO 2B yesiesicsssiedesksscoaseacegescadeceyesesheasapesteveasseatss (a open 1 52 erent me PPP SON CRE ONT i ST SB 174 
VO/OV) 2023 vis sdsscadseceascowssesasnisg saveredorsvansavaasaduetecoeoes Ci st cade iG ucieteste cates aes taettaeceoeesevsedsautvuseessete SB 177 
VO/OVW/ 2023: se sccsdesctinssicssanteabssdhas ios cadestus se tatesncn Mveees Mi DAT hiss h os doccs seats dea cosh chest coeeah coma c suena esis SB 202 
MO LOM 2 OD Be. seaestinscvhceseens eva setancarncessasscetstisctstueceves ts BAO gost ati ndiesesinssiicsiuesniveecvanedes odasbacaesreseees SB 214 
ViQ/OV) ZO 23s sci sdecacks cvad ede adabihiesdads vee tec thes weedasdecesz sons (@) ateres 15) 0 eeeerer en nP Ann Cpe MEMO aN Ramee Pe AD OTERO SB 220 
10/01/2028... ccc cece ccc ceeseeseeccceeceseeceaueeseeeeeeseeseueeanenes iliac tcthcocncsl cath ccaae ts tauvesdesveidesenescssnsaspeniassneste SB 234 
LO/OL/ 20 28 va ccdcccscscencsavsteseesassdectensansensviagindsnvacetuskes (Ca 2 ts: cacensusssaatteseeetancense'tinacocasrestscieneansoneeinesye SB 236 
TOO ZO 28 ee cosines ives stidevcs coves dtvakeautestucixaaeeveidessese GB DG ievscsecec bbe vas fe sun palsies saad vencc aves duseeceseesvuceveneeys SB 260 


LO/OD/QO2 Brats Gescesicirieensainies lee tctesseen es een CW BOT 22 satds lcci sabes devssacvassivecn esveeeedeves levesneveoerwvesg SB 262 
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Effective Date Chapter No. Bill No. 
VO/OVW 2028 5 SccssccodssessecsssceeoagegeeeesbseeeseSsnesddsucsinnss CI: BBB sccecisec bb vsedbocsccedvissestseioescid cadences dabsusisisoueves SB 263 
VO/OV/ ZOD 8. cae vccsse (cbs ccaicswad cb atelsaean deeseddeddssesbosleabedetine C385 Os, Acts daeesdsteceea ch cstacsoateansnctaaccanee doses vests vessne SB 264 
MOOV ZO DB x. socass3e2 cv ecstncssdaesciedssucsaseeeasaossneveseiaeeedias i239 Gl eisss corees Sactcavs a canescoessdoesatoieaeesataesdeevaceussenesers SB 270 
VOLO W202 8 vec cccie. cas dchectesdbesets Madecentsleianeecckeoaateceee Ci G4 es cocci tesee cove tectec ds de bsetentsesedetanccuaeveumenastee ae HB 45 
VOlOVI2O2B . vvscisseccscccssesssisssncgessasessosesessesessancoosnesee CI: BG vvcsssssssssessnssanescosusbspasnensseneiassecvosesupsasaveesss HB 47 
WO/OVI 2023 ceséooisacocasssancostasaggosoeeeoctensanevecnesseneeeeaete CH 36 Gi aicederseseosaceseatvesasusasssnns coe dorseuooasassanteesweceen HB 115 
WO/O TIPO 28 siscvsssiecdcecevtsces ctw cevsereeh Measstecedtiweseneswasiens it Weve scent staceecn cctv ceciaevves Aece cota Meonetaeseeesete HB 242 
WO/O V2 O28 vecz sides ac ssensdss cidecc canes ceaas cetesceseseevessevense Gy a ees Tere a are OO or eno ee OS HB 262 
10/01/2028... ee cececccceecccccesecceeeeeceseseuecssseeeeeeees CH B15 sicveh bec tsceeatsutciesisses'osbes dus saeienetes ¢isteoskiasssaavin HB 296 
NOON 2 OFS sie crete: ScSes saaichase ete dodaes ccdeceasates havens UO] pees 17 6 eee eee Oe Ps a aero Perea SP ROE HB 303 
WOOD O28 vsscisssexcscesoueseeseiseacs ssebeakers eases eeeoeensd (CALS 7 TF ccctiswssvasssvies hesediasevelsanes ives echo teresnusbenaeee HB 309 
MO/O V2 ODS sec teccssdeces’ cdis2tcesk obthtluceseoereis Beseeetenekease CTT Oy oases coat cosccakucsn feces vetunetccscetesGeceucuain toate seees HB 422 
NO/O VFO ZB 0c de dcnscseccsssedesssadenssisassnccdsvadecisessnedsvansece CH. B80 ci sciscccssscossssnnsnenssesoatsvesssaossanessescd svasepesssens HB 440 
NO) ON DOP vee oc css dcsva cc shows seserocstndecctassindeeeecteeteseeceste CCT Oe cto tasce te ctcts farce tu setereessh cota feseseeanueee eee HB 443 
VOOM PODS soneswcvesecesSurceslo cas oistsecdoueevonccsey Svccessioenus CBB O2 eases tu vat uwetuvecsetee wueseibeandecas osu tea eesti HB 461 
0507 (0 8 E24 0 52/05 ar ee Pa (1 a ara fo ae to SOLOS ORO TS OST PIT ORO HB 535 
WO/O VO DS wire csesctoecsedhceccsbacsuseusecececesteescussdsieestecssds CHB ize aivescdaadsdessteacccs duct voisebucvisnesecsoneysidssmcesaste HB 691 
NO/OW 2 O28 sie iecacct Asses stiavectascoecdistasecsdenssadossen Gods (OT 9G ca eects Seer can er dceativates dan taceieanstateeceuteneeeen HB 724 
WO/O VIP O28 s.c2csesi cess iovesisevienesousexecach vases coveensoeeeeetee (CIs 9F cccsusssebvsissaevsesiiavsdoueedius bendsecinbeaessseesstenteeee HB 750 
WO) ODP ODS vgs ccnvcdscziceevehes acdc cease tiets cesi essa decdeveloeuastes (OTN 98 are sect deals Peres tacts vt eaectceatuacs Siaueetecs HB 800 
LO/O1/2028.. ee ceecccccceeeeccceeeecceeeeecessueeecssseeeeeeeene Ch. 399 ooo. eececcecccccccceeecesscsceccececeeeeaeeusssesceseseseaas HB 823 
§§ 18 and 19 
NO/O VP O28 wees sec ccosctsdsededcceaeavbeceone leeks sooeoaweesdveseons (CHAO? coowte ds sivts Seviestttedie te reradeteese levees SB 154 
1070 8 B62) 0 92/53 aera ene ee (Ci AO Biases es ceaceseathceseec sects tavetneyoteccottevesses mectocees SB 155 
MOOV PODS yc oreis vac teotsdesecsusddsussssacdesdeedseecedeentessncssies CH AO Discs cecicsiach ds attech inc desocitvosscasteiaciieecoedt beesccteene SB 284 
NO) OND O28: cialis ee cshecth eC awe ter ated eels aces SG aigae 10 crores eer arse are te Ser aU a ae a SO SB 308 
WOO TIPO DBs gic: sacs ceccsssuesseeeecassouseseaccieeceseieeaneee ah eeens (Chi: AO Sircscdissesivssgecsvacsieavoed eseetesusiasvessseoadisvenseesene SB 339 
MO/ OV PODS eicnd. cesssceeveccslecdscosvecsadecsavsatadesdesvdesssstes Ci AO Oy soa esas tes tata ban ec oatecas tan cucsn de tansecems seaceeeets SB 377 
VO/O U/ FO ZB vices seissscossvesessscantsossanpnocessesenesendesostesnes CH ATO 4 s52chcesassoxcesveincas esdeushis sinsseue Deeb aensvasavesocnes SB 378 
NO/ OND O28 exc crscectevossacscaieachassanceaas tenes teedeetadeceosts (CAD csc scien feasectadesctstonenssoondonaneanaueeans dessteastecne SB 406 
WOON PO DB sc: Sockceccceescostsevcustesesesecsosubeiosheaieesssteous CP AS ee tesest coven Sov ctc tact Medcctae cunetecee cehdoeeetectentd SB 422 
070 8 92 0 92/65 jee are CB ae iL Lapeer ene cy et ee RO no Oa SB 423 
WOO VI FODB onc veccesessssecsusdepesinssecdecscveetecsessneseontssecs CRAG sot csccessassdedins dostosess san seteaaeteeccastessasnseastss SB 464 
NOON DO PB sic si eee js2s2Sexics dare adeeined davcecbesestenseseectas CO AT akc cateas ssc See dsos chee ana Meacerea aes sbeneiees SB 480 
WOO VIP O28 aiciosiececcessues heviekesshencaseassecisoeseseveweneiee a LC ne na a SB 492 
WO) OVI 2 O DB. ec icteits eevebectecet fc eceesse, wis tet eee coheed ctl TAD Bassa es Soaks bade Seatcheida cds danced snccesndecisivesnvs bebuesdete SB 37 
LO/O1/2028.. ee ceccccccsecececeeeecceeeeesessueeessseeeeeeeeens CHADS 2: c.cci2ehasssecsseastessnctusdspissdesseteissesesovsiubescenes SB 54 
NOON DOS sc ccrccccascocsesccaisustes sipeects setacsceesestecoanetewts CO PAD acces saconszasetapecscnstonaistavs neaiengotmessaopessanseee SB 78 
WOO WP OD Bex tees ceases cosevedsds teed steceeeddesceeetobteoaseeties CO sn outa ecole Secivenes os etdec tus onseeseubesuties csester ands SB 150 
WO) OVW PODS xocches cates esi ccs cskeeecncsesteceaceicpensepensees (CB) ate 1 2 La So SE eT SON SB 203 
MOOV ODS yccccsdvicceeSsdescesiasdscvinssdcdesetesseecesssstesasessees CH cA BT oe evisiack cabatiavhenctnecesissstiastaddvegesesatessessecexincs SB 217 
NO/OW2 O28: ea ecocs cx ssssctea ds csectssbeniss tieseed codetedteves ceed (Ohl gee: 15 12 Sapeneeraneyao ee See ee aR Pree nee ee PRP ae ea oC SB 232 
WOO VIO DBs occ: sseacccdsseus seeevesnesausencniereesceeocesness eeeeuds (CH: AAO eocsicseessusuecivacateanedvveuses ssiasacestonscdovevezanosaed SB 252 
NO) OVI 2O DS. eccndeses hice vetestecdeccnvecssaaceaveseadtseec tess ents CTA Ve ase F castes tas te dete bac boc csdataet ch tucandetanticsave gnetececs HB 289 
LO/O1/2028.. ie cecccccceeecccceueecceeeecessuueesssueueeeeeees CV AAD: occ sisa5sncesusiutsecessvashespinceeapdesbeossvaivnesnetes SB 310 
NO/ONV/ 2 O23 sc ccascccexessccescassrencssancetessoancscaseevestagecentes CC AAS rose sie tovevde ce decsseusua sates futon cipseineseessvatenstectie SB 312 
WO/OW PODS: cc soscvcsces oedecducds cacdevbecedadevcveessbcaseecsxecethis (CT AAA: asi Feecaweg Mavic bres taecdecsscuateveesebeotescusetvved SB 321 
WO/O VI PODS escss sige: cetebdeticgiscakeeecdedesstaicievnenouseeennees (Baie 121 Soper oe ct PRR SE a SB 325 
WO/O VIO DS viccecicd vac de cb sec edsudstvenivesecdecsesaeceesssentesosecctels CY AA sore cs can tde hvac tec totes dnadtdesntiessastsvtbosocssasiee SB 330 
NOOW QO GBs ics sacicacs Gltecsecteaian ct ateaes Aascdck codereouseutees Gi ae 22 1 Sener ear eo SOD Ok eS a eo HB 234 
0 07.0 i £2. 0 52-4 ae ee CAA 52 cssastavevsdaceibareanavotuevediasaueisvensesavedeeenabersened SB 279 
07,0 1B 624 0 02-05 jane eee a te ee eR (Oates Ess Pen neeeee per ne Reis ar BU eC tn cn Ree Oe REM SB 286 
VO/O UW PODS ecccsscicsscoenssscsssssncsssatsenccesseseonsssnccsostessns CHADS vs ciccsasasssesstsnesasessesusespssssnssucobsseasvoveaupiacance SB 289 
NOON QOS 4: ccciccccaecvadecocaisntese soesseassotecueteetsnceotuesbees (OTSA Gece rast oveswcecetevac tessa scievsostegartermersesseeseneeonae SB 293 
WO/O V2 OD as os sccaccl Sevocts ces ctvssvbervadéeseseetoGoneeon css CTAB ivi wis Saitevev delta uretuesvenidvedetesneteaesettloeieaues canes SB 307 


MOO LAO 28 sxcceiiscesus deveitis cos istonehcaseveesseess incerestanessens CV AGO) cisisc sik canis dessiusice eesti cas snasasiessenaaaeecaveaaiees SB 3138 


EFFECTIVE DATES BY DATE 831 


Effective Date Chapter No. Bill No. 
VO/O UW 2OD8 vc252acecccsssecscdescncesshiteceeSsessedsacsvnenendesdets CU cases ci voces oo fac vase seseacitheraresstatausessoreeees scien SB 338 
VO/OL/ 20283 oc cssvcccseacseatnsscosssdaaecedbsd dsasstaveetagtacceiaes CT AGA coh tes senicscsseoSeaten sn tan anes ddan dusentsnckitateees SB 344 
VO/OMP2O 2 oezcissvcccecscteasteassteveavtecssansiateasiaisevatauesseees (Ch ACD frsctssses Hcvedievesiesadoredvesstacstiwveduseseearesassiwes SB 345 
WO OVW DO PB: ei cdedcs ects sioccevstasesdendsseheieduceieotiste entecine os COT AG Fish ccees sect vss fh cibaacs ccavecestcceete lence ceccsssecsseees SB 356 
A l[ 070) 210 2-45 ae ee Oe CHAT AL. bccocsisicsssenscessnasineeuss bs ioena seteebehasoeatasentboenes SB 391 
VO/OV/ QO FS fxcceccczasossacsetesenedcatecsenawsstucssaistenessvesniees CB 418 veovccceetesantvosaesnani setaunadussorsectensenivestestiseetaes SB 398 
WOOT QO FB ec hvidsctecescuccessivenddessvectesdiedeces<devcuessseexstsa COT ATA wie tests ccteccudectesesenteuscavet Mecetaesdiextvieeseones SB 400 
lf 074.091 62 0 92/05 mg (CO ees 51 @ bea er ao DD OT SB 452 
10/01/2028... cece ccccceseeccececcececeueeeeeeseeeseceeeeeeeensenes CH ABT ae. deduccsussdetistensdesetsidassdesine sstebnetestentassonsstven SB 454 
NO/OV/ QO 28 oc ssseccescadegsiees dees Gtacudts> dsoadovsestiscibeactiees Oh a ees 27 pee Pel ne Pe Ee IR SB 455 
VO/ONP2O 28 eecsstves ssexsasessueiioes ators ives easebesverewes (Ci AB 3) cscs sescssavesers seesaeiwsveetioacennneewieee ene SB 456 
VO OV QOD rcecess cases Socentetagelccaeedanddsdeek teveastecenestanees 1] ote: 1S I ne we Oe eee ene PSY Pee Rone ee Re RES SB 457 
10/01/2028... cece ccccccseeceececeeceseceeaueeeeeeseceeeseuneaeenes Cli ABD es. cacctiahesiegsadsienassesesssatesbiactupbenssoeatssnnssnenes SB 491 
VO/OL/ 2028 reccssccaes doves cnptorsess cacpuaesceetatedsdeaieeasieteese OE Fe coeesersionta feccnc esac duees saa devanvesemeonaiee dieses oeeae HB 937 
UO OED O22 cae Nat sscSscescvatevsesvepvwets<tecstesecess sseeuateckestebe COTA Gis cto ev sis eecanletesn ct enn deve caeeteantes ta rteewanc aes HB 400 
LO/OW 2028 sesccsevieiertescangecsdeccxsiecasesacvespesetvencsseeeatees (CB a ee 1 fae arn TE SE ETRE SB 410 
10/01/2028... eee ce ccccc cece eeeneeceecececeeseaeesueeseeeeeeeeeeees CE AOS scl isch sei ctasdeociencastesttesteesoutbadsasosorasssctoesse HB 218 
NO/OW 2028 a. css stesveriss Racscveaadseeadeacsastetattivesaioascasbase CCB estos sxs foenickssectosnicansnteanetsten settadtantedasehstoeameees SB 407 
MOON 2 O28 er scavsveseacacsseusecevsseecedeastasdetedssdeesseenesaes Cis OG ioeccsisis toes ccna sechisiusssdeseeeceebesesSereseseeeseees HB 500 
VOLO VW PODS vs cee cscecces2s6, ecb beck eitececeoesseecesieesnz shinee (Gla 5| 0 > ee Rene ee MER one aR ee BP SP GU EAA EO HB 534 
10/01/2028... eee cece cc ccccceeeeseececeececeeeeaeeeueeseeeeeeeeeeeas Ch. B09 ssisccsicesestsavndsssasssecesenssdvossencs sscesetsassvadeseess HB 541 
LO/OTV/2028: vovcscccssesasetigesusassesdessavcanteseaaetesvecoteossseee Co eceaces ose acaebaesecorsese aes fosentesseccheacentasnteetoneees HB 556 
TOO 2 O22 srrvsctvencevtidivevessnecevcessstssaurestcsvesttvassnstis CO Gresvcatinteecs ee covsaxe covet ticesesecdusctuarn antacid HB 590 
VQ/OV/ ZO 28 sssscdissiccascedesgoasguslavessadcsaswaceeecanceacaconayess Co Lb deem wep errant ee eR PI DE RS Te HB 591 
VO/OV/2O 23s. citessasdectecesehesiatessssecticarsledhi sbatvtiesesees 2 ios eee ce scaeatesde coves teceel audats stvusiocieotatiedtessoes HB 631 
0) {0 17210 2.53 Oe eee ee CEB 2A se oat ieee octheh Saatvotestceaeaeeeie etic HB 656 
MO ONI2O2 8 sre tvuscscaccsvevececeisserrencsanas eee nesonesseseiness O25 csi excuse soiscrcencs ow. ceeancsesesescreenessuesecaessaucaeseeck HB 668 
VOLOD/ PO D8 xcfec. cde. ces zecedcc bevesndecsavgecade costes iactasoutsces OT B28 roe tes Saran cs enzeceevs grucsatiectevesscecanestutieas tetas HB 679 
0), 00240 )ts eee MTs 5 DOO soca s2ace scan es pescessaua cenestenesieecestseetysaecastesivos HB 689 
VO/O1/2 028 vcsisvasscedsascecdscnindabanciadessasenapocsandecstccsen ses (9 2s Seven sig Sonsdseoce ern ivadhiane ncecestoednnsesmsazactencees HB 705 
TOO UV) ZOD Seas ceevteseduves cag svcvesece este teaecvinses deaeeetes CG a Ven Fo Wa een a Pe er HB 706 
10/01) 2O 28s x. is. ssi, cadeccsdaasedesdavesdgeeadeanceaesagesecneanseeat 5a Dicey este ocaseses cs concise sectesesneseasceeans sonsraceserieseane HB 761 
VO/OV/ QO 2B vis ccssvsticiseseecasecasaces ceveccocsasevassaadstantecoides CN BA Dic ccowsstedvancnelsosae edie Gotdasncsnd Secs seneosesdeeotsesseese HB 790 
NO(OVW 20 2B eds vs pees Sasics dovsaatieanas aascccecedavesdesesesdeativess Ci BAA ccs ci acess csnerdesteasesinateweah eentesass tenes denen HB 802 
MO MONI2 OF Bo. sesicsenesassnsacnertvarsiasnssvecastoveetsaiedice esters C4 G esses hes osdneacsevecinsceeis doen eavetinedevsientvaeeei ss HB 836 
VOLO D/P OBB voci2sigedecedhesdecesdctsessazavedtaeecde colescastecsseecss (a Web 40 eae tebe oe ge SEAT NP SD Ree Snare eee AD Pe HB 874 
10/01/2028... ccc cc cce cc cceseseeceececeseecesueeseeeeeeseeeeeeeauenes CHB 5 cvcccssscssesinsssesncs soeb sos evade laynsectsiobosapoascssnneess HB 886 
VO/ON/ 2028s decdccsszesincvavagesdetinscectectaniansvissingenasatentie GH 2 ect ewwenasdesantcostcatasanswsltatavscesresdscsentessuteaancses HB 902 
§§ 1-3 
LO/(OV/ QO 2B sass sessasesecdsccoaieucegeceageuascacaveaneventeveedseess aie cocetcstescvsescscerecstcanceeonceseeceaeessuesesneee eee HB 928 
10/01/2028... cece ceeseeseececeeceseceeaueeseeceeeeeeeeseeanenes GA 3 15 | 0 eR aR Rn OA A SA HB 938 
LO/OD/ 2028 i ccse.tesecesacises Gaacashsscseaseestetaeesasscskseabeeies Ci BO 382 6c iesteatnecbascaneetsaacoceaecoisvonsiatacneccine HB 412 
MOON) ZOD sa svveoins cusses. secoeteeea terevecssevesiaasscaneniveses C56 O ses csves cuarncscnaoistoveds sunneiaen dh chesbsigvensbeaaraweesss HB 433 
V.O/OV/ 2023 ss sscssdscsnietend ccoeysbevcs sda deces casdeeangedeagavaadeoes Ta 4s sits shacks cae scn ca tengcuceestesteces cate tontetes te tase HB 452 
10/01/2028... ..ccccccccccccceeeeeseeceecececeeseaeeeueeeeeeeeeseeeuas Che 567 ssescsssdesessshiseneceossicsssananesanenesscd svadspaseassncees HB 470 
VO/O VP OF 8 vies doses ccc dnsesvceersoste cueueesaca esescstdeteaetonseceet T2551. se toseaecass sagan fansccteaetonveaseiastacesenevene dene coe dense HB 486 
VO(OT/ ZO ZS: Ye scetcclccesachtetedesiwesdiatesuccvedevabensehseveeede 1S veins du eis cucdunti ede doev beset eusdeciseosusteleestaeeaviaste HB 241 
VO/OVW ZO ZB cisesdecesiiceetes cas Beahortepesceeeskieeosgaeaaceseecnees Ti Besse Sat sec cptecsnc toss eases ota Sonate sec eoeaneene HB 198 
VOlOL/ 2028 voscascvsssiaisaveescsivosisénaadadboescusssvassnees tivesre 2G airless ce cedsa ste osnnstest veddevisutsnssacesveeetcosscadieieacen HB 189 
VOON/2ZO 23 wccncesceveacdeccdessnves cspseeSenccadseagecuesestenceses CDSS ie reece ese secanss seco tats daestatian eee ecaneeseatoae HB 1386 
VO/O1/ 2028 scscssetcctvessthevstsessonvetetiseseuessawaereteen CH 9 O isscekces nevi deiissenvtiwecdbeitenisseeniuwetsuensbansenvenste HB 101 
VOLOT/ ZO D3 esse scdesessies cscdl ceash tate acseasendeveieoei ide cares (a Pe ofl LO rere paren ne ne Pr RS a eRe a Pree HB 360 
10/01/2028... ccc cccccccccccseeeeceecececceeeceeaseeeeseeeeeeeeeeeaas GB: CLD ics cehescssseovaidvas sencsocsdesssassesivenses sseiebsasvacssene HB 364 
VO/ON POF: <occecrerd:ssesceedseag2ecsvegentecsesveoensengncseensene CG 1D ie eseec ces hen cosaaaendicseaneetnias aereeteracestenssoeaen ee HB 365 
VOOM 2028 iersesncdovcsstaersvscevencsecd ia ceesteelnesseiesenciees CVS rede ces Bet eecnh ois ee ds box veveavh saved Meaes te eveweiate HB 366 


VO/OVI2A0 2B rsziieies Grsstescssiecehiisssevinievemisiaveceseminessin MCG VA oe ossc cis zx casei ens ca devestanessivasbencagevanacatezescriaees HB 376 


832 MONTANA HISTORY AND FINAL STATUS 2023 


Effective Date Chapter No. Bill No. 
VO/OV 2028 is; Soessccodsssesecsvoesosadepecessosdsencosnesddsedsennnice CG 28 ovestcce ba vsndbaescocdtisestssnioas dbeadosesdabeusisissustes HB 482 
a 07 10 i 52. 0 2-73 ree eS ee HG 3 ca Acs dames sssucceaicn fe eaedonteantteacaneeiesesSvcsdezet ose HB 487 
WO/O VIO DB's cders ss siscievs thes S8dsdezessuneceves ibe scadveesdoosecnes CG aicsshcwess soxtcavacteuvalessovevssaasavesstaesdeevneusteneeede HB 742 
NOLO V2 OD secvsoxhc5 cccas Goss teesavscontg ceetebeecscteccexccusteeene CG 4 ass cea roseec eee eth tec teat HB 852 
10/01/2028... ieee cceccccccsecececceeecceeeeeeesssuuecseseeeeeees CGS Oz 2 2ssessaacdsetinssoccssdohisstecsiseseessosnsseenterenesess SB 6 
WO/OVI2 O28 ccsccchedsecasetescscsssoadocuseeacensaneeectiagiaeostecete GAD oc coset savvustectdadeesausasssunetnparscsusoenissaneoetneesde SB 27 
WO/O VIP O28 ss cesssieccenesctscevts iexeerseb tecsstecedduevencowediess i GB ooo ies eat Niece ecdnuve uatevves ace coouecundesteeexssceest SB 38 
MOOV PODS izec. sides eas etkens cishcs cones ceaaedetescensseeveeseveese Gra ey oY 22 ane ran Deno RE aN ERNE UD ICT Le SB 46 
VO/O WIPO 2B vvssccescccsnccosecedsesssneteosesernosesssdenssssntovsseres CY, G45 acecsciessssisndsssscssosesovscesusssenbesssesdsdsssdecesneasis SB 59 
MO/OMI2 O28 scsi cats ccaessin ance antctons dence eeeecctsbtssieuseeteas OH G4 85 tise Gaps hits fsat a ane feted eeesabswoatateness SB 94 
WO/OVIPO 2B soscsseectdeswuscessevkenecsseceasnce seececuseen coe? CHG to csessvncsavase ierssivasunesmuesieoeassterstaraneseenenas SB 96 
MO/O D/P ODS aces wks ceecascecis2stuaceten cl cect soceeectesiseecenteevne CAG bre scat asta tet cee cae tug te Sucdetes eomeduaeutak ta cstt SB 123 
10/01/2028... cece cececcccececcceeuecceeeeeecsssuuesseseuneeeees CH. 654 o.....cccsccsscccscccsccssessesssccceccrccsscesccssecesenseees SB 144 
WOLOVI ZO PB ees cccteccosnsivencoswests doesstecesdestncvedseagee cae eine DG be ce siesevcea costa tue snstean ieee oe aesesesesseseatenveciets SB 148 
MO/O VP O28 asi sevecciesvcscovte Sesceseibeactesdsccduwwwieoe oes C666 Mes ecsicssiceandscasesdecteencsvesSecieoleesdaeeanelits SB 209 
WO/O V2 O23 es cicai is etchaveoste vesab costes ceagocstouccevseeosheeease (Orla a oy a ro ie eg er Pe Bree OT ey cD fren ee SB 221 
VOLO WIPO DB vicsccesdcecsctesscscsissesidesoedsexesossassosessssecvesesss CR. G7. eoeectsosccsucutenesestecieessnanastechbesdeevdeessisuseteesioss SB 295 
WOLO VIP O28 vies ccssicectactaescaceefeanceanseectes doscadedehadeeuwas Give Gee Ae sees ws faces Geaien fsnittesnicanseteah once dante Sesteaneneese HB 325 
WOO VIP O DB wiwis seecccsessesceasnsieccsbesecnevedeesssatsoesesseasies (CO TA ics ceaccne cotvnuscseceezevaiseuessdvenrsanecessotavaadeaeess SB 328 
MO/OV/2 OS szce. oxic cds csvhasn2eéectebthdecds dooveescteesseeeaneeient OTAGO ehcccva bests teccseetante cask dota have beetea te deueetontaertes SB 359 
VOLO VW BO DB vvssccasiscescsdensessecssnctesoeseccsoseescesassencsnoeeest CHO 78 ks ce sseicdisosacsloathetsesdonarsvedsavesessenssessesasseoisese SB 374 
NOLO 2 OB vescccsnerectsn tescvsxadstososneeeedessaneeasteacticostecsts (OTB 7 Oi occas cece cnt cadazsechsatansens.tanacocsscesscesenesseeta see SB 375 
WOO VP O28 cess ssiecccudsstseescsdgsncsases tudsstecediuvevsieoesdees CeO? ayes sec observ saneeicisavtuesviadevsacavatdosere da eeweueds ds SB 393 
WO/OVW2O 2S ie. cade Sacesitees2eisacccesecdescosaeescencsaceceseeeeke (CTO So eesscc bce caessteesecncnesser cau ceonkasceeceacneucuneeacnerees SB 424 
VO/OV2O QB vissccescscescsssscedsssssnccovsatencosssssdenasssntopeetsse CH. 685 0... cececessccsscccscccccesscssccssscecesscersccessssesesens SB 458 
NOON 2 OP. cae 2 cates cas tescec ier te dodaek secisuieebeceistteseanteties COTO BG tit see Peter tae ss oes eee SB 487 
WOOD O DB secs sseeeicceseesceceessnaveisesectess ieeeecnaseesseanaee C692 scious sxe suisnaessadieacsivaeaessavnrsenestersonusvenaese SB 510 
WO/O V2 ODS sec cseck 2s ca xevces2ec kveosnsicdeceorvesciseasvecsnexeen? CTO Des is 28 et chan tees stetan tet cade bes sbetedeaen teh eseiees SB 530 
10/01/2028... ee cececccceeccccceeecceeeeeccsssuueeseseeeneeees (0) nk oo) ¢ SB 540 
NO/OVI ZO PBs croccivececascsasconsssitoesanseocdassasesacaasenceaes cate OTTO oe ccc sotases As Setecansaceten foes caeaccteseesscesensenesnaees SB 558 
WOOT O28 sicsecsvecdvdcsccnccves Sexo Nacsccoeiti eee Chia TLD averestostiv ics stucevcies veseives Sta dhetechesseveive evedese HB 128 
§§ 1, 2, 4-7, 9, 10, 16, 19, 22, 24-29, 31, 
and 32 
MOONS OF Bs ge cc sees tecictavaace eee sh coches Sects Senesdebeitesianae tee CU cases oc Seach cas oacane seeaccctan cocecsoneateneates HB 137 
WOO VIF O28 sissies toecicnsssvees sadvebeseun cencuevsdscsseuasventoedeecte Cn 7 VA eo stcues avast aveenavenevsanevess tossedvacduevosvevewnsseeesess HB 229 
WO/OVI/ 2 OPS oz. ftckccetecees ches zecesksbesde cee ds eects hesatetees ake (Gace 27. Senne Renee NIE? GOT AE AN ERD Ce ena nE AE ONCE ERE HB 458 
10/01/2028... ee cecccccceeccecceeccceeeececesuuuesseueeneeeees CH. T2G ci scisnichisovstasnnisintescsbcvovsssassienescescs doniesessevee HB 499 
NOON QO 2 Beis -cinccteasoacecseeoastavaincrestaateseseesesgaoteseroate COB Sissons fee ataetnt enc ext ass ae osue seca ceaesespeneanadtet an HB 783 
WO/O MPO 28S ives duecccssescveoseeddeuests vanicdvbeeesth ev eeoseeeads CHS TA. 5 Suntec tucatientatueceudlwee detsievecsernuten cee HB 830 
TE 07 0 B62. 0 92/2 eee PS CCT 7 BO ve scecas ce eesencteccsancteeesnieucs nessteoeereesseee seaceonees HB 846 
WOO VI PODS sic ssseacecctelvccdededstesssescaioaceigsedessssheswses deed CT TAD setae desavocarsgvatet tt vossededadeiadtesabesitcsnesestte SB 75 
§§ 5-6 
WOOD IPODS: ic: ciseececssa5ss sssetatess Hesbencioeessoes we eeeees (CH 7G G ecsavstassveaninaseesiendecevs dosavtadevs aestancteverseabeats HB 941 
NO) OVI PODS ce ccnvc teste cstv scesetedecs teveisdeces i chas2leeseebielsees MOT Crates cates Saccg te tungeccevac sets aeueshce tab tecuece tenet SB 19 
VO/OV/ FO DB veiccsscisscccossessonssssdeswssrsdacssesdssesesssocosessens Ch. 768 ou... ceceececeecccccccceecssssceceesscesseaeausesesceesseseees SB 351 
NO/OW/ DO 2B vccsstsocsies cisaeceseee estate deavassedecersseetecsasveectis CO 1c sec sates Poses cs stirrer te seasien tneca eh tases oeseaedeesneeee HB 693 
WOON O28 eisc2ssccxcete docecdsccdeseccesyce vue vekeceuscweebedecsditls CP TO esata ncsGonedaveestibv a tects cotavteus cn eiedes eee SB 184 
WOO VW 2O DS eo shies chs ccatocedes eenetadcscesseseeosteceesosceessees CCT Gis coast eeeanatacc site sons accuses aeecsscneseeteseceeseceaceee SB 181 
OVO UW DOD Ao. cc23 ess ccvsnd bedsecccodssssedesstecbdcessesesbesesese oss Cis AG rs ateiesc sa vonasttececs act votseshanecsecoaseeviacenseaciee HB 221 
OT/OW QO BA: so. ccteccssrccns¥seeceseeudees eds Shee bet edetteussisacees Os A ese ete eee neces cee ee Shoe eae ecnee cress HB 222 
§5 
OW OT 2024 snc cces cack Gevts ced ds bectestecsncsleseeceeeeieecasess CCTs, 5 Osc eacan cate se cesta asec cakes SB 121 
§1 
OU OT FO 24 oo: 2 scccsssocsoesancess nesses doasbestactens sosdossescuslene Cli. 58) cesassaiascevessacctenanecssstassstssteciateusstigpetenscortie HB 56 
§§ 2-7 


OL OL 2024 ecioniciises eis ates tase eiscetnee MCV VOD: x: cases vatersikansgicasteceuesuatea lerasateestivesseasetevactes HB 240 
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OU OW DOD ios cagteseseh codec cots cavstestadeesstensessseaeondisnneess CCHS WB isch c58 cocedsadsbdecee ocues osaceesieunees det tan deonsecteees ess HB 89 
§2 

OLW/OT 2024. cscsssccncescatiis een Sees CHS 1ST iscsqtessricccansenseneraseteorsenssieseteneosreiaas HB 156 
§§ 38-40 and 42-53 

OU OT/ DODGE... .ccesscreecctuscestecterkisbueaesva tages veneversaceinces? CHAD cscs iesteonessdvabsdceceddsssncestncsanssegenesbesbendtenndseze HB 2638 

OL OU 2O 2A wiccce2eccechecooncsteteetecesessasedotesssestaedsaipesciee Chi, 228i, .assicesvactasniddeesbessisaeesseatesnetetestSoneacestessis SB 53 
§§ 1 and 2 

OU OU 2024 ries cessccese cada tieasiecdi desasiaegieadsveave eeseseee Chis DAA 55505 ohia deeded sone vbapsheckencsasaaeceaesseueeeeve anes HB 114 
§§ 1-5, 7, and 9 

OU OU 2024 nose tient sveads cheeeestdedestsestesdsndesoseanewseee V6] cers 15) 0 ener ne eo ee eee SB 142 

ODOT 2024. ssccsesscccncesisceraccisessssceehaussteseetanveeaeeenies CHEB OO scscicenati cance recnisaeeteeecssoenneneawee a reteaes SB 269 

OU OW 2024 2 cscessicéecesks estiassehistisGistavtsstisvennteens C1399 2: svdcassiceecdscsveicdecsseeessdi csdesasiel sSesdevndecases HB 8238 
§§ 1-17 

OU/ON/ 202A cccsssscteccesescsvescecces tevesesceassesessaseieaseee cise CAA DB cece csessvececsccasasevtateves sever shuseitercesstestecevenees ts SB 323 

OT OL) 2O DE. sce ae sctunecnscsdkeeceteis wieeast ates CAG Bees cote acectees aatvar sets eovuertest oi ccaseeeaeas SB 300 

OVO 2024 iccishaldcsitatiecsiniscaieaiadsvav ae eess CH AG8 ccsssissedcecictedextidiavee nti isisins aes dash teriie SB 340 

ONO DO ZA. ..22cesdccevecossedduecesnetessessiaveastssenteeroscesscess DOD oc tetve, ted teiies oles eettesvsaaddeviedaapeseeievteseaeevvans SB 528 

OU ON/2O BA aos cases fenet sseanctck cecctsns sabsaavesisneesevnnenneee (ODO cess cis cease eee as ees Sesame assesses SB 419 

ON) OD) QO DA escss6 sctcnecsiseesancioueecnacs sguvadeeescueapenesceeas cag n7A 0 epee ea ene nr eRe rE neve HB 612 

OU OW 2024 oe. cs cecdecd cases Hedeccsisbeides Resi evenssesers Ch: 540 3.8 esti bisa dsiieteeiia hua HB 764 

OU/OU 2024... itesscosdevsnnesisvesseesssbessacsbapdeadncs ovate geseees MOTD Oct asaectteis ovnastendeetechstetavseoceeeteteeasnantentesdocene HB 4389 

OU/OT/ 202A sc ssrscdosdees seceevecoeseecevscaesesagessseeessiorseeouses CH YDGS vcapsdasecvesssveencestssesteiesteaseonsteceatutesteeeeee eee HB 447 

OL/OT/2O 24. wc cccaszeesscteseearielsusetecineseas soanteestss Chi uations ts cocestevtereank cove eniesa nee tscocantene renee HB 485 
§§ 1 and 2 

ON OTP ZOD oy oho cise. Sovcevicestasdesaectinseietessssaaeeseebt weeshee OY Oc sasctcs ste oie ecigeceeen ft voice ea teas sao eae HB 62 
§§ 2-4 

OI/OT/ 2024. so..2255 csasesktiseicsnec teeteneionenneaer eee Ch e600 ceietincestpettaneierssoorttesiasc secretaries HB 302 

OL/O1/2O D4 oe: co seeccsds cosdeceeeeeececescdeieces¥evasieceddeceadeaays CH GOD is cade cscesicsds ests cis desende cts itatedvieversiveasiectsiveenes HB 333 

OM OL 20D... « crccsccsssiessvescensssesesadersspas poecvencoeosecees CBO SO sc ssssctessrideshenettbseacteiiecgonsehehiasdhvsenelesseosiet SB 104 
§1 

ODOT QO DA: po scvsscconeeestectele ucccbects oodivcneestateseconeedtae C669 oes civccc ceeds cee conteensactsesianeeh rom nceeneess SB 294 
§9 

OU ODI ZO DAL 2. cccc cdecvevateseeecceestusesevsasepedeseesdoedoosetane CH 690 srt foods teste stses dat vad eesnssetseeseewseateteseseantee SB 506 
§§ 1-4 

OU OD QO DA. sc accsiccsncceecacbecccoeiaibasaevaspueeaseeeeseoceseeene MCT LOO) Gesesere acs i rsacavens concsnueneseesnevstestiamteeviesiseveras SB 544 

OU/OL QOD} si. cee cesses. cessed. cds ese taninceseotesdeccadetehieades a7 Oe cies Bocas exc be destinies scadeyacsh dds docauassoeeazeiees esc SB 550 
§§ 1-6 

OL/OI/2O DA. .csccccaccstigccatescesdessesesnvasasinieaeecegengetntehe CHE TOD: ccccsttoenccesaierdotseveesgesnteseestegaesesesbisseotsaoetes SB 554 
§6 

OVO QOD} ss scscs cc sccccsdccatdccesecsdeesk hess ti esigesesgecgeieaees TD i cdsscao esis snapdecs ice scene ase aeesewe oes HB 469 
§§ 1 and 2 

OD OV ZOD, seco scdes 25 oosek oe cavesatetcsnsaieas socete nas bacedek eae CE TAS Se csrsecteietisceasscetsrasssaueeceastinitieasataticceeishee HB 903 
§3 

OVO QOD} is ves seceded bd bec Basses iasinces detest oeoeceeseaes SDs. osx sais cosines veless adssereehes haeees vinta aes SB 516 
§§ 1-3, 5-8, and 10-12 

OS/O1/2ODS os sccoceccersocecsevevsccccuesesseniaseoteavadetentetagseae Ch 2 UD cescssesezcesessevereeevcesscoutecesss seen coves seg deteveeetve> HB 593 

O3/ OTP 2O DA ris ivceeceakeasetedsee hax Giuneei es eax edhe eee S26 Tee sense cers ties sheen ceeds nse ees HB 456 

OB/OLI QOS} cso soscssedecccsecassescesckiebestscassieseiSeeneseceeeseets 1 eee 0 7 Re een eee SB 281 

OS/OTV/ QOD, 5 5 cc cnccestveosdscandesesesasscsaidssuesssvoccenesseee CT AST oo asiec rec cttecisstenssetsavisescassantersacissaseteen tonne HB 635 

OBO 2ODS yo. oer ctersscecveviewceesbetucstsadasbensbandamtitetee lean CH G2 Giver sex ctcatiescsiecsiesvcova lence tases sotisecets signee HB 217 

(08/01/2024 ic creccasueccnevcascdeipesvebesecnesiueassoneuascepetanac MCT ies covtvesees oevasts cccantautestecensutesvensanesneeoriacsont HB 596 

O/B O/QOD4 , «sss cssesedcds coded ands ceed ctasdedesbetsid ods docekdenins Ohi. Wi keiecesietics escent aries hiss SB 7 

OG/BO/20 2A, vc sssscsserenechonsesencs saa ts peededessiooeveancencsebos CHOOT ciseis steteisrssteehebsaavbintonteidotseistessaenemetenis esate SB 535 

OTLOLI2ZOBA! :.. covcssveveccccatecseebeseceeessates eonsseseatiessteretie CHL SOO Scvessesdoeecavestcnacascasnigucecstenies coseavessGeace ties HB 68 

OOD ZO DA vies, secasntecneccasceseuetauk cevaedgeucssparduesseasteeite OCT Bt ea vetvaeccontsouaueesateovecescesieeethcas tid eateesersanae HB 127 

OTOL QOS! 5s ccssessesdedehe.d8s cahidessocess ec oeeeescsoentenennes YD coos 555 5 casi sash veces ga easaeeertapucdiacespoasbaeskoenseree HB 1385 


§§ 1, 3, and 5 
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OTMOW QOD 4 i ciccerssevsssindssarnecoocdsvesssenederesdovessdeasavesacs (GB OBS oeecctetsaatitvcecotivesaceuansebecsusedeeaeeesectorisees HB 203 

OP OL 2ODA Yaz cutee’ daeacseteanse taercveaciss stastszescatcostveevees Hi: 3 OO c, Sesecsasscssicsaacefeeevcus tests eceuwet dea eadaviesdeschaes HB 583 

OTOL ODA ca aee cas deess seas eteastesacesseessieessistveustecsiaees caer 07 0 ear Se ne ee eee SB 74 
§§ 2 and 8 

OT/O1/QO24.... ce eecececceccccceececeeeceueeceeceeeseseeaueeaeeseseess CGA 222 cs shat cer ssactas nasevsvnecesaceeeceateaseeeeeesieseeena: HB 580 

OTOL ZO DA J vsccsands conissavcaategadcntvenseesessancecstseseaieesesets G60 Siaccczccesavsosztstencscanestincoaa chet ecooss dactecsaneeseaestad HB 352 
§§ 5-7 

OTLOV/ ZOD oe. ccsdtcsdesiassiesiivenngaceaee easeuavesaceneneaeeaeesens 1 a ee te ae ree HB 890 
§§ 1, 2, and 4 

OPO UW BOD, :5 canccecsbtassacatssdedcseiesstavesaticaasdeboesdessessas Ohi, FAD ccc cass vviveastancheiaesteadtcastaccataeiadessteeniasiies SB 75 
§§ 1-4 and 7 

NO/OVW/ ZO QA 3 wshs ses csseveundsdeadebisiiseeds ce teuas casts ieadeaent Os G2 eccsdevizizdctedsbestends cote bantedests bsedebedebestasineeats HB 83 

10/01/2024... eee cec cece ccc cc ee eeseececeeceseseeaeeeaeeseeeeeeeeeneas CBC BU eid ssicisicetdetoastecsennceiateseesistsesvacsisianrenesess SB 384 

OL/OD/ ZO 2D sesccsdudeconcestndsasscsedetansavsneraencedsesaseatesse<ies Cs. 51 x. cevcesesversetataiesenessendeesaceevestaspsencszenieessnees SB 124 

ONO 1202 Dc sisaeseievncerss fa chereeteedessnocaaeembie ees CUBE oi oseeeess is asd sche ccs iecevactvesSeubestittedeasi Sendoees HB 156 
§ 33 

OTL O 1 2O2 De. iiecd oessestectedsavetenssaseisatendéviauteasieiestast CH G3 853s. oeieccceetsyacafaaciercestccetenchcbeesieesvestsieesteatens SB 3 
§§ 2-5 

OF OT ZOD: x crestersshussesacens. sees sertessstes tyes ease: CHEF 77 saivind aie HB 29 
§§ 1 and 2 

OL/O1/Q0 26.0... cecceccccccccececceeseeseececeeeeseaeeaueeeeeeeeeess MOH: Ge cczucda vss ocdacticaacvbecs sueieeasucieateiecgeateaessevteisess HB 21 
§2 

Sct deve bu cedeicl dave seuss Teves ould Se bee acctai eaesteee ee CH A902 coseecessetiny sos henson oles antics evantess HB 721 


(§§ 4, 5(2) and 5(8), Effective on the later of: 
(a) passage and approval; or (b) the date the 
department of public health and human 
services certifies in writing to the code 
commissioner that the form required under 
[section 4] has been created.) 


(Effective on the later of July 1, 2028, or the 
date that the department of public health 
and human services certifies to the code 
commissioner that the centers for medicare 
and medicaid services has approved a state 
plan amendment for the enhanced 
reimbursement rate.) 


(§ 3(1)(d), Effective on the date that the 
Montana department of justice certifies to 
the code commissioner that the federal 
department of transportation has granted a 
waiver to the state under [sect 3(1)(d)].) 


SUBJECT INDEX 


This index includes the following bills: 
HB 1-971/HJR1-18/HR1-9 
SB 1-564/SJR1-31/SR1- 74 


These entries reflect amendments through the Reference version of the bills. 


-A- 


ABORTION. 
Clinics, licensing and regulation, HB 937. 
Constitutional right to privacy. 

Not to be construed as right to abortion, SB 154. 
Dismemberment abortion prohibition act, HB 721. 
Infant born alive after attempted abortion. 

Infant safety and care act, HB 625. 

Medicaid, coverage for physician services, HB 544. 
Medication abortions. 

Required reporting, HB 786. 

Prohibited unless to preserve life of mother. 

Viability determination, HB 575. 

Public funds not to be used for abortion, HB 862. 


ACCOUNTANTS. 
Board of accountancy. 
Enterprise fund, repeal of termination date, HB 292. 


ADMINISTRATION DEPARTMENT. 
Buildings, capitol and other state. 
Lease or rental of buildings, HB 232. 
Education and workforce data governing board, HB 949. 


ADMINISTRATIVE RULEMAKING. 
Adoption in year preceding year in which legislature meets. 
Exceptions, HB 739. 
Injunctions. 
Restrictions on grating of injunctions, SB 135. 


ADOPTION. 
Tax credit for adoptive parents, HB 225. 


AGRICULTURE DEPARTMENT. 
Appropriations. 
Management and control of infestations of saltcedar, Russian olive and common 
buckthorn species in certain counties, HB 821. 


AIRBAGS. 
Counterfeit airbags, HB 761. 


AIRCRAFT. 
Unlawful harassment of animals from aircraft, SB 84. 
Wildfire suppression. 
Obstruction of aerial suppression activities, SB 219. 


AIR POLLUTION. 
Incinerators, air quality permits and registration, SB 39. 
Registration of animal or human crematoriums, SB 39. 


AIRPORTS. 
Airport authorities. 
Long-term contracts or leases, SB 263. 
Municipalities. 
Grant to provide courtesy car services, SB 103. 


ALCOHOLIC BEVERAGES. 
Academic brewer licenses. 
Who may apply, HB 31. 
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ALCOHOLIC BEVERAGES (Continued) 
Agency stores, HB 69. 
Credit, limitations on extension by store, HB 867. 
Hours, HB 867. 
Airport licensees. 
Curbside pickup. 
Inapplicability to airport all-beverages license, SB 264. 
Suitability of premises, HB 98. 
All-beverages licenses. 
Maximum number, HB 242. 
Application for license. 
Moratorium period after denial of initial application, HB 145. 
Beer advertising limitations, HB 160. 
Beer and wine licenses. 
Combined beer wholesaler and table wine distributor license, HB 127. 
General revisions to licensure laws, HB 155. 
Limitations, HB 50, 68. 
Reclassification of separate beer and wine licenses to combined license, HB 68. 
Restaurants, ownership provisions, HB 72. 
Sale for on-premises consumption, SB 75. 
Transfer of ownership interest in license, HB 155. 
Beer brewers, importers, and wholesalers. 
Collaboration brews between brewers, SB 312. 
Combined beer wholesaler and table wine distributor license, HB 127. 
Complete ownership of up to three retail licenses permitted, conditions, HB 305. 
Contracts, agreements, and franchises. 
Notice of filing of agreement, HB 49. 
Registration to do business, SB 75. 
Sale and shipment to wholesalers, SB 75. 
Catering endorsement. 
Distillers, sponsorship of catered events with licensee holding catering endorsement, HB 
578. 
Guest ranches, HB 164. 
Clarification of language regarding liquor and alcoholic beverages, HB 157. 
Colocated licensees, HB 305. 
Conveyance of alcoholic beverages, HB 95. 
Curbside pickup. 
Drive-through window orders, HB 254. 
Inapplicability to airport all-beverages license, SB 264. 
Death or incapacity of licensee or license owner, HB 43. 
Detachable beverage container openers, repeal of provisions, SB 48. 
Distilleries. 
Hours of operation, SB 209. 
Manufacturer with more than one location or building, HB 579. 
Sponsorship of catered events with licensee holding catering endorsement, HB 578. 
Enforcement by department of justice. 
Employment of investigators and prosecuting officers, SB 63. 
Examination of licensed premises. 
Inclusion of agency stores, HB 96. 
Gelatin cup alcoholic beverage products, HB 455. 
Golf course sales, HB 97. 
Guest ranches. 
Catering endorsement, HB 164. 
Sale for on-premises consumption, HB 539. 
Industry trade shows, HB 120. 
Location managers, SB 21. 
Prices of liquor sold at agency stores. 
Reduction for quantity sales, HB 97. 
Provision to intoxicated person, SB 63. 
Civil liability for injury or damages involving alcohol overconsumption, SB 107. 
Quota system of licensing. 
Competitive bidding process, new license within same quota area, HB 144. 
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ALCOHOLIC BEVERAGES (Continued) 
Refilling of liquor bottles, HB 95. 
Renewal and nonrenewal of licenses, HB 70. 
Resort area licenses, SB 59. 
Restrictions on licenses, SB 75. 
Seasonal businesses. 
Lapse of license for nonuse, approved nonuse period, HB 166. 
Special permits, HB 783. 
Storage depots, HB 48. 
Suitable premises for licensed location, SB 75. 
Table wine distributors. 
Combined beer wholesaler and table wine distributor license, HB 127. 
Contracts, agreements, and franchises. 
Notice of filing of agreement, HB 49. 
Tax on beer, wine, and hard cider. 
Collection cycle, HB 124. 
Deficiencies and delinquencies, SB 20. 
Electronic returns, HB 97. 
Overpayments, refunds, SB 20. 
Rate of tax and payment procedures generally, SB 20. 
Technical corrections, HB 95. 
Temporary operating authority, HB 71. 
Transfer of licenses, HB 71. 
Nonuse status, HB 123. 
Unlawful possession of beverages. 
Exceptions, SB 63. 
Wholesale sales, HB 95. 
Wine distribution, HB 95. 
Legislative study of viticulture and wine distribution, SJR 30. 
Wineries. 
Complete ownership of up to three retail licenses permitted, conditions, HB 305. 
Registration of wineries and importers, SB 75. 
Sales of table wine to liquor store agents, HB 97. 
Special permits to provide wine fermented or blended at licensed premises, HB 783. 


ALZHEIMER’S DISEASE AND OTHER DEMENTIAS. 
Involuntary commitment of persons, HB 29. 


ANIMALS. 
Emotional support animals, HB 703. 
Prison facilities. 
Dog obedience training and socialization programs, HB 941. 
Running at large. 
Notice requirements, SB 375. 


ANTIQUITIES. 
Human skeletal remains and burial site protection. 
Burial preservation board, HB 281. 


APPROPRIATIONS. 
Administration department. 
Alternative payment schedule for primary residences, implementation of systems, HB 
830. 
Education and workforce data governing board, HB 949. 
Financing of information technology capital projects, HB 10. 
Local governments, recordation of public meetings in audio and video format. 
Development of administrative rules, HB 890. 
Agriculture department. 
Management and control of infestations of saltcedar, Russian olive and common 
buckthorn species in certain counties, HB 821. 
American Rescue Plan act implementation, 2021. 
Modifications of appropriations, definition of line-item transfer, HB 175. 
Arts council. 
Cultural and aesthetic projects, grant funds, HB 9. 
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APPROPRIATIONS (Continued) 
Best beginnings child care scholarship program, HB 648. 
Budget and program planning office. 
Medicaid and 24/7 facility contingency fund, HB 835. 
Capital projects, HB 5, 817. 
Coal board. 
Coal severance taxes. 
Grant funds, HB 321. 
Coal endowment programs, HB 11. 
Commerce department. 
Historic preservation grant program, HB 12. 
Native Americans. 
Quantifying economic contributions of tribes, HB 19. 
Commissioner of political practices. 
Campaign finance actions, limitation of time, HB 947. 
Community reinvestment plan act. 
Workforce housing solutions, HB 819. 
Court administrator, office of. 
Child abuse and neglect. 
Emergency protective services. 
Facilitators for prehearing conferences, HB 16. 
Crime control board. 
Crisis intervention team training program, HB 362. 
Dependency and neglect court system, task force to study, SB 182. 
Environmental quality department. 
Environmental impact statements, update of guidance documents, HB 971. 
Fiscal year 2023 agency appropriations, HB 3. 
Fish, wildlife and parks department. 
Annual base appropriation, HB 521. 
Gallatin college, HB 5. 
General appropriations act of 2023, HB 2. 
Historical society of Montana. 
Bust in capitol building commemorating Thomas Carter, HB 920. 
Plaque in capitol complex commemorating Charles S. Johnson, HB 855. 
Justice department. 
Attorney general reimbursement of county for expert witness fees, SB 229. 
Careless driving, HB 902. 
End of watch trust and account, SB 294. 
Financing of information technology capital projects, HB 10. 
Labor and industry department. 
Tribal computer programming boost scholarship program, HB 346. 
Land acquisition appropriations, HB 5. 
Legislative branch, HB 1. 
Legislative services division. 
Criminal justice oversight council costs, SB 11. 
Involuntary commitment of persons with dementia or traumatic brain injury. 
Transition review committee, HB 29. 
Private ponds, study of effects on state resources, HB 520. 
Select committee on energy resource planning and acquisition, HB 220. 
Local road and bridge account. 
Funding for maintenance of roads, SB 536. 
Major repair projects, HB 5, 817. 
Missing indigenous persons task force, HB 163. 
Missing persons response team training grant program, HB 18. 
Natural resources and conservation department. 
Loans to governmental entities for renewable resource projects, HB 8. 
Reclamation and development grants, HB 7. 
Renewable resource grant and loan program, HB 6. 
Property tax supplemental rebate, HB 816. 
Public defender, office of. 
Operational expenses, HB 424. 
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APPROPRIATIONS (Continued) 
Public health and human services department. 

Abortion, public funding prohibition. 

Updating of written department materials, HB 862. 

Autism facilities grant program, HB 952. 

Behavioral health system for future generations, HB 872. 

Child day care homes, zoning provisions. 

Notice to local governments of changes in law, HB 918. 

Disabilities, persons with. 

Community-based services and supports. 
Requirements pursuant to Olmstead decision, HB 922. 

Veterans’ long-term care needs, decennial study, HB 264. 
Public instruction, office of. 

Early literacy targeted intervention programs, HB 352. 

State-level strengthening career and technical student organizations, HB 382. 

Students with special needs equal opportunity act, HB 393. 

Teacher residency program, HB 833. 

Public officers and employees. 

Adjustments to compensation, HB 13. 
Retirement system appropriations. 

Appropriations for funding of retirement systems, HB 569. 
Revenue department. 

Allocation of tobacco tax revenue for operation of state veterans nursing homes, expenses 

of, HB 840. 

Marijuana regulation and taxation act, HB 128. 

Synthetic marijuana products advisory council, HB 948. 
Supplemental appropriations for 2023 fiscal year, HB 4. 
Supreme court. 

Financing of information technology capital projects, HB 10. 
Transportation department. 

Commercial driver license regulation, HB 904. 

Encroachment permits, HB 938. 

State fruit, designation of huckleberry as. 

State tourist map design, HB 880. 
University system. 
Commissioner of higher education. 
Montana digital academy, HB 749. 
Financing of information technology capital projects, HB 10. 
Fire services training school, HB 185. 
Water use. 

Permits for appropriation rights. 

Funding for personnel at department of natural resources and conservation, HB 114. 
Workforce housing appropriations, HB 817. 


ARTS COUNCIL. 
Cultural and aesthetic projects, grant funds. 
Appropriations, HB 9. 
ASBESTOS. 
Recognition of center for asbestos related disease (CARD clinic), HR 2. 
ASSAULT. 
Date rape drugs, provision to another without their consent, HB 457. 
ATTORNEYS AT LAW. 
Child abuse and neglect. 
Right to counsel, SB 148. 
Standards for counsel for children in abuse and neglect cases, HB 555. 
Legislative study of attorney regulation and role and structure of state bar, SJR 31. 
AUDIOLOGY AND SPEECH-LANGUAGE PATHOLOGY. 
Assistants, qualifications for licensure, SB 300. 
Interstate compact, SB 214. 


AUTISM FACILITIES GRANT PROGRAM, HB 952. 
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AUTOCYCLES. 
Helmet requirements, SB 144. 


BAIL. 
Determination of release or detention. 
Use of dangerousness or lethality assessments, HB 661. 
Surety bail bond insurance license, HB 62. 


BANKS AND FINANCIAL INSTITUTIONS. 
Application process for incorporation of bank, HB 138. 
Corporate and other entities, restrictions, HB 138. 
Directors of banking corporation. 
Terms of office, SB 480. 
Elimination of state banking board, HB 138. 
Firearms sales codes not to be mandated, SB 359. 
Mutual associations. 
Merger, HB 139. 
Real property owned by banks. 
Housing accommodations for employees, HB 371. 
Reporting by banks, HB 138. 
Urging Congress to push back against environmental, social, and governmental policies, 
HJR 11. 


BARBERING, COSMETOLOGY AND RELATED PROFESSIONS. 
Correctional facilities or detention centers, services performed at. 
Licensing exemption, SB 166. 
Natural hair braiding. 
Exemption from license requirements, HB 353. 


BIBLE. 
Schools and education. 
Religious materials in school, HB 745. 


BIRTH CERTIFICATES. 
Certificate of nonviable birth, HB 213. 


BIRTH CONTROL. 
Health insurance. 
Coverage for contraceptives, HB 302. 


BISON. 
Charles M. Russell national wildlife refuge, opposing introduction of bison, SJR 14. 


BLACKFEET TRIBE. 
Chief Earl Old Person memorial highway, SB 120. 


BLIND PERSONS. 
Controlled-access highways and facilities. 
Contracts with blind vendors for installation of vending machines, SB 234. 
Fish and wildlife. 
Aquatic invasive species prevention pass. 
Lifetime fishing license for the blind, exception to requirement, SB 88. 


BONDS AND BOND ISSUES. 
Construction liens. 

Filing of bond, who may file, SB 314. 
Validating act, application, HB 56. 
Volume cap bonds. 

Allocations, HB 56. 


BREAST CANCER. 
Health insurance. 
Mammography and breast examinations, coverage, HB 665. 


BROADBAND. 
Communications advisory commission, SB 531. 
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BROADBAND (Continued) 
Funding for private broadband infrastructure projects, SB 174. 
Rights of way, broadband deployment, SB 521. 


BUILDING CODES AND PERMITS. 
Audit of code enforcement programs, HB 465. 
Energy sources used by consumer. 
Prohibitions on local government restrictions, SB 208. 
Fees or charges for issuance or permit, HB 465. 
Local codes not to be more stringent than state codes, SB 406. 
Refrigerants, use of. 
Not to be addressed by state building code, HB 433. 
Religious worship, places of. 
Use of building space to accommodate temporary overnight visitors, SB 195. 
Solar panels, batteries, or electric vehicle chargers. 
State and local codes not to require, HB 241. 


BUSINESS AND INDUSTRIAL DEVELOPMENT CORPORATIONS. 
Repeal of provisions, SB 35. 


-C- 


CANCER. 
Fertility preservation services for people diagnosed with cancer, SB 516. 


CAPITOL COMPLEX. 
Charles S. Johnson, plaque to be placed in capitol complex, HB 855. 
Legislative space within capitol complex, HB 856. 
Montana organ donors memorial, HB 585. 
Thomas Carter, bust in capitol building commemorating, HB 920. 


CARTER, THOMAS. 
Bust in capitol building commemorating, HB 920. 


CASH PAYMENT. 
Acceptance of US currency to purchase goods or services, required, SB 558. 


CATALYTIC CONVERTERS. 
Restrictions regarding, HB 255. 


CELL PHONES. 
Banning of TikTok application being offered to Montana users, SB 419. 


CEMETERIES. 
State veterans cemeteries. 
Flathead county, HB 81. 


CHARITABLE TRUSTS. 
Administrative requirements imposed by state agencies or officials, limitations, SB 307. 


CHARTER SCHOOLS. 
Public charter schools act, HB 549. 


CHILD ABUSE AND NEGLECT. 
Attorneys at law. 
Right to counsel, SB 148. 
Standards for counsel for children in abuse and neglect cases, HB 555. 
Child protection specialists, training, HB 513. 
Child support obligations, referral and assignment, SB 151. 
Continuances of hearings, limitations, SB 184. 
County attorney reports to attorney general, HB 399. 
Dependency and neglect court system, task force to study, SB 182. 
Disclosure of records. 
Ombudsman records, disclosure to member of legislature, SB 116. 
Discovery procedures, HB 385. 
Duties on receipt of report, HB 461. 
Emergency protective services. 
Consideration of harm of removal, HB 513. 
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CHILD ABUSE AND NEGLECT (Continued) 
Emergency protective services (Continued) 
Indian Child Welfare Act, effect on notice requirements, HB 16. 
Notifications to office of state public defender, HB 16. 
Notifications to parent or guardian, SB 113. 
Prehearing conferences, HB 16. 
False or malicious reports, right of aggrieved party, HB 461, SB 149. 
Information provided to parent or person having custody of child who is subject of an 
investigation, SB 181. 
Legislature. 
Children, families, health, and human services interim committee. 
Review of child protective services, SB 352. 
Montana Indian child welfare act, HB 317. 
Physical neglect defined, SB 115. 
Placement of child. 
Custody of department. 
Contributions by parent or guardian for youth’s care, HB 227. 
Preferences, SB 328. 
Right of foster parent, preadoptive parent, or relative to notice, appearance and 
intervention, SB 162. 
Psychological abuse or neglect defined, SB 115. 
Public health and human services department. 
Volunteer program to support child protective services activities, SB 163. 
Reasonable childhood independence, SB 339. 
Reasonable efforts requirements, SB 328. 
Reinstatement of parental rights following termination, HB 603. 
Relinquishment of parental rights. 
Agreement for open adoption, HB 560. 
Transfer of venue, limitations, SB 184. 
Treatment plans, drug testing component, SB 150. 


CHILD DAY CARE. 
Best beginnings child care scholarship program, HB 648. 
Child to staff ratios and maximum group sizes. 
Direction to department of public health and human services to revise, HB 422. 
Home-based child care. 
Residential use and purpose of property, HB 187. 
Licenses. 
Exceptions, HB 556. 
Recognition of provider licensed by branch of military, HB 336. 
Zoning, consideration as residential use for purposes of, HB 918. 


CHILDREN’S SERVICES. 
Medicaid. 
Pediatric complex case assistant services, HB 449. 
Multiagency services. 
Provider pool, development and use, HB 116. 
Placement of children in youth care facilities. 
Payments for support, HB 39. 


CHILD SUPPORT. 
Contribution orders, HB 500. 


CHURCHES AND OTHER PLACES OF WORSHIP. 
Building codes and permits. 
Use of building space to accommodate temporary overnight visitors, SB 195. 


CIVIL AIR PATROL. 
Grants, HB 274. 


CIVIL PROCEDURE. 
Compromise or settlement of civil claims. 
Classification of damages, SB 218. 
Offer of settlement. 
Applicability of provisions, SB 279. 
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CIVIL PROCEDURE (Continued) 
Personal injury actions. 
Harm while engaging in felony offense, prohibited action, SB 491. 
Punitive damages awards, SB 169. 
Strict liability cases. 
Defenses of seller of product, SB 216. 
Time limits on service of process, HB 410. 


COAL BOARD. 
Environmental review, exemption, HB 795. 


COLSTRIP. 
Recognition of 100th anniversary of Colstrip and Rosebud Mine, HR 7. 


COLUMBIA RIVER. 
Diversion of water from Kootenai River to Columbia River. 
Opposition to article 13 of Columbia River treaty, SJR 16. 
Support of hydropower and Columbia River power system, and opposition to breach of lower 
Snake River dams, SJR 10. 


COMMERCE DEPARTMENT. 
Community reinvestment plan act. 
Workforce housing solutions, HB 819. 
Emergency rental assistance program. 
Reporting and transparency requirements, HB 523. 
Environmental review, exemption, HB 795. 
Gap financing program account, SB 80. 
Historic preservation grant program. 
Appropriations, HB 12. 
Native Americans. 
Quantifying economic contributions of tribes, HB 19. 
State-local infrastructure partnership act of 2023, HB 355. 


COMMON CARRIERS. 
Classification of motor carriers. 
Elimination of class C, SB 33. 
Repeal of provisions, HB 52. 
COMMUNITY HEALTH AIDES. 
Extension of program termination date, HB 582. 
Urging Congress to fully fund expansion of program, HR 9. 
COMMUNITY REINVESTMENT PLAN ACT. 
Workforce housing solutions, HB 819. 
COMMUNITY SERVICE. 
Contracts under community service act, procurement act exemptions, HB 573. 
COMPUTER CRIMES. 
State departments and agencies. 
Security incidents, notice to chief information security officer, SB 50. 
Unlawful use of computer, HB 161. 
CONDOMINIUMS. 
Declaration, approval by county prior to recordation, SB 23. 
Property taxes. 
Appraisal of condominiums, method, HB 685. 
Subdivisions. 
Exemption of condominiums and townhouses, SB 331. 
CONSTITUTION OF THE UNITED STATES. 
Preservation of records and documents relating to original 13th Amendment, HJR 9. 
CONSTRUCTION CONTRACTORS. 
Independent contractors, use of, HB 490. 
CONSTRUCTION LIENS. 
Filing of bond, who may file, SB 314. 


CONSUMER DATA PRIVACY ACT, SB 384. 
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CONSUMER GENETIC INFORMATION. 
Genetic information privacy act, SB 351. 


COOPERATIVE ASSOCIATIONS. 
Use of term cooperative, HB 805. 


COORDINATE SYSTEM FOR REAL PROPERTY. 
Plane coordinate system, SB 398. 


CORPORATIONS. 
Workers’ compensation. 
Exemptions from coverage. 
Ownership interest in corporation or limited liability company, effect, HB 636. 


CORRECTIONS AND CORRECTIONAL FACILITIES. 
Appropriations for prison beds, HB 817. 
Barbering services performed at facilities. 
Licensing exemption, SB 166. 
Costs paid to detention center for holding or detaining person, HB 174. 
Death of incarcerated inmate. 
Disposition of trust account funds and personal property, SB 171. 
Department of corrections. 
Demographic and redistricting data for incarcerated individuals. 
Collection and reporting for census purposes, SB 77. 
Minimizing recidivism as purpose of department, HB 639. 
Detention of persons on property of correctional facility. 
Authority of corrections officers, SB 363. 
Dog obedience training and socialization programs, HB 941. 
Emergency declaration related to inmate housing, HB 864. 
Inquest regarding death in correctional facility. 
Who may conduct, SB 68. 
Telecommunications contracts, SB 7. 


COUNSELORS. 
Addiction counselors. 
Qualifications for license, SB 425. 
Behavioral health practitioners, licensing and regulation, HB 137. 
Interstate counseling compact, HB 777. 
Licensure reciprocity for out-of-state applicants, HB 101. 
Social workers, work experience requirements, HB 499. 


COUNTIES. 
Budgets. 
Property tax increases to be included, SB 332. 
Clerk of county. 
Acceptance of electronic notarizations, SB 330. 
Commission form of government. 
Selection of commission members, HB 360. 
Consolidation of land use boards, SB 130. 
Coroners. 
Inquest, jury findings. 
Suicide through law enforcement intervention, HB 705. 
Encroachment permits for highways, HB 938. 
Energy sources used by consumer. 
Prohibitions on local government restrictions, SB 208. 
Financial reports and audits of local government entities, HB 262. 
Health, local boards, HB 215. 
Impact fees on new development, SB 142. 
Licensing by local governments. 
Preemption of additional licensing requirements, SB 262. 
Lobbying and lobbyists. 
Local government contracts for lobbying services, disclosure, SB 358. 
Local district boards, oversight of, HB 32. 
Nepotism in board, bureau or commission appointments. 
Exception in certain counties with population of less than 10,000 people, HB 295. 
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COUNTIES (Continued) 
Notice, publication requirements, SB 5. 
Open meetings. 
Recordation of public meetings in audio and video format, HB 890. 
Petroleum fuel-powered equipment, appliances, vehicles, etc. 
Local laws not to prohibit, SB 228. 
Precinct boundaries, change after adoption of plan, SB 416. 
Public records. 
Local government records retention, SB 374. 
Public utilities. 
Permitting for utility mains on county property or rights of way, HB 176. 
Rent control regulation on private property, prohibition, SB 105. 
Roads and bridges. 
Abandonment of county road, SB 173. 
Deposit of funds for county road maintenance, HB 868. 
Road construction and safety accounts, revisions, HB 76. 
Sewage disposal and sewer systems. 
County water and/or sewer districts. 
Board of directors, HB 35. 
Connections from proposed subdivisions, SB 215. 
Consolidation with municipality, HB 675. 
State-local infrastructure partnership act of 2023, HB 355. 
Tax appeal board, SB 507. 
Weapons and firearms. 
Governmental lawsuits related to firearms or manufacturers, prohibition, HB 584. 
Witnesses. 
Attorney general reimbursement of county for expert witness fees, SB 229. 
Zoning. 
Child day care homes, HB 918. 
Montana land use planning act, SB 382. 
Ordinances and resolutions for enforcement of zoning requirements, HB 299. 
Referendum to terminate zoning district, SB 143. 
Tiny dwelling units, HB 246. 


COUNTY ATTORNEYS. 
Child abuse and neglect. 
Reports to attorney general, HB 399. 


COURT ADMINISTRATOR. 
District court judge substitutions, reports, SB 224. 
Duties, SB 410. 


COVENANTS. 
Enforcement and abandonment. 
Time limits, SB 247. 


CREMATION. 
Air contaminants, registration of animal or human crematoriums, SB 39. 


CRIME CONTROL BOARD. 

Criminal justice data warehouse, SB 11. 

Family violence prevention and services act grant program, HB 83. 

Partner and family member assault intervention and treatment fund account, HB 83. 
CRIME VICTIMS COMPENSATION. 

Funeral expenses, increase of compensation, HB 183. 


CRIMINAL HISTORY RECORDS. 
Dissemination of information that is not public criminal justice information, HB 800. 


CRIMINAL JUSTICE OVERSIGHT COUNCIL, SB 11. 


CRIMINAL PROCEDURE. 
Disorderly conduct, sentencing for, SB 19. 
Electronic monitoring of defendants. 
Notice of violation of geographic restrictions, HB 790. 
Interest on monetary penalties, HB 541. 
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CRIMINAL PROCEDURE (Continued) 
Mental disease or disorder or developmental disability of defendant. 
Conditional release of defendant, SB 6. 
Persistent felony offenders, SB 96. 
Witnesses. 
Attorney general reimbursement of county for expert witness fees, SB 229. 


CRYPTOCURRENCY. 
Digital assets, rights as to, SB 178. 


DATA BREACHES. 
State departments and agencies. 
Security incidents, notice to chief information security officer, SB 50. 


DEAD BODIES. 
Deviate sexual conduct with dead bodies, SB 345. 


DEAF AND HARD OF HEARING. 
Language development in deaf and hard of hearing children, HB 619. 


DECEDENT®Y’ ESTATES. 
Collection of personal property by affidavit, SB 286. 
Inventory of probate property, HB 452. 
DETENTION CENTERS. 
Injury to officer in performance of duty. 
Payment of partial salary, SB 391. 
Telecommunications contracts, SB 7. 
DEVELOPMENTAL DISABILITIES. 
Protective services for vulnerable adults, SB 34. 
DIABETES. 
Health insurance. 
Coverage for self-management training and education, HB 612. 
DISABILITIES, PERSONS WITH. 
Community-based services and supports. 
Requirements pursuant to Olmstead decision, HB 922. 
Students with special needs equal opportunity act, HB 393. 


DISEASES. 
Genetic samples, collection for newborn screenings. 
Disposition and use, HB 682. 
Recognition of center for asbestos related disease (CARD clinic), HR 2. 


DISORDERLY CONDUCT. 
Sentencing, SB 19. 


DISTRICT COURTS. 
Key performance indicator display for court and judge performance, HB 709. 
Removal of cases from courts of limited jurisdiction to district court, SB 377. 
Standing masters, HB 322. 


DNA. 
Genetic information privacy act, SB 351. 


DOMESTIC VIOLENCE. 
Emergency lodging program for victims, SB 522. 


DRAG SHOWS. 
Sexually oriented business, restrictions regarding access by minors, HB 359. 


DRAM SHOP LAW. 
Provision of alcoholic beverage to intoxicated person, SB 63. 
Civil liability for injury or damages involving alcohol overconsumption, SB 107. 
DRIVERS’ LICENSES. 
Applications, SB 487. 
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DRIVERS’ LICENSES (Continued) 
Commercial driver licenses. 
Check of eligibility through commercial drug and alcohol clearinghouse, SB 47. 
Entry-level driver training, HB 904, SB 47. 
School bus driver endorsement, SB 47. 
Skills test for applicant, HB 904. 
Court suspension or revocation, HB 902. 
Digital driver’s licenses, HB 519. 
Display of electronic license not deemed consent to search or seizure of electronic device, 
SB 396. 
Kiosks, renewal of licenses at. 
Feasibility study, HB 664. 
Number person may possess, SB 487. 
Revocation or suspension. 
Driving under the influence. 
Waiver of chemical dependency treatment on determination of licensed addition 
counselor, HB 92. 
Provisional license following, HB 365. 


DRIVING UNDER THE INFLUENCE. 
Drugs, testing for presence of, SB 13. 
License revocation or suspension, restoration following. 
Waiver of chemical dependency treatment on determination of licensed addition counselor, 
HB 92. 
Tetrahydrocannabinols, presence of, HB 437. 


DRONES. 
Unlawful harassment of animals from aircraft, SB 84. 
Wildfire suppression. 
Obstruction of aerial suppression activities, SB 219. 


DRUGS AND CONTROLLED SUBSTANCES. 
Child abuse and neglect. 
Treatment plans, drug testing component, SB 150. 
Criminal possession of drug paraphernalia. 
Items used to test, exception, HB 437. 
Fentanyl, criminal distribution or possession with intent to distribute, HB 791. 
Marijuana regulation and taxation act. 
General amendments, HB 128, 903. 
Probationary license for testing laboratories, HB 229. 
Synthetic marijuana products, HB 948. 
Pain treatment. 
Nonopioid alternatives to opioid prescriptions, HB 751. 
Prescribing authority of pharmacist, SB 112. 
Right to try act. 
Eligibility to receive experimental medications, SB 422. 
Schedules of controlled substances, revisions, SB 67. 
Suicide. 
Reporting regarding deaths ruled suicide involving dispensed drugs, SB 284. 
Veterinary retail facilities, SB 561. 


-E.- 


EASEMENTS. 
State acquisition of land subject to prescriptive easement, SB 138. 
State lands, easements for specific uses. 
Rights-of-way, exemption or waiver of certain requirements, SB 42. 


ECONOMIC DEVELOPMENT. 
Big sky economic development program, HB 881. 
Chief economic development officers, HB 199. 
Film and media production tax incentives, SB 27. 
Microbusiness development loan account, HB 881. 
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ECONOMIC DEVELOPMENT (Continued) 
Primary sector business training account, HB 881. 
Tax increment financing. 
Calculation of tax increments, SB 505. 
Transfers to state special revenue accounts, HB 881. 


ELECTIONS. 
Absentee voting. 

Absentee ballot list for subsequent elections, HB 335. 

Voter registration lists, SB 498. 

Auditing of vote-counting machines after elections, HB 172. 
Audit of results. 

Random sample audit prior to official canvass, SB 254. 
Ballot initiatives. 

Bond or mill levy elections, HB 543. 

Constitutional and statutory procedures, SB 93. 

Exempt staff of legislative leadership, assisting legislators in expressing opinions, SB 128. 

Petition form, SB 56. 

Revision of statewide ballot laws, generally, SB 93. 
Campaign finance. 

Constituent accounts. 

Change of name to continuing service accounts, HB 493. 
Use for campaign expenditures, HB 387. 

Incidental committee reports, SB 393. 

Judges, conflict of interest. 

Campaign contributions by lawyer or party to proceeding. 
Recusal based on, SB 201. 

Limitation of actions, HB 947. 

Recordkeeping by treasurer, retention periods, HB 947. 

Reports, filing hard copy, HB 384. 

Treasurers, requirements, SB 393. 

Unopposed candidates, report exemption, SB 393. 
Candidates. 

Filing fees for candidates, SB 338. 

Registration to vote as qualification, HB 306. 

Counting of votes, HB 196. 

Random sample audit prior to official canvass, SB 254. 
Donations, use for conducting election prohibited, SB 117. 
Election officials and election workers. 

Interference with, SB 61. 

Prohibited conduct, SB 61. 

Help America Vote Act. 

Special revenue account, reporting on use of funds, SB 432. 

Illegal aliens, voting prohibition, HB 712. 
Motor vehicle records, disclosure. 

Voter registration verification, HB 754. 
Municipal elections. 

Notice of names not to appear on ballot, HB 510. 
Political parties. 

County central committees, SB 322. 
Post-election audits, scope of, SB 197. 

Precincts. 

Number of voters within precinct, limitation, SB 86. 
Ranked-choice voting, prohibition, HB 598. 

School districts. 

Bond elections, ballot to include property taxes, SB 123. 
Special purpose district elections, HB 186. 

State offices open on election day. 

Elimination of general election day as state employee holiday, HB 13. 
Voting restrictions generally, HB 892. 

Voting systems. 
Auditing of vote-counting machines after elections, HB 172. 
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ELECTIONS (Continued) 
Voting systems (Continued) 
Manufacturer certifications, HB 173. 
Tampering, installation of external communication device, HB 173. 
Write-in candidates, HB 536. 


ELECTRICITY. 
Advanced conductor projects, cost-effectiveness criteria, HB 729. 
Legislative studies. 
Electric power reserves, HJR 6. 
Support of hydropower and Columbia River power system, and opposition to breach of lower 
Snake River dams, SJR 10. 


ELECTRIC VEHICLES. 
Building codes and permits. 
Solar panels, batteries, or electric vehicle chargers. 
State and local codes not to require, HB 241. 
Charging stations, taxation, HB 55. 
Registration fees, HB 60, 439. 


EMERGENCY MANAGEMENT. 
Division of disaster and emergency services. 
Responsibilities as to state emergency response, HB 107. 
Hazardous material incidents. 
State and local emergency response, HB 107. 
Mutual aid agreements. 
Incident commander reports, copies to certain responder agencies, HB 342. 


EMERGENCY MEDICAL SERVICES. 
Provision of patient care in health care facility. 
Medical care standards, HB 610. 


EMINENT DOMAIN. 
Recreational or cultural purposes, prohibited uses, SB 159. 


EMOTIONAL SUPPORT ANIMALS, HB 703. 


EMPLOYMENT RELATIONS. 
Benefits having value or considered as compensation, SB 177. 
Casual employment, exclusion from definition of employment, HB 691. 
Duties of department in enforcing labor laws, HB 691. 
Health care provider contracts, SB 451. 
Social media postings of employee or job applicant. 
Free speech protections, SB 270. 
Tribal computer programming boost scholarship program. 
Department of labor and industry administration, HB 346. 


ENERGY. 
Legislature. 
Select committee on energy resource planning and acquisition, HB 220. 
State energy policy. 
Repeal of provisions, HB 170. 


ENVIRONMENTAL PROTECTION. 

Environmental impact statements. 
Challenge to agency environmental review, SB 557. 
Greenhouse gas evaluations, use of, HB 971, SB 557. 
Review of impacts beyond state borders, conditions, HB 641. 
Update of guidance documents, HB 971. 

Sewage disposal and sewer systems. 
Drain systems in cut or filled areas, use for new subsurface wastewater treatment 

systems, HB 592. 


ENVIRONMENTAL QUALITY COUNCIL. 
Smurfit-Stone mill site contamination, study and recommendations regarding remediation 
work, HJR 18. 
Vacancies, posting of notice by electronic means, HB 660. 
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ESG. 
Investments, board of. 
Evaluation of investments. 
Consideration of nonpecuniary factors, HB 228. 
Urging Congress to push back against environmental, social, and governmental policies, 
HJR 11. 


EVIDENCE. 
Business records, admissibility, SB 378. 
Child abuse and neglect proceedings. 
Discovery procedures, HB 385. 
Eyewitness lineups, SB 464. 
Spousal privilege. 
Electronic communications between spouses, SB 325. 
EYE DROPS. 
Health insurance coverage for prescriptions, HB 263. 


-F. 


FACIAL RECOGNITION FOR GOVERNMENT USE ACT, SB 397. 


FACILITY FINANCE AUTHORITY. 
Procedure prior to financing certain projects. 
Revision to public notice requirements, HB 125. 


FACILITY SITING. 
Findings necessary for certification, SB 274. 


FAMILY EDUCATION SAVINGS PROGRAM. 
Withdrawals of deductible contributions, technical correction, HB 240. 


FENTANYL. 
Criminal distribution or possession with intent to distribute, HB 791. 


FERTILITY PRESERVATION SERVICES. 
Coverage for people diagnosed with cancer, SB 516. 


FIREFIGHTERS AND FIRE DEPARTMENTS. 
University system. 
Fire services training school, appropriations, HB 185. 
Waiver for survivors of first responders who died in line of duty, SB 289. 
Workers’ compensation. 
Presumptive occupational diseases, SB 310. 


FISH AND WILDLIFE. 
Aerial hunting of predatory animals, repeal of residency requirement, HB 104. 
Aquatic invasive species prevention pass. 
Lifetime fishing license for the blind, exception to requirement, SB 88. 
Bird dogs. 
License for training bird dogs using game birds, SB 280. 
Charles M. Russell national wildlife refuge, opposing introduction of bison, SJR 14. 
Checking stations, notice to county sheriff of establishment, SB 356. 
Conservation licenses, HB 521. 
Deer or elk hunting licenses. 
Class B-8 nonresident deer B tags, purchase of, SB 281. 
Elk hunting access on private property leased for agricultural purposes, HB 596. 
Free lottery chance for each license purchased, HB 456. 
Department project reporting, HB 868. 
Department report of nonresident license sales, HB 593. 
Drones, unlawful harassment of animals, SB 84. 
Electronic validation of license or tag. 
Species for which carcass tag issued, HB 162. 
Firearms, carrying by department employees, HB 42. 
Grizzly bears, delisting as endangered species, SB 295. 
Hunting access programs. 
Elk hunting access on private property leased for agricultural purposes, HB 596. 
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FISH AND WILDLIFE (Continued) 
Hunting access programs (Continued) 

Maximum allowable payment to owners under block management program, SB 58. 
Kelly Flynn Montana wildlife habitat improvement act. 

Name of act, HB 86. 

Wildlife habitat improvement advisory council, HB 86. 
Landowner preference for Class B-10 nonresident big game combination licenses, HB 635. 
Landowner preference licenses for deer and antelope, HB 146. 
Large predators, harvesting of. 

Disclosure of information, SB 324. 

License agents. 

Repeal of surety bond requirement, HB 73. 
Migratory game bird licenses. 

Fees, HB 217. 

Nonresident college student licenses. 

Application, HB 133. 

Private ponds, study of effects on state resources, HB 520. 
Public access land agreements. 
Repeal of application fee, HB 438. 
Recreational use of state lands, HB 521. 
Smith River management. 
Permits for recreational use, HB 846. 
Tags or licenses for game animals or turkey, SB 76. 
Trapper’s licenses. 
Nonresidents, reciprocity, SB 354. 
Upland game bird enhancement program. 
Use of funds, HB 74. 
Wetlands protection advisory council, HB 290. 
Wolf license. 
Elimination of waiting period prior to use, HB 131. 


FOOD AND FOOD PRODUCTS. 
Homemade food. 
Exemptions from certain provisions, SB 202. 


FOREIGN COUNTRIES. 
Critical infrastructure or agricultural land. 
Ownership by foreign adversaries or corporations domiciled in foreign adversary nations, 
SB 203. 


FORESTS, FORESTRY, AND WILDLANDS. 
Fire hazard reduction agreements. 
Slash burning, SB 448. 
Fire suppression account. 
Fund transfers, HB 883. 
Taxation of forest lands, SB 3. 
Wildfire suppression. 
Obstruction of aerial suppression activities, SB 219. 


FOSTER CARE. 
Child abuse and neglect cases. 
Child support obligations, referral and assignment, SB 151. 
Higher education assistance program for foster youth, HB 482. 


FUNERAL INSURANCE. 
Limits, HB 505. 


GAMBLING. 
Video gambling machines. 
Gross income tax, HB 297. 
Sale by licensed operator, HB 550. 


Index-18 MONTANA HISTORY AND FINAL STATUS 2023 


GAME WARDENS AND PEACE OFFICERS RETIREMENT SYSTEM. 
Appropriations for funding of retirement systems, HB 569. 
Contributions, HB 569. 


GARBAGE AND TRASH. 
Dumping penalty, SB 91. 
Loads, securing on motor vehicles. 
Trash haulers, HB 401. 


GENDER DYSPHORIA. 
Parental rights protection. 
Medical care for minors, HB 676. 
Youth health protection act. 
Prohibition of access to gender-affirming care, SB 99. 


GENETIC INFORMATION PRIVACY ACT, SB 351. 


GEOSPATIAL INFORMATION ACT. 
Change of terminology from land information act and related changes, HB 343. 


GHOST IN THE ATTIC STATUTE. 
Seller’s disclosures regarding residential real property, HB 296. 


GOVERNOR. 
Advisory councils. 
Remote meetings, HB 316. 
Appointments to governmental entities. 

Aeronautics board, SR 74. 
Agriculture department director, SR 28. 
Alternative health care board, SR 15. 
Architects and landscape architects board, SR 41. 
Arts council, SR 47. 
Barbers and cosmetologists board, SR 38. 
Behavioral health board, SR 16. 
Board of investments, SR 5. 
Chiropractors board, SR 17. 
Coal board, SR 72. 
Commissioner of political practices, SR 49. 
Commissions for agency heads, HB 529. 
Crime control board, SR 9, 78. 
Dentistry board, SR 24. 
District court judges. 

Ninth judicial district, SR 71. 

Tenth judicial district, SR 8. 

Twentieth judicial district, SR 7. 
Electrical board, SR 37. 
Environmental review board, SR 62, 63. 
Fish and wildlife commission, SR 3. 
Funeral service board, SR 36. 
Hail insurance board, SR 27. 
Higher education board of regents, SR 32, 51. 
Historical society board of trustees, SR 31. 
Horseracing board, SR 35, 56. 
Housing board, SR 48, 57. 
Human rights commission, SR 61. 
Judicial standards commission, SR 6. 
Livestock board, SR 64. 
Livestock loss board, SR 52. 
Massage therapy board, SR 23. 
Medical examiners board, SR 13. 
Nursing board, SR 48. 
Nursing home administrators board, SR 14. 
Oil and gas conservation board, SR 59. 
Optometry board, SR 22. 
Pardons and parole, board of, SR 10. 
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GOVERNOR (Continued) 
Appointments to governmental entities (Continued) 
Parks and recreation board, SR 2, 68. 
Pharmacy board, SR 21. 
Physical therapy examiners board, SR 20. 
Plumbers board, SR 40. 
Private security, board of, SR 34. 
Professional engineers and professional land surveyors board, SR 42. 
Psychologists board, SR 19. 
Public accountants board, SR 39. 
Public education, board of, SR 33. 
Public employees retirement board, SR 4. 
Public health and human services department, director, SR 50. 
Radiologic technologists board, SR 18. 
Real estate appraisers board, SR 30, 66. 
Realty regulation board, SR 29. 
Respiratory care practitioners board, SR 12. 
Sanitarians board, SR 46. 
Speech-language pathologists and audiologists board, SR 25. 
State compensation insurance fund board of directors, SR 67. 
Tax appeals board, SR 11. 
Unemployment insurance appeals board, SR 60. 
Vacancies, posting of notice by electronic means, HB 660. 
Veterinary medicine, board of, SR 26. 
Water well contractors board, SR 44. 


GPS. 
Stalking. 
Monitoring another by use of electronic, digital or GPS device, SB 321. 


GUN OWNERS ACCESS TO JUSTICE ACT. 
Restriction of right to bear arms, requirements, HB 631. 
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HANSEN, KRIS. 
Headquarters of highway patrol named after Kris Hansen, SB 164. 


HAZARDOUS MATERIAL INCIDENTS. 
State and local emergency response, HB 107. 


HAZARDOUS WASTE MANAGEMENT. 
Remedial action upon release of hazardous substance. 
Elimination of third-party work plan requirement, HB 88. 


HEALTH INSURANCE. 
Conscientious objections to health care services, HB 303. 
Contraceptives, coverage, HB 302. 
Diabetes. 
Coverage for self-management training and education, HB 612. 
Eye drops, coverage for prescriptions, HB 263. 
Fertility preservation services for people diagnosed with cancer, SB 516. 
Health carrier quality improvement programs, HB 156. 
Insulin prescriptions. 
Limitations on cost-sharing, SB 340. 
Mammography and breast examinations, coverage, HB 665. 
Navigators, certification, HB 567. 
Network adequacy standards, HB 156. 
Oral therapy for opioid use disorder, HB 156. 
Pharmacy benefit managers. 
Requirement for identification of 340B drugs, extension of prohibition, HB 379. 
Pharmacy services administrative organizations, HB 156. 
Prior authorization requirements, SB 380. 
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HEALTH INSURANCE (Continued) 
Right to try act. 
Eligibility to receive experimental medications, SB 422. 
School district health insurance trusts, HB 332. 


HEARING AID DISPENSERS. 
Licensing and regulation, SB 456. 


HIGHWAY PATROL. 
Headquarters of highway patrol named after Kris Hansen, SB 164. 
Retirement. 
Appropriations for funding of retirement systems, HB 569. 
Contributions, HB 569. 
Recognition of meritorious service, HB 491. 


HIGHWAYS. 
Accounts for road construction and safety, revisions, HB 76. 
Broadband deployment on rights of way, SB 521. 
Chief Earl Old Person memorial highway, SB 120. 
Controlled-access highways and facilities. 
Contracts with blind vendors for installation of vending machines, SB 234. 
Counties. 
Abandonment of county road, SB 173. 
Encroachments. 
Municipal authority to enact ordinances regarding, HB 198. 
Permits, HB 938. 
Removal, HB 486. 
Ensign James A. Shelton memorial highway, SB 309. 
Highway restricted account allocation of funds. 
Railroad grade crossing protection, HB 105. 
Invasive species prevention. 
Posters to be displayed at rest areas, SB 293. 
Jacob Allmendinger memorial highway, SB 111. 
Local road and bridge account. 
Funding for maintenance of roads, SB 536. 
Securing access to federal expenditures to repair (SAFER) Montana roads and bridges 
account, HB 267. 


HISTORICAL SOCIETY OF MONTANA. 
Bust in capitol building commemorating Thomas Carter, HB 920. 
Charles S. Johnson, plaque to be placed in capitol complex, HB 855. 
Preservation of records and documents relating to original 13th Amendment, HJR 9. 


HORSERACING. 
Montana millions raffle or lottery game for benefit of horseracing. 
Termination, SB 535. 


HOSPITALS AND OTHER HEALTH FACILITIES. 
Abortion clinics, licensing and regulation, HB 937. 
Accreditation of health care facilities. 
Accrediting entities, HB 102. 
Conscientious objections to health care services, HB 303. 
Emergency care providers. 
Provision of patient care in health care facility, HB 610. 
Montana state hospital. 
Abuse and neglect of persons at mental health facilities. 
Reports to state protection and advocacy program for individuals with mental illness, 
SB 4. 
Nonprofit hospitals. 
Financial assistance and community benefit standards and reports, HB 45. 
Patient bill of rights, HB 376. 
Patient visitation rights act, SB 308. 
Rural emergency hospitals, designation, HB 312. 
Violence against health care workers, HB 590. 
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HOTELS AND LODGING FACILITIES. 
Emergency lodging program for victims of domestic violence or human trafficking, SB 522. 
Lodging facility use tax. 
Commerce department allocation of funds, SB 540. 
Distribution of revenue, SB 522. 
Return of revenue paid with federal funds, HB 121. 


HOUSING MONTANA FUND. 
Administration, HB 244. 


HUCKLEBERRIES. 
Labeling criteria, repeal of provisions, HB 94. 
State fruit, HB 880. 


HUCKSTER LICENSING. 
Repeal of provisions, HB 113. 


HUMAN TRAFFICKING. 
Emergency lodging program for victims, SB 522. 
General revisions, HB 112, SB 265. 


HYDROPOWER. 
Support of hydropower and Columbia River power system, and opposition to breach of lower 
Snake River dams, SJR 10. 
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IMMUNIZATIONS. 
Pharmacists and pharmacies. 
Delegation of administration to pharmacy interns and technicians, HB 710. 
Schools and education. 
Notice of exemptions to immunization requirements, HB 715. 
Vaccination status. 
Prohibited use in administrative and legal proceedings involving children and 
incapacitated adults, HB 684. 


INCEST. 
Nephews and nieces, applicability, HB 743. 


INCOME TAXES. 
Corporate income tax. 
Composite returns and tax, SB 550. 
Electronic filing requirements, SB 24. 
Employer job growth incentive tax credit, HB 601. 
Grow Montana jobs, annual job growth incentive tax credit, HB 601. 
Pass-through entity taxation, SB 554. 
Qualified endowment contributions, credit, SB 506. 
Technical corrections related to definitions, SB 124. 
Waters-edge election for tax purposes. 
Exclusion of tax havens, SB 246. 
Credits subject to review by interim committee, HB 24. 
Determination of taxable income, SB 550. 
Driver information. 
Disclosure for income tax compliance purposes, HB 397. 
Earned income credit, SB 550. 
Earned income tax credit, SB 121. 
Exemptions, SB 550. 
Farm and ranch risk management accounts, SB 16. 
Military personnel. 
Exemptions for group life insurance premium reimbursements, HB 89. 
Pensions or retirement income, deductions, SB 104. 
Multistate tax compact. 
Definitions, SB 124. 
Net long-term capital gains, HB 221. 
Nonresidents, tax on, HB 447, SB 124. 
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INCOME TAXES (Continued) 
Pass-through entity taxation, SB 554. 
Qualified endowment contributions, credit, SB 506. 
Rate of tax, SB 121. 
Rebate for taxes paid, HB 816. 
Statute of limitations. 
Assessment of tax, extension of time, SB 64. 
Credits and refunds, SB 65. 
Student scholarship organizations. 
Tax credit for donations to, HB 408. 
Surplus rebate for taxes paid, HB 192. 
Trades education and training tax credit, HB 245. 
Video gambling machines. 
Gross income tax, HB 297. 
Withholding by employer. 
Penalties for noncompliance, SB 303. 


INDEPENDENT CONTRACTORS. 
Penalties for violations, HB 490. 
Teachers retirement system. 
Presumption of employment status, HB 135. 
Workers’ compensation. 
Presumption of independent contractor status absent certificate, SB 22. 


INFANT SAFETY AND CARE ACT. 
Infant born alive after attempted abortion, HB 625. 


INFORMATION TECHNOLOGY. 
Broadband. 
Funding for private broadband infrastructure projects, SB 174. 
Computer crimes. 
Unlawful use of computer, HB 161. 
Digital assets, rights as to, SB 178. 
Digital government services act, HB 47. 
Employment relations. 
Social media postings of employee or job applicant. 
Free speech protections, SB 270. 
Facial recognition for government use act, SB 397. 
Financing of information technology capital projects, HB 10. 
General revisions to act, HB 47. 
Information technology board, HB 148. 
Office of public instruction database modernization. 
Use of appropriated funds, HB 367. 
Real estate brokers and salespersons. 
Digital media platforms hosting advertisements for sale of real estate. 
Exemption from licensing provisions, HB 247. 
State departments and agencies. 
Security incidents, notice to chief information security officer, SB 50. 


INJUNCTIONS. 
Administrative rulemaking. 
Restrictions on grating of injunctions, SB 135. 
Construction site protection, SB 136. 
Duration of temporary restraining order, SB 134. 
Preliminary injunctions and temporary restraining orders. 
When granted, SB 191. 
Temporary restraining orders against state or political subdivision, HB 695. 


INSULIN. 
Health insurance. 
Limitations on cost-sharing for insulin prescriptions, SB 340. 


INSURANCE. 
Costs of actions, right of insurer to recover for defense of insured, SB 492. 
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INSURANCE (Continued) 
Duty to cooperate with respect to claims or actions against insured or insurer. 
Breach of duties as affirmative defense, SB 165. 
Funeral insurance, limits, HB 505. 
General revision of laws under supervision of state auditor, HB 156. 
Producers, adjusters, consultants, and administrators. 
Continuing education. 
Elimination of advisory council, HB 61. 
Real estate brokers and salespersons. 
Liability insurance coverage requirements, HB 615. 
Regulatory sandbox. 
Waiver, HB 836. 
Surety bail bond insurance license, HB 62. 
Time-limited demands from claimant. 
Requirements to allow insurer opportunity to investigate and evaluate claims, SB 236. 
Travel insurance. 
Administrators, HB 591. 
Limited lines producer license, HB 591. 
Travel protection plans, HB 591. 
Unfair claims settlement practices. 
Applicability as to captive insurance entities, SB 260. 
Duty to cooperate with respect to claims or actions against insured or insurer. 
Breach of duties as affirmative defense, SB 165. 


INTERNET. 
Broadband deployment. 
Rights of way, SB 521. 
Consumer data privacy act, SB 384. 
Obscenity and pornography. 
Publishing and distribution of material harmful to minors, SB 544. 


INTERSTATE MINING COMPACT, SB 55. 


INVASIVE SPECIES PREVENTION. 
Posters to be displayed at rest areas, SB 293. 


INVESTMENTS, BOARD OF. 
Evaluation of investments. 
Consideration of nonpecuniary factors, HB 228. 


IRRIGATION DISTRICTS. 
Limitations on irrigable acreage, HB 418. 
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JOHNSON, CHARLES 8. 
Honoring life and work of “Chuck” Johnson, HR 5, SR 58. 
Plaque to be placed in capitol complex, HB 855. 


JUDGES. 
Campaign contributions by lawyer or party to proceeding. 
Recusal based on, SB 201. 
Chief water judge, confirmation of appointment, SR 65. 
District courts. 
Key performance indicator display for court and judge performance, HB 709. 
Ninth judicial district, SR 71. 
Tenth judicial district, SR 8. 
Twentieth judicial district, SR 7. 
Ethics code. 
Applicability to judicial officers, HB 412. 
Judicial officers, applicability, SB 252. 
Judicial standards commission, HB 326, SB 313. 
Justice counts metrics, support of, SJR 3. 
Justice courts. 
Judges pro tempore, HB 239. 
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JUDGES (Continued) 
Retirement system. 
Contributions, HB 569. 
Senate confirmation of judicial appointments, HB 169. 
Standing masters, HB 322. 


JUSTICE COURTS. 
Judges pro tempore, HB 239. 
Removal of cases from courts of limited jurisdiction to district court, SB 377. 


JUSTICE DEPARTMENT. 
End of watch trust and account. 
Law enforcement officers. 
Death or catastrophic injury in line of duty, SB 294. 
Witnesses. 
Attorney general reimbursement of county for expert witness fees, SB 229. 
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KEYSTONE XL PIPELINE. 
Resolution in support of construction of Keystone XL pipeline, HR 8. 


KOREAN WAR. 
Acknowledgment of and thanking military veterans who served, HJR 14. 
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LABELS. 
Country of origin labeling for beef and pork products, HR 6. 


LABOR TRAFFICKING. 
General revisions, HB 112, SB 265. 


LANDLORD AND TENANT. 
Emergency rental assistance program. 
Reporting and transparency requirements, HB 523. 
Local laws, restrictions, HB 283. 
Remedies of landlord, HB 282. 
Rent control regulation on private property, prohibition, SB 105. 
Security deposits. 
Deductions for damages and cleaning, HB 488. 


LAW ENFORCEMENT. 
Auxiliary officers, carrying less than lethal weapons, HB 256. 
Certification. 
Revocation due to mental illness, HB 802. 
Death or catastrophic injury in line of duty. 
End of watch trust and account, SB 294. 

Facial recognition for government use act, SB 397. 

Native Americans. 

Public safety and law enforcement agencies, programs, and services. 
Urging Congress to fully fund, SJR 5. 

Public safety officer employment standards and training. 
Extension to complete minimum training standards, HB 77. 
Interim study of staffing and duties, HB 697. 

Investigations report, HB 697. 
Members of council, SB 443. 
Stay of period to complete minimum training standards. 
Officer ordered to military duty, HB 78. 
Suicide through law enforcement intervention. 
County coroner’s inquest, jury findings, HB 705. 

University tuition. 

Waiver for survivors of first responders who died in line of duty, SB 289. 


LEGISLATIVE AUDITOR. 
Duties, audits to be performed, HB 132. 
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LEGISLATURE. 
Appropriation for 2023-2025 fiscal years, HB 1. 
Attorney regulation and role and structure of state bar, interim study, SJR 31. 
Capitol complex. 
Legislative space within capitol complex, HB 856. 
Children, families, health, and human services interim committee. 
Review of child protective services, SB 352. 
Committee assignments, SB 176. 
Compensation and expense reimbursements while in session, HB 28. 
Constituent services allowance, stipend or reimbursement, HB 150. 
Dependency and neglect court system, task force to study, SB 182. 
Education interim budget committee. 
Reports received, HB 946. 
Employees of legislative leadership. 
Support of nonelection political caucus activity, HB 167. 
Enactments of legislature. 
Standing to sue to compel enforcement, HB 518. 
House of representatives rules, HR 1. 
Joint rules with senate, SJR 1. 
Interim budget committees. 
Permanent status, HB 110. 
Intervention by member in legal challenges, SB 278. 
Investigative powers, SB 490. 
Judicial appointments. 
Senate confirmation, HB 169. 
Legislative studies. 
Electric power reserves, HJR 6. 
Missing youth in Montana, HJR 1. 
Retirement system funding, SJR 4. 
Modernization and risk analysis committee, HB 140. 
Private ponds, study of effects on state resources, HB 520. 
Redistricting plan. 
Change of precinct boundaries after adoption of plan, SB 416. 
Recommendations on plan submitted January 6, 2023, SJR 8. 
Reports to legislature, written report requirement, HB 400. 
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Secretary of senate office (room 302) named the Marilyn Miller senate suite, SB 414. 


Select committee on energy resource planning and acquisition, HB 220. 
Senate confirmation of governmental appointments. 
See GOVERNOR. 
Senate rules, SR 1. 
Joint rules with house, SJR 1. 
Wine and winemaking. 
Legislative study of viticulture and wine distribution, SJR 30. 


LIBRARIES. 
Drag story hours. 
Sexually oriented business, restrictions regarding access by minors, HB 359. 
State aid to public libraries, HB 91. 
State library. 
Report to education interim budget committee, HB 946. 
State reference network, SB 60. 


LIMITED LIABILITY COMPANIES. 
Workers’ compensation. 
Exemptions from coverage. 
Ownership interest in corporation or limited liability company, effect, HB 636. 


LINEUPS. 
Procedures for conducting, SB 464. 
LITIGATION FINANCING. 
Transparency and consumer protection act, SB 269. 


LITTER. 
Dumping penalty, SB 91. 
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LIVESTOCK. 
Animals running at large. 

Notice requirements, SB 375. 

Auctions and markets, HB 158. 
Brands. 

Board of livestock. 

Review of proposed brands, HB 767. 
Bringing livestock into state, notice to department, HB 66. 
Certificate of inspection, HB 44. 
Crimestoppers program, HB 159. 
Disease control. 

Indemnity fund for depopulation due to disease, HB 51. 
Farm and ranch risk management accounts, SB 16. 
Funding for livestock loss board and department of livestock. 

Delay of termination of appropriations, HB 59. 

Garbage feeding to swine, prohibitions, HB 84. 
Importation without health documentation, HB 388. 
Inspections. 

Containment requirement, HB 100. 

Loss mitigation program. 
Definitions, SB 78. 
Meat and poultry inspection act. 

Definition of livestock, SB 37. 
Per capita fee for enforcement of livestock laws, HB 66. 
Rangeland appreciation month, SJR 13. 
Rangeland improvement loan special revenue account, SB 217. 
Slaughterhouses. 

Custom exempt facilities, HB 158. 


LIVINGSTON ROUNDUP RODEO. 
Celebration of 100 Buckin’ Years of the Livingston Roundup Rodeo, HJR 7. 


LOBBYING AND LOBBYISTS. 
Local government contracts for lobbying services, disclosure, SB 358. 


LOTTERY. 
Director of state lottery. 
Conflicts of interest, HB 273. 
Montana millions raffle or lottery game for benefit of horseracing. 
Termination, SB 535. 
State lottery and sports wagering commission. 
Policies for sports wagering sales agents’ commissions, SB 102. 
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MARIJUANA. 
Marijuana regulation and taxation act. 
General amendments, HB 128, 903. 
Probationary license for testing laboratories, HB 229. 
Synthetic marijuana products, HB 948. 


MEAT PRODUCTS. 
Country of origin labeling for beef and pork products, HR 6. 
Livestock, defined, SB 37. 


MEDICAID. 
Abortion, coverage for physician services, HB 544. 
Children’s mental health services. 
High-risk children with multiagency service needs, reimbursement rate, HB 147. 
Home and community-based services. 
Fiscal accountability and reporting, HB 65. 
Home birth attended by midwife, coverage, HB 655. 
Insurance navigators, certification, HB 567. 
Managed care plans, HB 156. 
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MEDICAID (Continued) 
Medicaid and 24/7 facility contingency fund, HB 835. 
Pediatric complex case assistant services, HB 449. 


MEDICAL CONSENT. 
Sensitive medical examinations, informed consent requirements, HB 417. 


MEDICAL MALPRACTICE INSURANCE. 
Reports, HB 156. 


MEDICAL PRACTICE PROTECTION ACT. 
Action against provider for recommendation of lawful services prohibited, HB 706. 


MEDICARE. 
Insurance navigators, certification, HB 567. 


MENTAL HEALTH. 
Abuse and neglect of persons at mental health facilities. 
Montana state hospital, reports to state protection and advocacy program for individuals 
with mental illness, SB 4. 
Alzheimer’s disease and other dementias. 
Involuntary commitment, HB 29. 
Autism facilities grant program, HB 952. 
Behavioral health practitioners, licensing and regulation, HB 137. 
Behavioral health system for future generations, HB 872. 
Board of behavioral health. 
Licensure reciprocity for out-of-state applicants, HB 101. 
Children’s mental health services. 
High-risk children with multiagency service needs. 
Medicaid reimbursement rate, HB 147. 
Commitment of mentally ill or incapacitated persons. 
Remote testimony of professional person at trial, SB 445. 
Criminal procedure. 
Mental disease or disorder or developmental disability of defendant. 
Conditional release of defendant, SB 6. 
Crisis intervention team training program. 
Statewide coordination, HB 362. 
Healing and ending addiction through recovery and treatment account. 
Chemical dependency treatment voucher program, HB 311. 
Crisis stabilization services, use of funds, HB 557. 
Report on uses of account, HB 310. 
Youth suicide prevention, use of funds, HB 286. 
Law enforcement certification. 
Revocation due to mental illness, HB 802. 
Schools and education. 
Education for children receiving inpatient treatment of emotional problems, HB 171. 
Traumatic brain injury. 
Involuntary commitment, HB 29. 


MIDWIVES. 
Medicaid coverage for home birth attended by midwife, HB 655. 
Prescription drugs, authority of direct-entry midwives, HB 392. 


MILITARY AFFAIRS. 
Child day care. 
License recognition of provider licensed by branch of military, HB 336. 
Civil air patrol, grants, HB 274. 
Contracts and leases. 
Termination of lease or contract when ordered on active duty away from current 
residence, SB 66. 
Courts and courts-martial. 
Repeal of certain provisions, HB 89. 
Defense of military equipment and information. 
Use of force, HB 63. 
Division of disaster and emergency services. 
Pay for aviation officers, duties in support of emergencies, SB 40. 
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MILITARY AFFAIRS (Continued) 
Division of disaster and emergency services (Continued) 

Responsibilities as to state emergency response, HB 107. 

Federal regulations, laws and codes applicable to national guard, HB 80. 
Good Samaritans. 
Limitation of liability for emergency care rendered at scene of accident or emergency, HB 
63. 
Hazard mitigation assistance grants. 
Disaster and emergency services division, HB 106. 
Honor and Remember Medallion. 
Award to U.S. Army Warrant Officer Michael L. Bradley, SJR 19. 
Commemorative memorial coin for family members of eligible veterans, HB 852. 
Honoring Montana 163rd regiment. 
80th anniversary of victory in Battle of Sanananda, Papua, New Guinea, SJR 18. 
Income taxes. 
Group life insurance premium reimbursements, exemption, HB 89. 
Military pensions or retirement income, deductions, SB 104. 
Licenses and certifications. 
Exemptions, reciprocity and qualifications, HB 583. 
Motor vehicles. 
Registration requirements, HB 224. 
National guard land purchase account. 
Use of funds for project design, HB 134. 
State duty for special work. 
Youth challenge program, support operations, SB 40. 
2023-2025. 

Era of recognition and commemoration of Montana National Guard, Montana Army 
National Guard, Montana Air National Guard, U.S. Army Reserve, Marine Corps 
Reserve, U.S. Navy Reserve, and active duty military personnel, SJR 17. 

United States Space Force. 

Recognition, HB 545. 

Workers compensation for national guard performing state military duty, HB 427. 


MILK AND MILK PRODUCTS. 
Legislative policy for regulation and price control of milk, SB 71. 


MILLER, MARILYN. 
Secretary of senate office (room 302) named the Marilyn Miller senate suite, SB 414. 


MINES AND MINING. 
Coal endowment programs. 
Appropriations, HB 11. 
Coal severance taxes. 
Allocation of proceeds, HB 188. 
Trust funds, HB 321, 881. 
Hardrock mining and opencut mining operations. 
Cash bond requirements following notice of deficiencies, HB 460. 
Letter of warning for violations, HB 347. 
Interstate mining compact, SB 55. 
Natural resources and conservation department. 
Reclamation and development grants, HB 7. 
Recognition of 100th anniversary of Colstrip and Rosebud Mine, HR 7. 
Strip and underground mine reclamation. 
Actions, determination of court costs, SB 392. 
Permit revisions or amendments, HB 656. 
Water quality. 
Effect of coal mining on hydrologic balance, HB 576. 


MISSING PERSONS. 
Legislative studies. 
Missing youth in Montana, HJR 1. 
Native Americans. 
Missing indigenous persons task force, HB 163. 
Response team training grant program, HB 18. 
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MONTANA 250TH COMMISSION, HB 377. 


MONTANA CODE ANNOTATED. 
Distribution in electronic format, HB 845. 


MONTANA HEALTH CORPS, SB 564. 
MONTANA INDIAN CHILD WELFARE ACT, HB 317. 
MONTANA LAND USE PLANNING ACT, SB 382. 


MONUMENTS AND MEMORIALS. 
Montana organ donors memorial, HB 585. 


MORTGAGES. 
Remote work for mortgage business, HB 30. 
Servicers. 


Financial requirements and corporate governance, HB 30. 
MORTICIANS, FUNERAL DIRECTORS, AND CREMATORY FACILITIES. 


License to practice mortuary science. 
Qualifications, SB 244. 


MOTOR FUEL TAXES. 

Alternative fuel dealers, HB 828. 

Alternative fuel production incentives, SB 510. 

Electronic transaction reports, HB 75. 

Report by unlicensed fuel dealer, HB 823. 
MOTOR VEHICLES. 

Airbag fraud prohibition, HB 761. 

Approaching stationary vehicles on roadway. 

Failure to yield to emergency vehicle, HB 374. 


Highway maintenance or utility service vehicles, HB 320. 


Autocycles. 
Helmet requirements, SB 144. 
Careless driving, HB 902. 
Catalytic converters. 
Restrictions regarding, HB 255. 
Common carriers. 
Classification of motor carriers. 
Elimination of class C, SB 33. 
Repeal of provisions, HB 52. 
Dealers, manufacturers and franchises. 
General revision of provisions, SB 411. 
Prohibited acts and remedies generally, SB 411. 
Electric vehicles. 
Building codes and permits. 
Solar panels, batteries, or electric vehicle chargers. 
State and local codes not to require, HB 241. 
Charging stations, taxation, HB 55. 
Registration fees, HB 60, 439. 
License plates. 
Fees, HB 764. 
Placement and positioning of plates, SB 344. 
USS Montana plates, SB 221. 
Loads, securing. 
Trash haulers, HB 401. 
Military personnel. 
Registration requirements, HB 224. 
Off-highway vehicles. 


Grant program of development and maintenance of facilities, HB 331. 


Penalties for moving violations. 
Applicability of nonstandard penalties, HB 27. 
Records, disclosure. 
Income tax compliance purposes, HB 397. 
Voter registration verification, HB 754. 


Index-29 


Index-30 MONTANA HISTORY AND FINAL STATUS 2023 


MOTOR VEHICLES (Continued) 
Recycling and disposal laws. 
Elimination of repeal date, SB 288. 
Registration. 
Electric vehicles, HB 60, 439. 
Fees, HB 764. 
Schools and education. 
Illegally passing stopped bus, penalties, HB 366. 
Passenger vehicle used or owned by school district. 
Treatment as school bus, restrictions, SB 69. 
Special mobile equipment. 
Identification decals, HB 129. 
Speed limits. 
Transportation commission authority, SB 452. 
Theft. 
Light vehicles, HB 38. 
Vehicle theft protection product warranties, HB 668. 
Titling. 
Nonresident businesses, application for title, HB 622. 
Replacement certificate where vehicle removed from records due to data retention 
procedures, HB 750. 
Transfer of title on death of owner, SB 106. 
Traction control devices during winter months, HB 679. 
Weight and size restrictions. 
Hay haulers, HB 26. 
Penalty provisions, HB 26. 
Permits, points of contact for nonresidents, HB 26. 
Workzones, traffic violations in, HB 809. 
Yield--Slow Down--Move Over Act. 
Emergency vehicles and highway worker vehicles, yielding to or moving over for, HB 470. 


MUNICIPAL COURTS. 
Jurisdiction. 
Actions for collection of money owed to or by city, HB 534. 


MUNICIPALITIES. 
Airports. 
Grant to provide courtesy car services, SB 103. 
Annexation. 
Parks to be included, SB 220. 
Budgets. 
Property tax increases to be included, SB 332. 
Consolidation of land use boards, SB 130. 
Elections. 
Notice of names not to appear on ballot, HB 510. 
Energy sources used by consumer. 
Prohibitions on local government restrictions, SB 208. 
Financial reports and audits of local government entities, HB 262. 
Group self-insurance programs. 
Investment of public money, HB 291. 
Health, board of. 
Jurisdiction of board, SB 98. 
Health, local boards, HB 215. 
Impact fees on new development, SB 142. 
Licensing by local governments. 
Preemption of additional licensing requirements, SB 262. 
Lobbying and lobbyists. 
Local government contracts for lobbying services, disclosure, SB 358. 
Local district boards, oversight of, HB 32. 
Notice, publication requirements, SB 5. 
Open meetings. 
Recordation of public meetings in audio and video format, HB 890. 
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MUNICIPALITIES (Continued) 
Petroleum fuel-powered equipment, appliances, vehicles, etc. 
Local laws not to prohibit, SB 228. 
Public records. 
Local government records retention, SB 374. 
Rent control regulation on private property, prohibition, SB 105. 
Road and bridge account. 
Funding for maintenance of roads, SB 536. 
Road construction and safety accounts, revisions, HB 76. 
Sewage disposal and sewer systems. 
Connections from proposed subdivisions, SB 215. 
County water and/or sewer districts. 
Consolidation with municipality, HB 675. 
State-local infrastructure partnership act of 2023, HB 355. 
Weapons and firearms. 
Governmental lawsuits related to firearms or manufacturers, prohibition, HB 584. 
Zoning. 
Accessory dwelling units, SB 528. 
Child day care homes, HB 918. 
Duplex housing as permitted use, SB 323. 
Local design review standards, requirements, SB 407. 
Montana land use planning act, SB 382. 
Ordinances and resolutions for enforcement of zoning requirements, HB 299. 
Tiny dwelling units, HB 246. 
Urban areas, mixed-use developments and multiple unit dwellings, SB 245. 


MUSEUMS. 
Paleontological remains on state lands, HB 586. 


MUTUAL ASSOCIATIONS. 
Merger, HB 139. 


-N- 


NATIVE AMERICANS. 
Commerce department, quantifying economic contributions of tribes, HB 19. 
Community health aide program. 
Extension of program termination date, HB 582. 
Urging Congress to fully fund and allow implementation of program, HR 9. 
Economic development, HB 19. 
Indian affairs, state director, HB 19. 
Indian boarding schools, day of remembrance for children who died while attending, SJR 6. 
Indian language preservation program, HB 287. 
Missing indigenous persons task force, HB 163. 
Montana Indian child welfare act, HB 317. 
Public safety and law enforcement agencies, programs, and services. 
Urging Congress to fully fund, SJR 5. 
Recognition of foreign business entities. 
Applicability to federally recognized tribes, HB 477. 
Schools and education. 
Indian education for all, HB 338. 
Tribal computer programming boost scholarship program, HB 346. 
Water use. 
Blackfeet tribe water rights compact mitigation account, HB 141. 


NATURAL RESOURCES. 

Conservation district account. 
Transfer deadlines, HB 53. 

Data system advisory committee, elimination, HB 3438. 

Department of natural resources and conservation. 
Exemption from environmental review, HB 34. 
Loans to governmental entities for renewable resource projects, HB 8. 
Renewable resource grant and loan program, HB 6. 
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NATURAL RESOURCES (Continued) 
Department of natural resources and conservation (Continued) 

Stream gauge network oversight, SB 17. 

Water use, permits for appropriation rights. 

Funding for personnel, HB 114. 
Invasive species trust fund. 

Transfer deadlines, HB 53. 

Natural resources operations state special revenue account. 

Transfer deadlines, HB 53. 

Transfer of funds from general fund to implement 2023 budget, HB 868. 
Operations state special revenue account, extension of termination date, HB 270. 
Reclamation and development grants. 

Appropriations, HB 7. 

Repeal of Upper Columbia and Flathead basin conservation commissions, SB 83. 
Western Montana conservation commission, SB 83. 


NATUROPATHIC PHYSICIANS. 
Dispensing of drugs, SB 101. 
Formulary for therapeutic substances, SB 100. 


NEWBORNS. 
Genetic samples, collection for newborn screenings. 
Disposition and use, HB 682. 


NEWSPAPERS. 

Charles S. Johnson, honoring life and work of, HR 5, SR 58. 
Plaque to be placed in capitol complex, HB 855. 

Publication of official notices, HB 724. 


911 EMERGENCY TELEPHONE SYSTEM. 
Allocations from 911 accounts, HB 597. 
Authority for 911 program, HB 149. 
Public safety agencies and public safety answering points. 
Notice of request for service, HB 236. 


NONPROFIT CORPORATIONS. 
Administrative requirements imposed by state agencies or officials, limitations, SB 307. 
Directors. 
Rescission of resignation, SB 167. 


NOTARIES PUBLIC. 
County clerks. 
Acceptance of electronic notarizations, SB 330. 


NOXIOUS WEEDS. 
Noxious weed management advisory council, HB 93. 


NURSES AND NURSING. 
Medication aides. 
License requirements, HB 154. 
Violence against health care workers, HB 590. 


-O- 


OBSCENITY AND PORNOGRAPHY. 
Commercial entity publishing and distribution of material harmful to minors, SB 544. 
Public display or dissemination of obscene material to minors, HB 234. 


OCCUPATIONAL THERAPY. 
Interstate licensure compact, SB 155. 


OIL AND GAS. 
Natural gas, defined, SB 426. 
Petroleum fuel-powered equipment, appliances, vehicles, etc. 
Local laws not to prohibit, SB 228. 
Pipelines. 
Natural gas pipeline safety provisions, penalty for violations, SB 32. 
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OIL AND GAS (Continued) 
Pipelines (Continued) 
Property taxes. 
Description of pipeline property for purposes of assessment, SB 81. 
Resolution in support of construction of Keystone XL pipeline, HR 8. 
Production tax on oil and gas wells. 
Incremental production on horizontally recompleted well, HB 469. 
Stripper wells. 
Production tax rates, HB 485. 
Unit operations. 
Drilling pools, owner’s share of costs, HB 289. 
Water produced from oil and gas wells. 
Regulation by board of oil and gas conservation, HB 928. 


OLDER ADULTS. 
Protective services for vulnerable adults, SB 34. 
State plan on aging, terminology changes, SB 45. 


OPEN MEETINGS. 
Recordation of public meetings in audio and video format, HB 890. 


OPIOIDS. 
Nonopioid alternatives to opioid prescriptions, HB 751. 


-p.- 


PAIN TREATMENT. 
Nonopioid alternatives to opioid prescriptions, HB 751. 


PARENTAL RIGHTS PROTECTION. 
Medical care for minors, HB 676. 


PARKS AND RECREATION. 
Camp sites in state parks, HB 440. 
Motorized recreation trail passes, HB 333. 
Municipal annexation, scope of, SB 220. 


PATIENT VISITATION RIGHTS ACT, SB 308. 


PERSONAL INJURY ACTIONS. 
Harm while engaging in felony offense, prohibited action, SB 491. 


PHARMACISTS AND PHARMACIES. 
Immunizations. 
Delegation of administration to pharmacy interns and technicians, HB 710. 
Pharmacy benefit managers. 
Requirement for identification of 340B drugs, extension of prohibition, HB 379. 
Pharmacy services administrative organizations, HB 156. 
Prescribing authority of pharmacist, SB 112. 


PHYSICIAN ASSISTANTS. 
Collaborative and independent practice, HB 313. 


PHYSICIANS AND SURGEONS. 

Abortion. 

Medication abortions. 

Required reporting, HB 786. 

Alternative health care board, SB 453. 
Conscientious objections to health care services, HB 303. 
Health care contracts, SB 451. 
Medical practice protection act. 

Action against provider for recommendation of lawful services prohibited, HB 706. 
Montana health corps, SB 564. 
Naturopathic physicians. 

Dispensing of drugs, SB 101. 

Formulary for therapeutic substances, SB 100. 
State board of medical examiners, SB 453. 
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PHYSICIANS AND SURGEONS (Continued) 
Violence against health care workers, HB 590. 


PLANNING BOARDS. 
Consolidation of land use boards, SB 130. 


PRIVATE ALTERNATIVE ADOLESCENT RESIDENTIAL OR OUTDOOR PROGRAMS. 
Inspections of licensed programs, HB 218. 
Standards for licensed programs, HB 218. 


PRIVATE INVESTIGATORS AND SECURITY PERSONNEL. 
Licensing and regulation, SB 454. 


PROBATION AND PAROLE. 
Prerelease or treatment centers, transfer to in preparation for release, HB 426. 
Revocation of probation. 
Compliance or noncompliance violations, HB 689. 


PRODUCTS LIABILITY. 
Defenses of seller in strict liability cases, SB 216. 


PROFESSIONAL AND OCCUPATIONAL LICENSING AND REGULATION. 
Audiology and speech-language pathology. 
Assistants, qualifications for licensure, SB 300. 
Interstate compact, SB 214. 
Barbering, cosmetology and related professions. 
Correctional facilities or detention centers, services performed at, SB 166. 
Natural hair braiding, exemption from license requirements, HB 353. 
Enforcement of license violations, HB 115. 
Free exercise of religion or freedom of speech and expression. 
Rights of persons, HB 443. 
Hearing aid dispensers, SB 456. 
Licensing boards and programs. 
General provisions, HB 87. 
Military personnel. 
Exemptions, reciprocity and qualifications, HB 583. 
Morticians, funeral directors, and crematory facilities. 
License to practice mortuary science, SB 244. 
Private investigators and security personnel. 
Licensing and regulation, SB 454. 


PROFESSIONAL COUNSELORS. 
Interstate counseling compact, HB 777. 


PROPERTY AND CASUALTY INSURANCE. 
General revisions, HB 156. 


PROPERTY MANAGEMENT. 
Realty regulation and oversight of property managers, SB 455. 


PROPERTY MANAGERS. 
Licensing exemptions, HB 358. 


PROPERTY TAXES. 

Access to income and expense information submitted to department, SB 62. 
Alternative fuel production incentives, SB 510. 
Alternative payment schedule for primary residences, HB 830. 
Assistance program, inflation adjustments, HB 189. 
Centrally assessed property, reappraisal cycle, SB 54. 
Classification of property. 

Class eight property, HB 212, SB 530. 

Class five property. 

Industrial property, SB 46. 

Condominiums. 

Method of appraisal of condominiums, HB 685. 
Disabled veteran property tax assistance, HB 325. 
Elections. 

Ballot for bond or mill levy elections, HB 543. 
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PROPERTY TAXES (Continued) 
Forest lands, SB 3. 
Gray water systems, repeal of tax abatement, HB 25. 
Industrial property. 
Classification, SB 46. 
Intangible land value exemption, time for filing claim, HB 459. 
Itemized bill requirements, HB 497. 
Local government budgets. 
Property tax increases to be included, SB 332. 
Manufacturing machinery, fixtures and equipment. 
Exemption, SB 530. 
Pipeline properties. 
Description of property for purposes of assessment, SB 81. 
Rebate for taxes paid, HB 222. 
Supplemental rebate, HB 816. 
Refunds, time limits, SB 362. 
Revision of assessment, SB 362. 
School equalization and property tax reduction account, HB 587. 


PSYCHOTHERAPISTS. 
Interstate counseling compact, HB 777. 
Sexual assault by psychotherapists, HB 525. 


PUBLIC ASSISTANCE. 
Incumbent worker training program, HB 41. 
Medicaid. 
Home and community-based services. 
Fiscal accountability and reporting, HB 65. 


PUBLIC CONTRACTS. 
Alternative project delivery contracts, SB 483. 
Bidding and notice procedures, SB 51. 
Community service act contracts. 
Procurement act exemptions, HB 573. 
Construction of buildings. 
Bid and notice process, HB 151. 
Department powers and duties, HB 151. 
Practice of engineering, policy, HB 151. 
Reporting requirements, HB 151. 
Firearms nondiscrimination in public contracting, HB 356. 
Modernization of procurement practices generally, SB 51. 
Public contractor’s license tax on gross receipts. 
Definition of public contractor, SB 253. 
Water works owned by state. 
Adjustment of threshold amounts, HB 122. 
Wheat and barley committee, exemption from procurement requirements, HB 738. 


PUBLIC DEFENDERS. 
Cases eligible for assignment, HB 111. 


PUBLIC HEALTH AND HUMAN SERVICES DEPARTMENT. 
Abortion, public funding prohibition. 
Appropriation for updating of written department materials, HB 862. 
Behavioral health system for future generations, HB 872. 
Best beginnings child care scholarship program, HB 648. 
Child day care. 
Child to staff ratios and maximum group sizes. 
Direction to department to revise, HB 422. 
Zoning, residential use for purposes of. 
Notice to local governments of changes in law, HB 918. 
Deaf and hard of hearing. 
Language development in deaf and hard of hearing children, HB 619. 
Disabilities, persons with. 
Community-based services and supports. 
Requirements pursuant to Olmstead decision, HB 922. 
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PUBLIC HEALTH AND HUMAN SERVICES DEPARTMENT (Continued) 
Elimination of certain required reports, SB 36. 
Veterans’ long-term care needs, decennial study, HB 264. 
Volunteer program to support child protective services activities, SB 163. 


PUBLIC OFFICERS AND EMPLOYEES. 
Compensation. 
Administration of broadband pay plan, HB 13. 
Ethics code. 
Judicial officers, applicability, SB 252. 
Use of public resources for political purposes, HB 412. 
Floating holidays, HB 13. 
Retirement. 
Appropriations for funding of retirement systems, HB 569. 
State offices open on election day. 
Elimination of general election day as state employee holiday, HB 13. 
Temporary restraining orders against state or political subdivision, HB 695. 


PUBLIC RECORDS. 
Litigation, information pertaining to. 
Exceptions to disclosure requirements, HB 693. 
Local government records retention, SB 374. 
Requirements as to request for information. 
Executive and non-executive branch agencies, SB 232. 
State departments and agencies. 
Reports to legislative finance committee, HB 580. 


PUBLIC SERVICE COMMISSION. 
Districts, SB 109. 


PUBLIC UTILITIES. 
Advanced conductor projects, cost-effectiveness criteria, HB 729. 
County water and/or sewer districts. 
Connections from proposed subdivisions, SB 215. 
Consolidation with municipality, HB 675. 
Critical infrastructure or agricultural land. 
Ownership by foreign adversaries or corporations domiciled in foreign adversary nations, 
SB 203. 
Electric utility industry generation reintegration. 
Approval of electricity supply resources, HB 284. 
Energy sources used by consumer. 
Prohibitions on local government restrictions, SB 208. 
Permitting for utility mains on county property or rights of way, HB 176. 


PUNITIVE DAMAGES, SB 169. 
-R- 


RADIATION EXPOSURE COMPENSATION ACT. 
Urging Congress to include impacted Montanans, SR 69. 


RAILROADS. 
Highway restricted account allocation of funds. 
Railroad grade crossing protection, HB 105. 


RANGELAND APPRECIATION MONTH, SJR 138. 


REAL ESTATE APPRAISERS. 
Registry fees. 
Repeal of provisions regarding termination date, HB 67. 
REAL ESTATE BROKERS AND SALESPERSONS. 
Digital media platforms hosting advertisements for sale of real estate. 
Exemption from licensing provisions, HB 247. 
Liability insurance coverage requirements, HB 615. 


REAL PROPERTY SALES. 
Seller’s disclosures regarding residential real property, HB 296. 
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REASONABLE CHILDHOOD INDEPENDENCE, SB 339. 
RECOVERY RESIDENCES, SB 94. 


RESORT AREAS AND COMMUNITIES. 
Definitions, SB 199. 


RESTAURANTS. 
Beer and wine licenses. 
Restaurants, ownership provisions, HB 72. 


RETIREMENT. 
Appropriations for funding of retirement systems, HB 569. 
Legislative study on retirement system funding, SJR 4. 
Provisions applicable to each pension system. 
Benefit policy statement regarding funding requirements, SB 18. 
Disabled member receiving disability retirement. 
Determination that member no longer disabled and return to covered employment, SB 
74. 
General revisions, SB 74. 


RIGHT TO TRY ACT. 
Eligibility to receive experimental medications, SB 422. 


RODEOS. 
Celebration of 100 Buckin’ Years of the Livingston Roundup Rodeo, HJR 7. 


-S.- 


SAFE HAVEN NEW BORN PROTECTION ACT. 
Surrender of newborn via newborn safety device, HB 200. 


ST. PATRICK’S DAY. 
Commemoration by state, SJR 7. 


SALES AND USE TAX. 
Return of revenue paid with federal funds, HB 121. 


SALVAGE METAL DEALERS. 
Catalytic converters. 
Restrictions regarding, HB 255. 


SANITARIANS. 
Board, transfer of functions to department of labor and industry, SB 457. 


SCHOOLS AND EDUCATION. 

Accreditation standards, adoption, HB 21. 
Advanced opportunity programs, HB 257. 
ANB calculations, HB 214. 
Buses. 

Commercial driver licenses. 

School bus driver endorsement, SB 47. 

Illegally passing stopped bus, penalties, HB 366. 
Career coaches in high schools for career and technical education, HB 458. 
Charter schools. 

Public charter schools act, HB 549. 
Coal-fired generating unit closure mitigation block grants, SB 1. 
Community choice schools act, HB 562. 
Defense of self or another. 

Use of force by a student, HB 450. 
Discriminatory practices. 

Use of student’s legal name or reference to sex of student, HB 361. 
Drag story hours. 

Sexually oriented business, restrictions regarding access by minors, HB 359. 
Early literacy targeted intervention programs, HB 352. 
Education and workforce data governing board, HB 949. 
Financial literacy instruction, HB 535. 
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SCHOOLS AND EDUCATION (Continued) 
Funding. 

Bond elections, ballot to include property taxes, SB 123. 

Enrollment increases, revisions based on, HB 36. 

Inflationary adjustments to funding formula, HB 15. 

Over-BASE budget levy, SB 10. 

School equalization and property tax reduction account, HB 587. 
Grievance policies to be adopted by districts, HB 504. 
Guaranteed tax base aid, HB 212. 
Health insurance trusts for school districts, HB 332. 
Immunization requirements. 

Notice of exemptions, HB 715. 
Indian education for all, HB 338. 
Indian language preservation program, HB 287. 
Innovative educational program, HB 408. 
Multidistrict agreements, HB 214. 
Office of public instruction database modernization. 

Use of appropriated funds, HB 367. 
Out-of-district attendance, HB 208. 

Parental involvement in education and parental rights, SB 518. 
Part-time enrollment of child, HB 396. 
Passenger vehicle used or owned by school district. 

Treatment as school bus, restrictions, SB 69. 
Performance data for public schools. 

Release of student personally identifiable information, SB 480. 
Preschool or kindergarten programs, HB 946. 

Proficiency-based learning, SB 8. 

Religious discussions with others in school, HB 744. 
Religious materials in school, HB 745. 

Remote instruction, HB 214. 

Safety or emergency operations plans, SB 213. 
Special education. 

Education for children receiving inpatient treatment of emotional problems, HB 171. 

Students with special needs equal opportunity act, HB 393. 
State board of education. 

Meetings, HB 531. 

State-level strengthening career and technical student organizations, HB 382. 
Student scholarship organizations. 
Tax credit for donations to, HB 408. 
Students with special needs equal opportunity act, HB 393. 
Superintendent of public instruction. 
Qualifications, powers and duties, HB 181. 
Threat assessments. 
Safety or emergency operations plans, SB 213. 
Trustees of school districts. 

Acquisition or disposition of sites and buildings, powers, SB 10. 

Online repository with information regarding trustees, HB 811. 
Work-based learning programs, SB 444. 


SECURITIES. 


Financial exploitation of vulnerable person, HB 156. 
Restitution assistance fund, HB 156. 


SEEDS. 
Cleaning or conditioning of seeds, HB 487. 


SENTENCING. 
Disorderly conduct, SB 19. 
Interest on monetary penalties, HB 541. 
Persistent felony offenders, SB 96. 


SERVICE OF PROCESS. 
Time limits, HB 410. 
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SEWAGE DISPOSAL AND SEWER SYSTEMS. 

County water and/or sewer districts. 
Board of directors, HB 35. 
Connections from proposed subdivisions, SB 215. 
Consolidation with municipality, HB 675. 

Environmental quality department. 
Drain systems in cut or filled areas, use for new subsurface wastewater treatment 

systems, HB 592. 

Subdivisions. 

Review of small public water and sewer construction, HB 364. 


SEX OFFENSES. 
Dead bodies, deviate sexual conduct with, SB 345. 
Human trafficking and sex trafficking laws, revision, HB 112, SB 265. 
Registration of sex offenders. 
Absence from state, notice, SB 38. 
Information to be provided, SB 38. 
Petition for relief from requirement, SB 38. 
Sexual assault. 
Date rape drugs, provision to another without their consent, HB 457. 
Evidence kits, retention and disposal, HB 640. 
Psychotherapists, assault by, HB 525. 
Response network program, HB 79. 
Response team committee, HB 79. 
Youth courts. 
Disposition of sealed records relating to sexual offense. 
Consent of victim required prior to destruction, HB 886. 


SHERIFFS. 
Retirement. 
Appropriations for funding of retirement systems, HB 569. 
Contributions, HB 569. 


SLASH BURNING. 
Fire hazard reduction agreements, SB 448. 


SMITH RIVER MANAGEMENT. 
Permits for recreational use, HB 846. 


SNOWMOBILES. 
Registration. 
Exemptions, HB 99. 


SOCIAL MEDIA. 
Employment relations. 
Social media postings of employee or job applicant. 
Free speech protections, SB 270. 


SOCIAL WORKERS. 
Work experience requirements, HB 499. 


SOIL HEALTH. 
Designation of soil health week and soil health day, SJR 9. 


SPOUSAL PRIVILEGE. 
Electronic communications between spouses, SB 325. 


STALKING. 
Monitoring another by use of electronic, digital or GPS device, SB 321. 


STATE AUDITOR. 
General revision of laws under supervision of state auditor, HB 156. 


STATE DEBT COLLECTION SERVICE. 
Agreement with agencies to assist in collection of delinquent accounts, HB 58. 


STATE DEPARTMENTS AND AGENCIES. 
Advisory councils. 
Compensation rates for members, HB 314. 


Index-40 MONTANA HISTORY AND FINAL STATUS 2023 


STATE DEPARTMENTS AND AGENCIES (Continued) 
Advisory councils (Continued) 
Remote meetings, HB 316. 
Boards, commissions, and councils. 
Compensation rates for members, HB 314. 
Costs for services rendered by another agency. 
Invoicing and payment, HB 210. 
Digital government services act, HB 47. 
Employee directories, HB 348. 
Personal staff for agency heads, SB 424. 
Publication of notices. 
Agendas for meetings, HB 724. 
Public records and open meetings. 
Reports to legislative finance committee, HB 580. 
Quasi-judicial boards. 
Quorum to do business, HB 309. 
Security incidents, notice to chief information security officer, SB 50. 


State measurement for accountable, responsive, and transparent government (SMART) act, 


HB 190. 
Supplemental appropriations for 2023 fiscal year, HB 4. 
Temporary restraining orders against state or political subdivision, HB 695. 


STATE FINANCE. 

Debt and liability free account, HB 251. 

Emergency shelter facility accounts. 
Allocation of appropriations, HB 5. 

Public safety development center state special revenue account, HB 5. 

Securing access to federal expenditures to repair (SAFER) Montana roads and bridges 
account, HB 267. 

Surplus review, distribution, HB 192. 


STATE FINANCE AND FUNDS. 
Sustainability of state finance. 
Transfers, caps and general amendments to state funds, HB 424. 


STATE FRUIT. 
Huckleberry, HB 880. 


STATE LANDS. 
Cabin or home sites. 
Sale of leased cabin or home cite. 
Cancellation of sale by lessee, SB 49. 
Easements for specific uses. 
Rights-of-way, exemption or waiver of certain requirements, SB 42. 
Environmental review compliance, exemptions, HB 85. 


STATE MEASUREMENT FOR ACCOUNTABLE, RESPONSIVE, AND TRANSPARENT 
GOVERNMENT (SMART) ACT, HB 190. 


STATUTORY CONSTRUCTION. 
Sex, defined as applied to humans, SB 458. 


SUBDIVISIONS. 
Exempt divisions and aggregations of land. 

Fees for examination of division, HB 874. 

Time for examination and decision on application, SB 131. 
Exemption of condominiums and townhouses, SB 331. 
Montana land use planning act, SB 382. 

Review process. 

Environmental review, exemptions from, SB 240. 

Expedited review process, HB 211. 

Family transfers, SB 158. 

Minor subdivisions, SB 152. 

Alternative administrative process, SB 170. 

Phased subdivision, HB 211. 
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SUBDIVISIONS (Continued) 
Review process (Continued) 
Sanitation facilities, SB 285. 
Small public water and sewer construction, HB 364. 
Subsequent hearings, HB 211. 
Water wells, location on lots, SB 327. 


SUBSTANCE USE DISORDERS. 
Addiction counselors. 
Qualifications for license, SB 425. 
Healing and ending addiction through recovery and treatment account. 
Chemical dependency treatment voucher program, HB 311. 
Recovery residences, SB 94. 


SUICIDE. 
Healing and ending addiction through recovery and treatment account. 
Youth suicide prevention, use of funds, HB 286. 
Reporting regarding deaths ruled suicide involving dispensed drugs, SB 284. 
Suicide through law enforcement intervention. 
County coroner’s inquest, jury findings, HB 705. 


SYNTHETIC MARIJUANA PRODUCTS, HB 948. 


-T- 
TAIWAN. 
State reaffirmation of commitment to relationship with, HJR 10. 
TAXATION. 


Adoption tax credit, HB 225. 
Alcoholic beverages. 

See ALCOHOLIC BEVERAGES. 
Coal severance taxes. 

Allocation of proceeds, HB 188. 

County tax appeal board, SB 507. 
Electric vehicle charging stations, HB 55. 
Family education savings program. 

Withdrawals of deductible contributions, technical correction, HB 240. 
Film and media production tax incentives, SB 27. 
Income taxes. 

See INCOME TAXES. 

Lodging facility use tax. 

Commerce department allocation of funds, SB 540. 

Distribution of revenue, SB 522. 

Return of revenue paid with federal funds, HB 121. 
Motor fuel taxes. 

Electronic transaction reports, HB 75. 

Oil and gas. 

Stripper wells. 

Production tax rates, HB 485. 
Property taxes. 

See PROPERTY TAXES. 

Public contractor’s license tax on gross receipts. 

Definition of public contractor, SB 253. 

Resort areas and communities. 

Definitions, SB 199. 

Sales and use tax. 

Return of revenue paid with federal funds, HB 121. 
Warrant for distraint. 

Lien against personal property owned by delinquent taxpayer, HB 118. 


TEACHERS. 
Alternative teacher credentialing, SB 373. 
Certification standards and practices advisory council, elimination, HB 231. 
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TEACHERS (Continued) 
Legislative study on retirement system funding, SJR 4. 
Licenses. 
Fees, use of revenue, HB 22, 403. 
Quality educator loan assistance program, SB 70. 
Recruitment and retention. 
Teacher residency program, HB 833. 
Retirement system. 
Compensation and benefits determinations, HB 135. 
Contributions, HB 135. 
Death of retiree, payment to beneficiaries, HB 135. 
Disability retirement eligibility, HB 135. 
Duties of employers, HB 135. 
Independent contractors, presumption of employment status, HB 135. 
Postretirement employment, HB 117. 
Public employees retirement system, transfer of credits and contributions from, HB 135. 
Salaries and compensation. 
Incentives to raise starting teacher pay, HB 588. 


TECHNICAL CORRECTIONS BILL, HB 109. 


TERMINATION OF PARENTAL RIGHTS. 
Reinstatement, HB 603. 


TIKTOK. 
Banning of TikTok application being offered to Montana users, SB 419. 


TIMESHARES. 
Repeal of licensing and registration requirements, SB 455. 


TINY HOUSES. 
Zoning, local districts, HB 246. 


TITLE INSURANCE. 
General revisions, HB 156. 


TOBACCO TAXES. 
Allocation of revenue for operation of state veterans nursing homes, HB 840. 
Premium cigar tax, SB 122. 


TOURISM. 
Advisory council, HB 143. 
Lodging facility use tax allocation. 
Commerce department, SB 540. 


TRAFFICKING OF PERSONS. 
General revisions, SB 265. 
General revisions to trafficking laws, HB 112. 


TRAFFIC REGULATION. 
See MOTOR VEHICLES. 


TRANSGENDER PERSONS. 
Parental rights protection. 
Medical care for minors, HB 676. 
Sex, defined as applied to humans, SB 458. 
Youth health protection act. 
Prohibition of access to gender-affirming care, SB 99. 


TRANSPORTATION COMMISSION. 
Rocky Mountain tribal leaders council member to be selected, HB 489. 
Speed limits, transportation commission authority, SB 452. 


TRANSPORTATION DEPARTMENT. 
Accounts for road construction and safety, revisions, HB 76. 
Contracting by department. 
Alternative project delivery, SB 57. 
Senior citizen and persons with disabilities transportation services account, HB 327. 
State fruit, designation of huckleberry as. 
State tourist map design, HB 880. 
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TRAUMATIC BRAIN INJURY. 
Involuntary commitment of persons, HB 29. 


TRAVEL INSURANCE. 
Administrators, HB 591. 
Limited lines producer license, HB 591. 
Travel protection plans, HB 591. 


TREES AND TIMBER. 
Sale of timber on state lands, SB 43. 


TRUSTS AND TRUSTEES. 
Charitable trusts, beneficiaries, HB 452. 
Inventory of probate property, HB 452. 
Irrevocable trust. 
Modification or termination by consent, HB 452. 


-U- 


UNCLAIMED PROPERTY, HB 136. 
UNDERGROUND STORAGE TANKS. 


Petroleum brownfields revitalization. 

Removal of relatively low risk requirement, HB 54. 
Petroleum tank release compensation board reporting, HB 868. 
Remediation of releases, reimbursement for costs, SB 334. 


UNEMPLOYMENT INSURANCE. 
Duration of benefits, HB 652. 
False claims or theft, HB 142. 


UNITED STATES SEMIQUINCENTENNIAL. 
Montana 250th commission, HB 377. 


UNITED STATES SPACE FORCE. 
Recognition, HB 545. 


UNIVERSITY SYSTEM. 

Board of regents. 

Meetings, HB 531. 
College entrance examination data. 

Performance data for public schools. 

Release of student personally identifiable information, SB 480. 

Fire services training school. 

Appropriations, HB 185. 
Foster youth higher education assistance program, HB 482. 
Remote instruction. 

Montana digital academy, HB 749. 
Tuition. 

Waiver for survivors of first responders who died in line of duty, SB 289. 


-V- 


VACCINATIONS. 
Pharmacists and pharmacies. 
Delegation of administration to pharmacy interns and technicians, HB 710. 
Prohibited use of vaccination status. 
Administrative and legal proceedings involving children and incapacitated adults, HB 
684. 


VETERANS. 
Board of veterans affairs, HB 298. 
Funding allocation to veterans and surviving spouses state special revenue account, HB 
864. 
Honor and Remember Medallion. 
Award to U.S. Army Warrant Officer Michael L. Bradley, SJR 19. 
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VETERANS (Continued) 
Honor and Remember Medallion (Continued) 
Commemorative memorial coin for family members of eligible veterans, HB 852. 
Korean War. 
Acknowledgment of and thanking military veterans who served, HJR 14. 
Montana veterans hall of fame, HB 663. 
Property taxes. 
Disabled veteran property tax assistance, HB 325. 
Public health and human services department. 
Veterans’ long-term care needs, decennial study, HB 264. 
State veterans cemeteries. 
Flathead county, HB 81. 
Tobacco taxes. 
Allocation of revenue for operation of state veterans nursing homes, HB 840. 
Vietnam war. 
Acknowledgment of and thanking military veterans who served, HR 3. 


VETERINARIANS. 
Veterinary retail facilities, SB 561. 


VIDEO GAMBLING MACHINES. 
Gross income tax, HB 297. 
Sale by licensed operator, HB 550. 


VIETNAM WAR. 
Acknowledgment of and thanking military veterans who served, HR 3. 


VIRTUAL CURRENCY. 
Digital assets, rights as to, SB 178. 


VITAL RECORDS. 
Birth certificates. 
Certificate of nonviable birth, HB 2138. 


VULNERABLE ADULTS. 
Protective services for vulnerable adults, SB 34. 


-Ww- 


WATER QUALITY. 
Classification of waters, SB 285. 
Discharge permits, deadlines, HB 561. 
Smurfit-Stone mill site contamination, study and recommendations regarding remediation 
work, HJR 18. 
Strip and underground mine reclamation. 
Effect of coal mining on hydrologic balance, HB 576. 


WATER SUPPLY, PUBLIC. 
Development plans. 
Approval of connections exceeding approved capacity of system, SB 237. 


WATER USE. 
Appropriation rights. 
Application and preapplication process, HB 114. 
Blackfeet tribe water rights compact mitigation account, HB 141. 
Construction of water supply system under permit exception for appropriation. 
Proof of beneficial use, HB 435. 
Preliminary determinations, HB 114. 
Chief water judge, confirmation of appointment, SR 65. 
Diversion of water from Kootenai River to Columbia River. 
Opposition to article 13 of Columbia River treaty, SJR 16. 
Irrigation districts. 
Limitations on irrigable acreage, HB 418. 
Projects and works. 
Contracts for construction and services at state-owned water works. 
Adjustment of threshold amounts, HB 122. 
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WATER USE (Continued) 
Renewable resource grant and loan program. 
Loan procedures, HB 775. 
Stream gauge network oversight, SB 17. 
Water adjudication. 
Account, transfer deadlines, HB 53. 


WATER WELLS. 
Subdivisions. 
Location of water wells, SB 327. 


WEAPONS. 
Auxiliary officers, carrying less than lethal weapons, HB 256. 
Concealed weapon permits. 
Advisory council, eliminated, HB 266. 
Duration of permit, SB 400. 
Enhanced permit, HB 674. 
Grace period for renewals, HB 659. 
Financial institutions. 
Firearms sales codes not to be mandated, SB 359. 
Firearm hold agreements. 
Limitation of liability for return of firearm to owner at end of agreement, SB 423. 
Fish, wildlife and parks department. 
Firearms, carrying by department employees, HB 42. 
Governmental lawsuits related to firearms or manufacturers, prohibition, HB 584. 
Gun owners access to justice act. 
Restriction of right to bear arms, requirements, HB 631. 
Public contracts. 
Nondiscrimination against firearm entities or trade associations, HB 356. 


WEIGHTS, MEASURES, AND COMMODITY GRADES. 
Department of labor and industry. 
Licensing of weighing devices, SB 53. 


WESTERN MONTANA CONSERVATION COMMISSION, SB 83. 


WETLANDS. 
Wetlands protection advisory council, HB 290. 


WHEAT AND BARLEY COMMITTEE. 
Exemption from procurement requirements, HB 738. 


WORKERS’ COMPENSATION. 
Exemptions from coverage. 
Ownership interest in corporation or limited liability company, effect, HB 636. 
Firefighters. 
Presumptive occupational diseases, SB 310. 
Independent contractors. 
Presumption of independent contractor status absent certificate, SB 22. 
National guard member performing state military duty, HB 427. 
Social or recreational activity related to employment. 
Limitation of insurer liability, HB 178. 
Work-based learning opportunities. 
Reimbursement of premiums, repeal of termination date, HB 702. 


¥ vs 


YOUTH COURTS. 

Contribution orders, HB 500. 

Costs and fees prohibited, HB 500. 

Restitution payments, HB 425. 

Restraints, use on youths, HB 742. 

Sealed records. 

Disposition of records relating to sexual offense. 
Consent of victim required prior to destruction, HB 886. 
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YOUTH HEALTH PROTECTION ACT. 
Prohibition of access to gender-affirming care, SB 99. 


